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PREFACE. 


The  Medical  Society  of  Edinburgh  was  instituted  in  the  year 
1737  for  the  purpose  of  reading  and  discussing  Essays  on 
M'edicine  and  the  collateral  Sciences. 

The  zeal  of  its  earlier  members  having  soon  raised  the  Socie- 
ty to  a  position  which  admitted  of  an  extension  of  its  views  to 
other  objects,  the  formation  of  a  library  was  undertaken,  and 
with  such  success,  that  this  has  since  become  one  of  the  most 
prominent  advantages  afforded  by  the  Institution. 

The  Society  has  existed  for  one  hundred  years,  during 
which  period,  the  extension  of  its  reputation  as  an  arena  for  dis- 
cussion, and  the  increase  of  its  Library  have  raised  it  to  its  pre- 
sent prosperous  condition. 

The  collection  of  books  now  consists  of  upwards  of  12000 
volumes,  embracing  the  most  approved  works  in  Medicine, 
Science,  and  Literature.  Of  these  a  catalogue  has  long  existed, 
arranged  according  to  the  authors'  names  in  alphabetical  order, 
with  references  to  the  position  of  the  books  on  the  shelves  of  the 
Society.  But  though  perfectly  adapted  to  facilitate  the  labours 
of  the  Librarian,  it  is  obvious  that  to  the  Student,  such  a  cata- 
logue does  not  afford  any  means  of  ascertaining  what  sources  of 
mformation  the  Society  has  to  offer  him,  or  what  are  the  standard 


I'REFACE. 


works  on  any  subject  to  which  he  may  wish  particularly  to 
direct  his  attention. 

To  supply  this  deficiency,  the  formation  of  a  Catalogue 
Raisonne  has  been  attempted  on  various  occasions  since  the 
commencement  of  the  present  century,  by  members  of  the  Socie- 
ty, but  from  causes  which  it  is  difficult  to  trace,  and  which  it 
would  be  useless  to  particularize  if  known,  the  undertaking 
hitherto  has  always  been  unsuccessful. 

In  the  winter  of  1835  a  few  members  of  the  Society  renewed 
the  attempt,  and  the  Society,  anxious  to  render  its  Library  as 
much  as  possible  available  to  the  Students  of  the  Medical 
School,  strenuously  encouraged  the  design,  and  at  length  re- 
solved that  the  Catalogue  Raisonne  should  be  printed  at  the 
expense  of  the  Society. 

Though  the  Society  trust  that  the  arrangements  adopted 
have  insured  for  the  Catalogue  Raisonne  a  very  considerable 
degree  of  accuracy,  still  they  cannot  doubt  that  many  deficien- 
cies may  be  found  in  a  work  of  this  kind,  completed  for  the 
first  time  ;  it  is  therefore  to  be  desired  that  inaccuracies  may 
be  pointed  out,  and  alterations  that  may  seem  advisable  sug- 
gested, with  a  view  to  its  improvement  in  a  future  edition.  It 
is  then  proposed  to  extend  the  present  plan  of  the  Catalogue, 
by  incorporating  with  it  many  valuable  papers  on  subjects  con- 
nected with  Medicine  and  the  collateral  Sciences,  which  are  to  be 
found  scattered  through  the  various  British  and  Foreign  peri- 
odical works  in  the  possession  of  the  Society. 

With  a  view  to  facilitate  reference  to  particular  subjects,  the 
general  plan  of  the  Catalogue  has  been  printed  at  the  com- 
mencement, which  will  show  the  system  of  classification  adopt- 
ed. It  seems,  therefore,  unnecessary  here  to  enter  further  into 
detail,  than  to  state  that  the  books  have  been  arranged  under 
four  great  divisions.  Medicine,  Science,  Literature,  and  Miscel- 
lanies. 

Under  Part  I.  Medicine,  are  arranged  works  on  Anatomy, 
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Human  and  Comparative  ;  Physiology  ;  Materia  Medica  and 
Pharmacy,  including  Hygiene  and  Therapeutics;  General 
Pathology  and  Practice  of  Physic  ;  Surgery  ;  Midwifery,  and 
Diseases  of  Women  and  Children  ;  Medical  J urisprudence  and 
Medical  Police  ;  and  Medical  Literature. 

Under  Part  II.  Science,  are  arranged  works  on  Natural 
Philosophy,  including  Mechanical  Philosophy  and  Chemistry  ; 
Natural  History,  including  Zoology,  Botany,  Geology, 
Mineralogy,  and  Mineral  Waters  ;  and  the  Science  of  the 
Mind,  including  Metaphysics  and  Moral  Philosophy,  Political 
Economy,  and  General  Education. 

Under  Part  III.  Literature,  are  arranged  works  on  General 
Literature  ;  Classical  Literature  ;  General  Biography  ;  His- 
tory ;  Antiquities  ;  Geography ;  Voyages  and  Travels  ;  and  the 
Arts. 

Under  Part  IV.  Miscellanies,  are  arranged  works  on  Veteri- 
nary Medicine  and  Agriculture  ;  Dictionaries  and  Cyclopasdias ; 
Transactions  of  Societies,  &c. ;  Catalogues  and  Valuable  Lists, 
&c.  ;"^and  Journals,  Reviews,  &c. 

In  conclusion,  the  Society  hopes,  that  from  the  extent  and 
character  of  its  Library,  this  Catalogue  may  prove  useful,  not 
only  to  its  members,  but  to  the  medical  profession  generally. 


Edinburgh,  1836. 
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INCLUDING 

HUMAN   AND  COMPARATIVE 
A  N  A  T  O  M  y. 


HUMAN  ANATOMY. 


I.  GENERAL  ANATOMY. 


A,  SYSTEMATIC  WORKS. 


Bayle  (A.  L.  J.)  Manuel  d'Anatomie  Generale,  12mo,  Paris,  1827. 
Beclard  (P.  A.)  Elemens  d'Anatomie  Generale,  8vo,  Paris,  1823. 

 The  same  Book,  translated  by  Dr.  Knox,  8vo,  Edin.  1830. 

 Additions  a  I'Anatomie  Gene'rale  deXav.  Bichat,  8vo,  Paris,  162L 

Bichat  (Xavier)  Anatomie  Gene'rale,  4  torn.  8vo,  Paris,  1801. 

Chevalier  (T.)  Lectures  on  the  General  Structure  of  the  Human  Body, 

&c.  8vo,  Lond.  1823. 
Craigie  (D.)  Elements  of  General  and  Pathological  Anatomy,  8vo, 

Edin.  1828.  f2  copies. J 
—  Elements  of  General,  Special,  and  Comparative  Anatomy,  4to, 

Edin.  1831. 

Dutrochet  (M.  H.)  Ilecherches  Anatomiques  et  Physiologiques  sur  la 
Structure  intime  des  Animaux  et  des  Vegetaux,  et  sur  leur  Motilite, 
8vo,  Paris,  1824. 

Gordon  (John)  System  of  Human  Anatomy,  vol.  L  8vo,  Edin.  1815. 
Grainger  (R.  D.)  Elements  of  General  Anatomy,  8vo,  Lond.  1829. 
Mascagni  (Paul.)  Prodromo  della  Grande  Anatomia,  fol.  Firenze,  1819. 
 Tavole  Figurate  di  alcune  Parti  Organiche  esposte  nel  Prodromo 

della  Grande  Anatomia,  fol.  Firenz.  1819. 
Meckel  (J.  F.)  Manuel  d'Anatomie  Ge'ue'rale,  Descriptive  et  Patholo- 

gique,  3  tomes,  8vo,  Paris,  1825. 


B.  WORKS  ON  PARTICULAR  TEXTURES. 

a.  Bone. 

Gagliardus  (Dominus)  Auatome  Ossium,  8vo,  Lugd.  Bat.  1723. 

Havers  (Clopton)  Osteologia  Nova,  8vo,  Lugd.  Bat.  1691. 

Kerckringius  (Theod.)  De  Osteogenia  Foetuum,  4to,  Amstel.  1670. 

——  Idem  Liber  ext.  in  Op.  Om.  Anatom.  4to,  Lugd.  Bat.  1729. 

°  o    V;^-)        Ossium  Ortu  et  Structura,  1760,  ext.  in  Thesaur. 
Sandifort.  Tom.  II. 

Scarpa  (Anton.)  De  Penitiori  Ossium  Structura,  4to,  Lips.  1799. 

Ue  Anatome  et  Pathologia  Ossium  Commentarii,  4to,  Ticini,  1827. 

b.  Muscle. 

A'-t'ficiosa  Fabrica.  4to,  Lugd.  Bat.  1751. 
l^rochaska  (Georg.)  De  Came  Musculari,  8vo,  Viennte.  1778. 


6 


HUMAN  ANATOMY. 


Steno  (Nicolaus)  De  Musculis  et  Glandulis,  12mo,  Lugd.  Bat.  1683. 
Stuart  (Alexander)  De  Structura  ct  Motu  Musculari,  4to,  Lond.  1738. 

c.  Membrane. 

Bichat  (X.)  Traite  des  Membranes,  8vo,  Paris,  1800. 
Bonn  (A.)  De  Continuationibus  Membrananim,  1763,  ext.  in  Thesaur. 
Saudifort. 

Bordeu  (Theoph.  de)  Recherclies  sur  le  tissu  Muqueux,  12mo,  Paris, 
1767. 

 Le  meme  CEiivre,  ext.  in  CEuvres  Complets  par  Richerand,  Tom.  I. 

8vo,  Paris,  1818. 

Panizza  (B.)  SuUe  Membrane  Mucose,  ext.  in  Osservaz,  Antrop.  Zootom. 
Fisiolog.  p.  83,  fol.  Pavia,  1830. 

d.  Brain  and  Nerve. 

Barba  (Anton.)  Mikroskopische  Beobacbtungen  iiber  das  Gehirn,  4;to, 

Wurzburg,  1829. 
Glasseras  (Jo.  H.)  de  Cerebro,  cura  Staehelin,  18mo,  Basil.  1680. 
Gordon  (John)  on  the  Structure  of  the  Brain,  with  an  Estimate  of  the 

Claims  of  Drs.  Gall  and  Spurzheim,  &c.  8vo,  Edin.  1817. 
Lobstein  (J.  F.)  De  Nervi  Sympathetici  Humani  Fabrica,  Usu,  et  Mor- 

bis  Commentatio,  4.to,  Paris,  1823. 
Mayo  (Herbert)  on  the  Structure  of  the  Brain,  Cerebellum,  Spinal 

Cord,  and  Nerves,  8vo,  Loud.  1822. 
—  Series  of  Engravings  on  the  Structure  of  the  Brain  and  Spinal 

Cord  in  Man,  fol.  Lond.  1827. 
Pfeffinger  (Jo.)  De  Structura  Nervorum,  ext.  in  Ludwig.  Script.  Neu- 

rolog.  Tom.  L 
Reil  (J.  C.)  De  Structura  Nervorum,  fol.  Halse,  1796. 
Schonberg  (J.  J.)  Mikroskopische  Beobachtungen  iiber  das  Gehirn,  &c. 

4to,  Wiirzburg,  1829. 
Wenzel  (Jos.  et  Car.)  De  Penitiori  Structura  Cerebri  Hominis  et  Bru- 

torum,  fol.  Tub.  1812. 
Willis  (Th.)  Cerebri  Anatome,  4to,  Lond.  1664.. 

 Idem  liber  ext.  in  Op.  2  torn.  4to,  Genev.  1680. 

Wutzer  (Car.  G.)  De  Corporis  Humani  Gangliorum  Fabrica  atque  Usu, 

4to,  Berol.  1817. 

e.  Lungs. 

Reisseisen  (F.  D.)  De  Fabrica  Pulmonum  Commentatio,  fol.  Berol.  1822. 

f.  Gland. 

Mueller  (Johannes)  De  Glandularum  Secernentium  Structura  Penitiore 
'earumque  prima  Formatione  in  Homine  atque  Animalibus,  fol- 
Lipsiae,  1830. 
Nuck  (A.)  Adenographia,  12mo,  Lugd.  Bat.  1722. 
Steno  (N.)  De  Glandulis,  12mo,  Lugd.  Bat.  1683. 
Wharton  (Tho.)  Adenographia,  12mo,  Lond.  1636. 
  Idem  Iiber,  12mo,  Noviomagi,  1664. 

g.  Epidermis. 

Mayo  (H.)  On  the  Structure  of  Hoof,  Horn,  and  Cuticle,  8vo,  Lond.  1822. 
Panizza  (B.)  Sulla  Cuticola,  ext.  in  Osservaz.  Antrop.  Zootom.  Fisiolog. 
p.  83,  fol,  Pavia,  1830. 
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II.  DESCRIPTIVE  ANATOMY. 


A.  SYSTEMATIC  WORKS. 
Aiken  (John)  Principles  of  Anatomy  and  Physiology,  2  vols.  8vo, 

AlbimiTrBernTrd  Siegfried)  Explanation  of  his  Anatomical  Plates,  with 

an  account  of  the  Work,  4to,  Lond.  1754  (^2  copies.; 
 Tabularum   Anatomicarum  Eustachu  Exphcatio;  et  labularum 

Ed.  Nova,  fol.  Leid.  1744.. 

 Annotationum  Academicarum,  lib.  8,  2  torn.  4to,  Leid.  1754-64. 

Avicenna  (Abu-Ali-Ibn-Tsina)  Observationes  Anatomicse,  ext.  m  Op. 

Med.  cura  Costaji  et  Mougii,  fol.  Venet.  1564. 
Barclay  (J.)  Introductory  Lectures  on  Anatomy,  with  his  Lite,  by  Mr 

G.  Ballingall,  8vo,  Edin.  1827.  f2  copies.)  ,   ,.  „ 

Bartholinus  (Tho.)  Anatomia  Reformata,  ex  Caspar.  Barthohu.  Farent. 

Institut.  8vo,  Hag.  Comit.  1660. 
Bell  (John  and  Charles)  Anatomy  of  the  Human  Body,  4  vols.  8vo, 

Edin.  1793—1804. 
 The  same  Book,  Vol.  II. 

 Anatomy  and  Physiology,  7th  Ed.  3  vols.  8vo,  Lond.  1829. 

Bell  (Sir  Charles)  System  of  Dissections,  3  vols.  fol.  Edin.  1798—1803. 
Bianchi  (J.  B.)  Orationes  Anatomicae,  &c.  2  tom.  4to,  Gene  v.  1725. 
Bichat  (X.)  Anatomic  Descriptive,  3  tom.  8vo,  Paris,  1801. 
Bidloo  (Godfried.)  Anatomia  Humani  Corporis,  fol.  Amstel.  1685. 
Blasius  (Gerard.)  Anatomia  Hominis,  12mo,  Amstel.  1673. 
Bordeu  (Theoph.  de)  Recherches  Anatomiques,  &c.  pai-  Richerand,  2  tom. 
8vo,  Paris,  1818. 

Boyer  (M.  le  Baron)  Traite  complet  d' Anatomic,  4me  Edit.  4  tom.  8vo, 
Paris,  1815. 

Caldani  (L.  M.  A.)  Icones  Anatomicse,  3  tom.  (in  4  compact.)  fol. 
Venet.  1801-13. 

 Iconum  Anatomicarum  Explicatio,  5  tom.  fol.  Venet.  1802-14. 

Cheselden  (Wm.)  Anatomy  of  the  Human  Body,  11th  Edit.  8vo, 
Lond.  1778. 

Cloquet  (J.  H.)  Traite  d' Anatomic  Descriptive,  2  tom.  8vo,  Paris,  1816. 

 The  same  Book,  translated  by  Dr.  Knox,  8vo,  Edin.  1828. 

Cloquet  (Hip.)  Traite  Complet  de  I'Anatoraie  de  I'Homme,  comparee  a 

celle  des  Animaux,  8  Livraisons,  4to,  Paris,  1825-28.  (unfinished. J 
Collins  (Sam.)  System  of  the  Anatomy  of  Man,  and  other  Animals,  2  vols. 

fol.  Savoy,  Lond.  1685. 
Cooper  (B.  B.)  Lectures  on  Anatomy,  4  vols.  8vo,  Lond.  1829-32. 
 The  Same  Book,  Vol.  I. 

Craigie  (D.)  Elements  of  General,  Special,  and  Comparative  Anatomy, 

4to,  Edin.  1831. 
Cruveilhier  (J.)  Anatomic  Descriptive,  4  tom.  8vo.  Paris,  1834. 
Diemerbroeck  (Job.)  Anatome  Corporis  Humani,  4to,  Gene  v.  1680. 

 Opera  Omnia  Anatomica  et  Medica,  fol.  Ultraj.  1685. 

Drake  (James)  System  of  Anatomy,  2d  Edit.  2  vols.  8vo,  Lond.  1717. 
Eustachius  (Berth.)  Opuscula  Anatomica,  8vo,  Lugd.  Bat.  1707. 

 Tabuhe  Anatomicse  cum  explicatione  Albini,  folio,  Lcida^,  1744. 

 Idem  liber,  Leidie,  1761. 

 Commcntarii  in  Tabulas  Anatomicas,  auctorc  G.  Martinio,  8vo, 

Edin.  1755. 
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Fabricius  (Hieronymus  ab  Aqua  l»crideiite)  Opera  Anatomica,  iolio 
Patav.  IC)25. 

Fallopius  (Gabriel.)  Opera  Omnia,  folio.  Francof.  1584. 

 Observationes  Auatomicse,  ext.  in  Vesal.  Oper.  Tom.  II.  p.  685. 

 Idem  liber. 

Fyfe  (  And.)  Compendium  of  Anatomy,  2  vols.  12mo,  (bound  in  one,) 
Edin.  1800.  ^ 

- —  A  System  of  Anatomy,  3  vols.  4to,  Edin.  1800.  ^2  copies.) 

Fyfe  (A.)  Plates  to  illustrate  the  Anatomy  of  the  Human  Bodv,  4to, 
Edin.  18.30.  J>  > 

 Description  of  Anatomical  Plates,  8vo,  Edin.  1830. 

Haller  (A.  Von)  Disputatioues  Anatomica;  Selectae,  7  tom.  4to.  Goelt. 
1750. 

 ■  Icones  Corporis  Humani,  fol,  Goett.  1756-82. 

 Explicatio  earundem,  fol. 

Heister  (Laur.)  Compendium  Anatomicum,  12mo,  Amst.  1733. 
 Compendium  of  Anatomy,  8vo,  Lond.  1752. 

 L'Auatomie  du  Corps  Humain,  3  tom.  12mo,  Paris,  1753.  f2  copies.  J 

Hunter  (William)  Lectures  Introductory  to  Anatomy,  4to,  Lond.  1784. 
Jenty  (A.  N.)  Lectures  on  the  Human  Structure  and  Animal  Economy, 

3  vols.  8vo,  Lond.  1756. 

Laurentius  (A.)  Anatoraia  Humani  Corporis,  folio,  Paris,  1600. 

 Historia  Anatomica  Humani  Corporis,  8vo,  Lugd.  Bat.  1623. 

Leber  (F.)  Prselectiones  Anatomicte,  8vo,  Vindob.  1778. 

 Idem  liber,  cura  Wilson,  8vo,  Edin.  1790. 

Lieutaud  (Joseph)  Essais  Anatomiques,  8vo,  Paris,  1766. 

Lizars  (John)  System  of  Anatomical  Plates,  5  vols.  fol.  Edin.  1823-26. 

 Explanation  of  the  Plates,  5  vols.  8vo,  Edin.  1823-26. 

Loder  (J.  C.)  Tabulae  Anatomicae,  3  tom.  fol.  Vinarae,  1797. 
Lyserus  (M.)  Culter  Anatomicus,  8vo,  Lugd.  Bat.  1731. 
Mangetus  (Jo.  J.)  Bibliotheca  Anatomica,  2  tom.  fol.  Genev.  1699. 
Marjolin  (J.  N.)  Manuel  d'  Anatomic,  2  tom.  8vo,  Paris,  1815. 
Martinius  (Georg.)  Commentarii  in  Eustachii  Tabulas  Anatomicas,  8vo, 
Edin.  1755. 

Meckel  (Jo.  Fr.)  Manuel  d'  Anatomie  Generate,  Descriptive  et  Patholo- 

gique,  3  tom.  8vo,  Paris,  1825. 
Monro  (Alex.  Tertius^  Outlines  of  the  Anatomy  of  the  Human  Body, 

4  vols.  8vo,  Edin.  1813. 

 Elements  of  the  Anatomy  of  the  Human  Body,  2  vols.  8vo,  Edin. 

1825. 

Morgagni  (Jo.  Bapt.)  Adversaria  Anatomica,  4to,  Lugd.  Bat.  1723. 
Nisbett  (William)  View  of  the  Anatomy  and  Physiology  of  the  Human 

Body,  ext.  in  Edinburgh  School  of  Medicine,  4  vols.  8vo,  Lond.  1802. 
Northcote  (William)  Anatomy  of  the  Human  Body,  8vo,  Lond.  1772. 
Oribasius  (Sard.)  Opera  Omnia,  Amst.  1553,  ext.  in.  Med.  Art.  Princ. 

Tom.  L- 

 Anatomia  ex  Libris  Galeni,  4to,  Lugd.  Bat.  1735. 

Person  (M.)  Elements  of  Anatomy,  and  of  the  Animal  Economy,  by 

Simmons,  8vo,  Lond.  1775. 
Portal  (Le  Baron)  Corns  d'Anatomie  Me'dicale,  5  tom.  8vo,  Paris,  1803. 
Quain  (Jones)  Elements  of  Descriptive  and  Practical  Anatomy,  8vo, 

Lond.  1828. 

lliolanus  (Joann.)  Opusc\ila  Anatomica  Nova,  4to,  Lond.  1649. 
Sabatier  (R.  B.)  Traite  d'Anatomie,  3  tom.  8vo,  Paris,  1781. 
Sandifort  (Gerard.)  TabuliE  Anatomica;,  fol.  Lugd.  Bat.  1801. 
Santorinus  (J.  D.)  Observationes  Anatomica;,  4to,  Lugd.  Bat.  1739. 
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Santorinus  rJ.  D.)  Tabula}  Anatoniica;,  cum  aliis  Mich.  Girardi  de  Struc- 
S  Mammaium,  et  de  Tunica  Testis  Vaginali,  4-to,  Parma,,  177o 

Soemmerring(S.  T.)  De  Corporis  Humani  Fabrica,  6  torn,  (in  5  compact.) 
8vo,  Traject.  ad  Moenum,  1794.  .  ^  u 

Spi<relius  (Adrian)  De  Corporis  Humani  Fabnca  libri  10,  4to.  bran- 
cof  163^ 

Sylvilis'CF.  d'e  Le  Boe)  Dictata  ad  Casp.  Bartholin!  Institutiones  Ana- 

toraicas,  ext.  in  Op.  Omn.  4to,  Amstel.  1680. 
Vaugban  (W.)  Exposition  of  the  Principles  of  Anatomy  and  Physiology, 

2  vols.  8vo,  Lond.  1791.  »  ,r,oi 
Verheyen  (P.)  Anatomia  Corporis  Humani,  2  torn.  8vo,  Amstelod.  17.il. 
Vesalius  (And.)  Anatomia  Corporis  Humani,  fol.  Amst.  1617.  - 
 Idem  Liber  ext.  in  Op.  Omn.  cura  Boerhaavu  et  Albini,  2  torn.  tel. 

Lug-d.  Bat.  1725.  .  ^ 

Vesslino-ius  (J.)  Syntagma  Anatomicum,  4.to,  Traject.  ad  Kben.  lo95.  • 
Vicq  D^Azyr  (F.)  Traite  d' Anatomic  et  de  Physiologic,  Tom.  I.  fol. 

Paris,  1786. 

  OSuvres,  6  tomes,  8vo,  Paris,  1805. 

 Planches  au  meme,  4to,  Paris,  1805. 

Winslow  (J.  B.)  Anatomy  of  the  Human  Body,  trans,  from  the  French, 

by  Douglas,  4to,  Lond.  1732. 
  The  same  book,  5th  Edit.  2  vols.  8vo,  Edin.  176.S. 


B.  WORKS  ON  PARTICULAR  ORGANS. 
1.  ORGANS  OF  LOCOMOTION. 

a.  Bones. 

Albinus  (Bernard.  Siegfried.)  De  Ossibus  Corporis  Humani,  8vo,  Lugd. 
Bat.  1726. 

 Icones  Ossium  Foetus  Humani,  cum  Brevi  Osteogeniae  Historia,  4to, 

Lugd.  Bat.  1737. 

 Tables  of  the  Skeleton  and  Muscles  of  the  Human  Body,  fol.  Lond. 

1749. 

 Tabulae  Ossiura  Humanorum,  fol.  Leid.  1753. 

 De  Sceleto  Humano,  4to,  Leid.  1762. 

Bell  (John)  Engravings  of  the  Bones,  Muscles,  and  Joints,  4to,  Edin.  1794. 
Bernhold  (J.  G.  J.)  De  Ossibus  et  Ligamentis  Corporis  Humani,  12mo, 
Norimb.  1794. 

Gordon  (John)  Engravings  of  the  Human  Skeleton,  8vo,  Edin.  1818. 
Kerckringius  (Theod.)  De  Osteogeuia  Foetuum,  4to,  Amstel.  1670. 

 Idem  Liber,  ext.  in  Op.  Om.  Anatom.  4to,  Lugd.  Bat.  1729. 

Mitchell  (Edward)  Engravings  of  the  Human  Skeleton,  and  of  those  of 

some  of  the  lower  Animals,  with  Explanations  by  Dr.  John  Barclay, 

Parts  L  and  II.  4to.  Edin.  1819-20. 

 The  Same  Book,  New  Edition  by  Dr.  Knox,4to,  Edin.  1829.  (2cqpees.) 

Monro  (Alex.  Primus)  Anatomy  of  the  Human  Bones  and  Nerves,  &c. 

5th  edit.  12mo,  Edin.  1750. 

 The  same  Book,  ext.  in  Op.  Om.  edited  by  his  Son,  4to,  Edin.  1781. 

 The  same  Book,  with  Notes,  &c.  by  Jeremiah  Kirby,  12mo, 

Edin-  1817. 

Paaw  (Pelriis)  De  Humani  Corporis  Ossibus,  4to,  Amst.  1615, 

JJ 
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b.  Muscles. 

Albiniis  (B.  S.)  Tabulte  Musculorum  Honiinis,  fol.  Lond.  1747-50. 

 Tables  of  the  Skeleton  and  Muscles  of  the  Human  BodV  fol. 

Lond.  1749.  ■' 

Bell  (John)   Engravings  of  the  Bones,  Muscles,  and  Joints,  4to, 
Edin.  1794. 

Browne  (John)  Myographia  Nova,  cum  Iconibus,  fol.  Amstel.  1694. 
Cassibohm  (J.  F.)  Methodus  secandi  et  contemplandi  Corporis  Humani 

Musculos,  12mo,  Halae  Magdeb.  1740. 
Cowper  (Wm.)  On  the  Muscles,  fol.  Lond.  1784. 
Innes  (John)  On  the  Muscles,  L2mo,  Edin.  1776. 

Mitchell  (Edward)  Engravings  of  the  Muscles  of  the  Human  Body,  with 

Descriptions  by  Dr.  Knox,  4to,  Edin.  1832.  (2  copies.) 
Sandifort  (Ed.)  Descriptio  Musculorum  Hominis,  4to.  Lu"d.  Bat.  1781. 
Tuson  (Ed.  Wm.)  Myology,  fol.  Lond.  1825.  ° 
 Supplement  to  the  same,  fol.  Lond.  1828. 

c.  Ligaments  and  Bursa  Mucosae. 

Bell  (John)  Engravings  of  the  Bones,  Muscles,  and  Joints,  4to,  Edin.  1794. 
Bernhold  (J.  G.  J.)  De  Ossibus  et  Ligamentis  Corporis  Humani,  12mo, 
Norimb.  1794. 

Cooper  (B.  B.)  A  Treatise  on  the  Ligaments,  4to,  Lond.  1825.  |^2  copies.  J 
Koch  (C.  M^  De  Bursis  Tendinum  Mucosis,  8vo,  Lips.  1785,  ext.  in 

Frank.  Del.  Tom.  X.  p.  140. 
Lizars  (Alex.  J.)  Essay  on  the  Knee  Joint,  8vo,  Edin.  1831. 
Mitchell  (E.)  Engravings  of  the  Ligaments  of  the  Human  Body,  with 

Descriptions  by  Dr.  Knox,  4to,  Edin.  1834. 
Monro  (Alex.  Secundus)  Description  of  all  the  BursiJe  Mucosae  of  the 

Human  Body,  &c.  with  Tables,  fol.  Edin.  1788. 
Schwencke  (Th.)  Hsematologia,  necnon  De  Ligameuto  Acetabuli  In- 

terno,  8vo.  Hagse,  1743. 
Weithrecht  (Jos.)  Syndesmologia,  4to,  Petrop.  1742. 
■  Le  meme  livre,  traduit  par  Durand,  12nio,  Paris,  1752. 


2.  ORGANS  OF  DIGESTION. 

a.  Teeth. 


Bell  (Th.)  Anatomy,  &c.  of  the  Teeth,  8vo,  Lond.  1829. 

Blake  (Rob.)  On  the  Structure  and  Formation  of  the  Teeth,  8vo, 


Dub.  i8UI.  . 
Delabarre  (C.F.)  Traite  de  la  Seconde  Dentition,  8vo,  Pans,  1819. 
Fox  (Joseph)  On  the  Natural   History  of  the  Human  Teeth,  4to, 

Lond.  1803.  ,         t     :■  ^r-r,. 

Hunter  (John)  Natural  History  of  the  Human  Teeth,  4to,  Lond.  1/71. 
Koecker  (L.)  Principles  of  Dental  Surgery,  8vo,  Lond.  1826. 
Parmly  (L.  S.)  Lectures  on  the  Natural  History  and  Management  of  the 

Teeth,  8vo,  Lond.  1820.  ,  xt  T^ 

Ruspini  (B.)  Treatise  on  the  Teeth,  12mo,  Lond.  N.  U. 

b.  Salivary  Apparatus. 

Bartholinus  (Caspar)  De  Ductu  Salivali,  12mo,  Ultraject.  1685. 
Nuck  (Ant.)  Sialographia,  l2rao,  Lugd.  Bat.  1690. 

 Idem  liber,  12mo,  Lugd.  Bat.  1723.  JB„fi79i 

Vaterus  (Ab.)  De  Ductibus  Excretorns  Salivw,  4to,  Lugd.  Bat.  17-JJ. 
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c.  Gullet,  Stomach,  and  Intestines. 

Bleuland  (Janus)  Observationes  Anatomico-Medicae  de  (Esophagi  Strun- 

tura,  4to,  Liigd.  Bat.  1785. 
Claussen  (Laur.)  De  Duodeni  Intestini  Situ  et  Nexu,  Lips.  1757,  ext.  in 

Sandif.  Thes.  Tom.  I  IT. 
Glisson  (F.)  De  Ventriculo  et  Intestinis,  12mo,  Amstel.  1769. 
Hare,  (Thomas)  A  View  of  the  Structure,  Functions,  and  Disorders  of 

the  Stomach,  8vo,  Lond.  1821. 
Leveling  (H.  P.)  Dissertatio  Anatomico-Physiologica  de  Pyloro,  Argent. 

1764,  ext.  in  Sand.  Thesaur.  Tom.  III. 
Ludwig  (C.F.)  Icones  Cavitatum  Thoracis  et  Abdominis,  fol.  Lips. 

1189. 

Sandifort  (Ed.)  Tabulae  Duodeni,  4.to,  Lugd.  Bat.  1780. 

d.  Liver. 

Bianchi  (J.  B.)  Historia  Hepatica,  et  Orationes  Anatomicje,  2  torn,  ^to, 

Genev.  1725. 
Glisson  (F.)  Anatomia  Hepatis,  12mo,  Lond.  1654. 

■  Idem  liber,  12mOj  Amst.  1665. 

 Idem  liber,  12mo,  Lugd.  Bat.  1691. 

Wainewright  (J.)  Treatise  on  the  Anatomy  and  Diseases  of  the  Liver, 
8vo,  Lond.  1737. 

e.  Spleen  and  Thi/mus  Gland. 

Cooper  (Sir  Astley)  The  Anatomy  of  the  Thymus  Gland,  4to,  Lond.  1832. 
Stukely  (W.)  on  the  Spleen,  fol.  Lond.  1723. 


3.  SYSTEM  OF  THE  ABSORBENT  VESSELS. 

Albinus  (B.  S.)  Tabulae  Vasis  Chyliferi  cum  Vena  Azyga  Vicinisque 

Partibus,  fol.  Lugd.  Bat.  1757. 
Bartholinus  (Tho.)  De  Lacteis  Thoracicis  in  Homine  Brutisque,  12mo, 

Paris,  1653. 

 Vasa  Lyraphatica  nuper  Hafnite  Inventa,  et  Hepatis  Exsequiae, 

12mo,  Paris,  1653. 

Betheder  (P.  de)  Sur  la  Sanguification  et  la  Circulation  du  Sang,  avec 
un  Traite  sur  les  Vaisseaux  Lymphatiques,  12mo,  Paris,  1666. 

Cruikshank  (Wm.)  Anatomy  of  the  Absorbing  Vessels,  4to,  Lond.  1780, 
f3  copies.^ 

 Same  Book,  2d  Edit.  1790. 

Fohmann  (Vine.)  Das  Saugadersystem  der  Wirbelthiere,  Erst.  Th.  Das 
Saugadersystem  der  Fische,  Heidelb.  u.  Leipz.  1827. 

Haassius  (Jo.  Gottl.)  De  Vasis  Cutis,  et  Intestinorum  Absorbentibus. 
fol.  Lips.  1786. 

Hewson  (Will.)  Experimental  Enquiry  into  the  Properties  of  the  Blood, 
3d  Edit,  with  a  Treatise  on  the  Lymphatic  System,  2  vols  8vo 
Lond.  1780.  ' 

Hunter  (Wm.)  On  the  Origin  and  Use  of  the  Lymphatic  Vessels,  ext.  in 
Medical  Commentaries,  2d  Edit.  4to,  Lond.  1777. 

Mascagni  (Paul.)  Vasorum  Lymphaticorum  Corporis  Humani  Historia 
et  Ichnographia,  folio,  Senis,  1787. 

Monro  (Alex.  Secundus)  Examination  of  Dr.  Hunter's  Claim  to  some 
Discoveries  relative  to  the  Lymphatics,  8vo,  Ediu.  1758 
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Monro  (Alex.  Secundus)  De  Venis  Lymphaticis  Valvulosis  et  de  earura 
XT  ,  ™P"mis  Origine,  Ed.  altera,  12mo,  Edin.  1770.  (2  copies.) 
Moble  (C.  Le)  Observationes  de  Lacteis  Mesentericis  et  Thoracicis.  8vo. 
raris,  1665. 

Panizza  (B.)Sul  Systema  Linfatico,  &c.  ext.  in  Osservaz.  Antrop.  Zootom. 

fisiolog.  fol.  Pavia,  1830. 
Sheldon  (John)  History  of  the  Absorbent  System,  4to,  Lend,  178*. 


4.  ORGANS  OF  CIRCULATION  AND  RESPIRATION. 

a.  Heart. 

Behreuds  (Jo.  B.  J.)  Dissertatio  qua  demonstratur  Cor  Nervis  carere, 
&c.  Mogunt.  1792,  ext.  in  Lud.  Script.  Neurol.  Tom.  III.  p.  1, 

Folius  (Cecilius)  Viae  Sanguinis  a  dextro  in  sinistrum  Cordis  Ventricu- 
luni  defluentis  Delineatio,  8vo,  Lugd.  Bat.  1723. 

Lower  (Robert)  De  Corde,  12mo,  Amstel.  1669. 

  Idem  liber,  item  de  iWotu,  Colore,  et  Transfusione  Sanguinis,  12mo, 

Lugd.  Bat.  1728. 
Ludwig  (C.  F.)  Icones  Cavitatis  Thoracis,  &c.  fol.  Lips.  1781. 
Senac  (Pierre)  Traite'  de  la  Structure  du  Coeur,  de  son  Action,  et  de  ses 

Maladies,  2  torn.  4to,  Paris,  1 749. 
Vaust  (J.  F.)  Recherches  sur  la  Structure  et  les  Mouvemens  du  Cceur, 

8vo,  Liege,  1821. 

Zereuer  (T.  N.)  De  Nervis  Cordis,  ext.  in  Ludwig.  Script.  Neurolog. 
torn.  IV.  p.  1. 

b.  Arteries  and  Veins. 

Barclay  (John)  Description  of  the  Arteries  of  the  Human  Body,  12mo, 

Edin.  1812.  (2  copies.) 
Bell  (Sir  Charles)  Engravings  of  the  Arteries,  8vo,  Lond.  ISOl. 
Breschet  (Gilb.)  These  sur  les  Veines  du  Racbis,  4;to,  Paris,  1819. 
Douglas  (Jac.)  Account  of  the  Blood- Vessels  and  Nerves,  8vo,  Edin.  1775. 
Fergusson  (Wm.)  On  the  Arch  of  the  Aorta,  8vo,  Edin.  1829. 
Harrison  (Robei-t)  The  Surgical  Anatomy  of  the  Arteries  of  the  Human 

Body,  2  vols.  12mo,  Dublin,  1824.-25. 
Janke  (J.  G.)  De  Ratione  Venas  Corporis  Humani  angustiores  imprimis 

cutaneas  ostendendi  Prolusio,  1762,  ext.  in  Thesaur.  Sandif.  Tom.  II. 
Kirtland  (J.)  Diagram  of  the  Blood- Vessels  of  the  Head. 
Macfarlane  (Henry  B.)  On  the  Obturatrix  Artery,  8vo,  Edin.  1829. 
Mitchell  (Edward)  Engravings  of  the  Arteries  of  the  Human  Body, 

with  Descriptions  by  Dr.  Knox,  4to,  Edin.  1831.  (2  copies.) 
Murray  (Ad.)  Descriptio  Arteriarum  Corporis  Humani  in  Tabulas  re- 

dacta,  4to,  Lips.  1799. 

 The  same  book,  translated  by  A.  Scott,  8vo,  Edin.  1801.^2  copies.) 

Tiedemann  (F.)  Tabulaj  Arteriarum  Corporis  Humani,  folio,  Carlsr.  1822. 

 Explicationes  Tabul.  Arteriarum,  4to,  Carlsrubse,  1822. 

Turner  (Thos.)  Practical  Treatise  on  the  Arterial  System,  8vo,  Lond. 

1825.  (2  copies.) 
Walter  (J.  G.)  De  Venis  Capitis  et  Colli,  &c.  fol.  Berol.  1775. 


5.  URINAR)l  AND  GENERATIVE  ORGANS. 

a.  Male  Orgajis. 

Bosscha  (11.)  Dissertatio  de  Vesiculse  Seniinalis  Sinistire  Defcclu,  &c. 
ito,  Leidte,  1813. 
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rooner  CSir  Astley)  On  Diseases  of  the  Testes,  4to,  Lond.  1830.  ^ 

Giiardi  (Mich.)  Tabulae  de  Tunica  Testis  Vaginali,  ext.  in.  Santonni 
Tabul.  Anatom.  4to,  Parmae,  1775.  .  •    .-u  io 

Graaf  (R.  de)  De  Virorum  Oiganis  Generationi  Inservientibus,  12mo, 
Lno-d.  Bat.  1668.  -oi  i 

Giithrie''(G.  J.)  On  the  Anatomy  and  Diseases  of  the  Neck  ot  the  Blad- 
der and  of  the  Urethra,  8vo,  Lond.  18.34.      .  _    .    ,  rj,    ■  ■ 

Lano-enbeck  (C.  J.  M.)  De  Structura  Peritonsei,  Testiculorum  Tunicis 
"eoruraque  Descensu,  ad  illustrandam  Herniarum  indolem,  8vo,  Goet- 

ting.  1817. 
 Idem  liber,  4to,  Goettin^,  1817. 

Lealis  (Lealis)  De  partibus  Semen  conficjentibus  in  Viro,  8vo,  Lugd, 
Bat.  1707.  ^  ^  ^ 

Panizza  (B.)  Del  Corpo  Cavernoso  dell'  Uretra;  ext.  mOsservaz.  Antrop. 
Zootom.  Fisiolog.  p.  7,  fol.  Pa  via,  1830. 

Warner  (Joseph)  On  the  Testes  and  their  Diseases,  8vo,  Lond.  1779. 

Wilson  (James)  Lectures  on  the  Male  Urinary  and  Genital  Organs,  8vo, 
Lond.  1821. 

b.  Female  Organs. 

Albinus  (B.  S.)  Uteri  Mulieris  Gravidae  Tahulae,  fol.  Lugd.  Bat.  1748-57. 
Burns  (John)  Anatomy  of  the  Gravid  Uterus,  8vo,  Glasgow,  1799. 
Galenus  (Claudius)  De  Dissectione  Uteri,  fol.  Basil,  1536. 
Graaf  (R.  de)  De  Mulierum  Organis  Generationi  Inservientibus,  12mo, 
Lugd.  Bat.  1672. 

Huuter  (Wm.)  Anatomy  of  the  Human  Gravid  Uterus,  exhihited  in 

Figures,  fol.  Birmingham,  1774. 
Noortwyk  (Gul.)  De  Utero  Huraano  Gravido,  4to,  Lugd.  Bat.  1743. 
Nuck  (A.)  De  Anatome  Uteri,  12mo.  Lugd.  Bat.  1723. 
Platerus  (Felix)  De  Mulierum  Partibus  Generationi  dicatis,  et  de  earun- 

dem  Morbis,  ext.  in.  Spachii  Gynaecia,  fol.  Argent.  1597. 

c.  Organs  common  to  Male  and  Female. 

Bellini  (Laurent.)  De  Structura  et  Usu  Reuum,  &c.  Cura  Blasii,  4to. 
Lugd.  Bat.  1711. 


6.  ORGANS    OF    THE    NERVOUS  SYSTEM, 

a.  The  Nervous  System  in  General. 

Bell  (Sir  C.)  Exposition  of  the  Natural  System  of  the  Nerves  of  the 

Human  Body,  8vo,  Lond.  1824.  (2  copies.) 

 Appendix  to  the  same,  8vo,  Lond.  1827. 

 The  Nervous  System  of  the  Human  Body,  4to,  Lond.  1830. 

Gall  et  Spurzheim  (J.  G.)  Anatomie  et  Physiologic  du  Systeme  Nerveux 

Tom.  I.-IV.4to,  Paris,  1810-19. 

 Planches  an  meme  livre,  2  torn.  fol.  Paris,  1810. 

Mayo  (H.)  on  the  Anatomy  of  the  Nervous  System  in  General  8vo 

Lond.  1822.  '  ' 

b.  The  Nervous  System  in  Particular. 

*a.  The  Brain. 

Bell  (Sir  Charles)  Engravings  of  the  Brain,  4to,  Lond.  1802.  (2  copies.) 
Glasscrus  (Jo.  H.)  De  Cerebro,  cura  Staehelin,  18mo,  Basil,  1680. 
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Haassius  (J.  G.")  Cerebri  Nervorumquo  Aiiatome,  8vo,  Lips.  1781. 

Hcrniiimuis  (J.  C.)  De  Foraminibus  Calvarii  eorumque  Usu.  ext.  in 
Sandif.  Thesaur.  Tom.  11. 

Meckel  (J.  J.)  De  Glandula  Pineal!,  ext.  in  Lud.  Scrip.  Ncur.  Tom.  IV. 

Monro  (Alex.  Secundus)  Three  Treatises,— On  the  Brain,  the  Eye,  and 
the  Ear,  with  Tables,  4to,  Edin.  1797. 

Monro  (Alex.  Terlius)  The  Anatomy  of  the  Brain,  with  some  Observa- 
tions on  its  Functions,  8vo,  Edin.  1831. 

Mnrray  (Ad.)  De  Infundibulo  Cerebri  Variationibus  in  Parte  Cervicall 
Nervi  Intercostalis,  Upsal.  1772,  ext.  in  Ludw.  Script.  Neurol.  Tom, 
I.  p.  242. 

Pettigrew  (T.  J.)  Views  of  the  Basis  of  the  Brain  and  Cranium,  4to, 
Lond.  1810. 

Soemmerring-  (S.  T.)  De  Basi  Encephali,  et  Originibus  Nervorum  Cranio 

Egredientium,  ito,  Goetting.  1770. 

•  Idem  liber,  ext.  in  Ludwig.  Script.  Neurolog.  Tom.  II.  p.  1. 

 Tabulae  Baseos  Encephali,  fol.  Francof.  1799. 

 De  Acervulo  Cerebri,  ext.  in  Lud.  Scrip.  Neur.  Tom.  III.  p.  322. 

Spurzheim  (J.  G.)  The  Anatomy  of  the  Brain,  with  a  general  view  of 

the  Nervous  System,  and  Appendix,  8vo,  Lond.  1826-30. 
Tiedemann  (Fried.)  Anatomie  und  Bildungsgeschichte  des  Gehirns  im 

Foetus  des  Menschen,  &c.  ito,  Nuremberg,  1816. 
 Anatomie  du  Cerveau,  contenant  I'Histoire  de  son  Developpement 

dans  le  Foetus,  et  la  comparaison  de  sa  Structure  dans  les  Animaux, 

traduite  de  I'Allemand,  par  A.  J.  L.  Jourdan,  8vo,  Paris,  1823. 

  The  same  book,  trans,  by  Bennet,  12rao,  Edin.  1826. 

Vicq  D'Azyr  (F.)  Anatomie  du  Cerveau,  ext.  in  Oiuvres  Complets, 

6  tom.  8vo,  Paris,  1805. 
Willis  (Th.^  Cerebri  Anatome,  4to,  Lond.  1664. 
—  Idem  liber,  ext.  in  Oper.  2  tom.  4to,  Genev.  1680. 
  Idem  liber,  cura  G.  Blasii,  4to,  Amst.  1682. 

*  b.  Spinal  Cord. 

Bellingeri  (C.  F.)  De  Medulla  Spinali,  4to,  Turin,  1823. 
Breschet  (Gilb.)  Sur  les  Veines  du  Rachis.  4to,  Paris,  1819. 
Frotscher  (G.  C.)  Descriptio  Medulla?  Spinalis,  fol.  Erlan.  l'/88. 

 De  Medulla  Spinali  ejusque  Nervis,  ext.  in  Ludwig-.  Script.  Neur. 

Tom.  IV.  p.  70. 

Ollivier  (C.  P.)  De  la  Moelle  Epiniere,  et  ses  Maladies,  8vo,  Pans,  1824. 

*  c.  Nerves. 

Adolph  (J.  T.)  De  Nervorum  Longitudiue,  &c.  Altorf.  1769,  ext.  in  Lud. 

Script.  Neur.  Tom.  IV.  p.  181. 
Andersch— Fragmentum  Descriptionis  Nervorum  Cardiacorum,  &c.  a 

Soemmerring  edit.  1791,  ext.  in  Lud.  Script.  Neur.  Tom.  II.  p.  113. 
Asch  (Geo.  T.)  De  Primo  Pari  Nervorum  Medulise  Spinalis,  Goettuig. 

1750;  ext.  in  Ludwig.  Script.  Neurolog.  Tom.  I.  p.  310. 
Bang  (Janus)  Nervorum  Cervicaliuni  Anatome,  Havn.  ext.  m  Ludwig. 

Script.  Neur.  Tom.  I.  p.  343.  . 
Behrends  (J.  B.  J.)  Dissertatio  qua  demonstratur  Cor  Nervis  carere, 

Mogunt.  1792,  ext.  in  Lud.  Script.  Neur.  Tom.  III.  p.  1. 
Bell  (Sir  C.)  Engravings  of  the  Nerves,  4to,  Lond.  1801. 

 The  same  book,  2d  Edit.  4to,  Lond.  1816.     ^      .    .     ,  ,  . 

Bock  (Aug.  Car.)  Accurata  Nervorum  Spiuahum  Descriptio ;  Lat.  vert. 

Hsenel;  8vo,  Lipsia?,  1825. 
 Atlai,  folio. 
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Boehmer  (J.  F.  G.)  De  Nono  Pari  Nervorum  Cerebri,  Gott.  1777,  ext.  m 

Lud.  Scr.  Neur.  Tom.  L  p.  279. 
Douo'las  (Jac.)  Account  of  the  Blood- Vessels  and  Nerves,  8vo,  Edin.  1775. 
Fischer  (Jo.  L.)  Descriptio  Anatoraica  Nervorum  Lumbaliura,  Sacrahum, 

at  Extremitatum  Inferiorum,  fol.  Lipsiise,  1791. 
Frotscher  (G.  C.)  De  Medulla  Spinali  ejusque  Nervis,  ext.  in  Ludwig'. 

Scrip.  Neur.  Tom.  IV.  p.  70.  . 
Girardi  (Mich.)  De  Nervo  Intercostali,  Flor.  1791,  ext.  in  Ludwig^. 

Script.  Neurolog.  Tom.  III.  p.  78. 
Haassius  (J.  G.)  Cerebri  Nervoruraque  Anatome,  Bvo,  Lips.  1781. 

 De  Gangliis  Nervorum,  ext.  in  Lud  wig.  Script.  Neurol.  Tom.  1. 

 De  Nervis  Narium  Internis,  ext.  in  Lud.  Scrip.  Neur.  Tom.  IV. 

 De  Nervo  Phrenico  dextri  Lateris  Duplici,  Parisque  Vagi  per 

Collum  Decursu,  ext.  in  Lud.  Scrip.  Neur.  Tom.  IIL 
 De  Plexibus  OEsophageis  Nervosis  Parisque  Vagi  per  Pectus  De- 
cursu, ext.  in  Ludw.  Scrip.  Neurol.  Tom.  III. 
Hirsch  (A.  B.  K.)  De  Quinto  Pari  Nervorum,  ext.  in  Ludwig.  Scrip. 

Neurolog.  Tom.  L  p.  244 
Isenflamm  (J.  F.)  De  Vasis  Nervorum,  Erlangte,  1768,  ext.  in  Lud.  Sc. 

Neur.  Tom.  IIL  ]).  162. 
IwanofF  (D.)  De  Origine  Nervorum  Intercostali um,  Arg.  1780,  ext.  iu 

Lud.  Scr.  Neur.  Tom.  III.  p.  89. 
Joerdeus  (Jo.  Ilin.)  Descriptio  Nervi  Ischiadici,  foL  Erlangte,  1788. 
Klint  (Jac.  Jo.)  De  Nervis  Brachii,  Goetting.  1784,  ext.  in  Lud.  Scr. 

Neur.  Tom.  III.  p.  122. 
Kriiger  (Eph.)  De  Nervo  Phrenico,  Lips.  1758,  ext.  in  Sandifort.  Thesaur. 

Tom.  IIL 

Lobstein  (J.  F.)  De  Nervis  Durse  Matris,  Argent.  1772,  ext.  in  Lud.  Scr. 

Neur.  Tom.  I.  p.  89. 
—  De  Nervo  Spinali  ad  Par  Vagum  Accessorio,  Arg.  1760,  ext.  in 

Lud.  Scr.  Neur.  Tom.  II.  p.  219. 
 Idem  liber,  ext.  in  Thes.  Sand.  Tom.  I. 

Lobstein  (J.  F.)  De  Nervi  Sympathetici  Humani  Fabrica,  Usu,  et  Morbis 

Commentatio,  4to,  Paris,  1823. 
Ludwig  (C.  F.)  Scriptores  Neurologici  Minores  Selecti,  4  torn.  4to,  Lips. 

1791. 

Ludwig  (C.  T.)  De  Plexibus  Nervorum  Abdorainalium  atque  Nervo 
Intercostali  Duplici,  Lips.  1772,  ext.  in  Lud.  Scr.  Neur.  Tom.  III. 
p.  105. 

Manec  (P.  J.)  Analytical  Anatomy  of  the  Great  Sympathetic  and  Cere- 

bro-Spinal  Nerves,  Tab.  I.  II.  Lond.  1830. 
Meckel  (J.  F.)  De  Quinto  Pari  Nervorum  Cerebri,  ext.  in  Ludw.  Scrip. 

Neur.  Tom.  I. 
 De  Nervo  Faciei,  ext.  ibidem.  Tom.  II. 

Metzger  (Joann.  Dan.)  Nervorum  Primi  Paris  Historia,  Argentinse,  1766, 

ext.  in  Sandifort.  Thesaur.  Tom.  III. 
i  Idem  liber,  ext.  in  Lud.  Scr.  Neur.  Tom.  IV. 

Mitchell  (Edward)  Engravings  of  the  Nerves  of  the  Human  Body,  with 

Descriptions  by  Dr.  Knox,  4to,  Edin.  1829.  (2  copies.) 
Monro  (Alex.  Primus)  Anatomy  of  the  Human  Bones  and  Nerves  5th 

Edit.  12mo,  Edin.  1750. 

 Same  book  with  Notes  by  Kirby,  12mo,  Edin.  1817. 

Murray  (Ad.)  De  variationibus  in  Parte  Cervicali  Nervi  Intercostalis 

Upsal,  1772,  ext.  in  Lud.  Scrip.  Neur.  Tom.  I.  p.  242. 
Paletta  (J.  B.)  De  Nervis  Crotaphitico  et  Buccinatorio,  1784,  ext.  in 

Lud.  Scr.  Neur.  Tom.  III.  p.  63. 
 Idem  liber^  ext.  in  Roem.  Op.  Tom.  I.  p.  1 II. 
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Pcipers  (G.  F.))  Nervorum  Cervicalium  Descriptio,  ext.  in  Lud.  Scrint 
JNeur.  lorn.  IV.  p.  18.  '  ' 
Scarpa  (Anton  )  De  Nervornm  Gangliis  et  Plexibus,  4.to,  Ticin.  1792 
  labulae  Neurolog'icse,  fol.  Ticin.  1794.. 

 Jr-'^iydto  sopra  il  Nervo  Accessorio  Decorrente  all'  Ottavo  Paio  dei 

Nervi  Cerebrali,  8vo,  Napoli,  1817. 
Schmidt  (J.  A.)  Commentarius  de  Nervis  Lumbalibus,  eorumque  Plexu 

4to,  Vind.  1794-.  ' 

Swan  (Joseph)  Demon.stration  of  the  Nerves  of  the  Human  Bodv  fol 
Lond.  1830.  ^  ' 

Walter  (J.  G.)  Tabulae  Nervorum  Thoracis  et  Abdominis,  fol.  Berol. 
1783. 

Wrisberff  (Henric.  Auo^ust.)  De  Quinto  Pari  Nervorum,  ext.  in  Ludvvio-. 
Script.  Neuroloa-.  Tom.  I.  p.  265.  ° 

 De  Nervis  Arterias  Venasque  Comitantibus,  ext.  ibidem  Tom.  III. 

p.  24. 

 De  Nervis  Pharyngis,  ext.  ibidem  Tom.  III.  p,  48. 

—  De  Nervo  Phrenico,  ext.  ib.  Tom.  IV.  p.  1 6. 
— - —  De  Nervis  Viscerum  Abdominalium,  ext.  ibid.  p.  50. 
Wutzer  (Cat.  G.)  De  Corporis  Humani  Gangliorum  Fabrica  atque  Usu, 
4to,  Berol.  1817. 

Zerener  (T,  N.)  De  Nervis  Cordis,  ext.  iu  Lud.  Script,  Neur.  Tom.  IV. 
p.l. 

*  d.  Organs  of  Sensation. 
*  *  a.  Eye. 

Amnion  (F.  A.)  De  Genesi  et  Usu  Maculae  Lutese  in  Retiua  Oculi  Hu- 
mani Obvia,  4to.  Vinariae,  1830. 

Bianchi  (J.  B.)  De  Ductibus  Lachrymalibus  Novis,  8vo,  Tauriui,  1715. 

Briggs  (Gul.  Ophthalmographia,  sive  Oculi  Descriptio  Anatomica,  necr 
non  Nova  Visionis  Theoria,  12mo,  Lugd.  Bat.  1786. 

Colombier  (D.)  De  Anatome  Oculi,  Paris,  1765,  ext-  in  Sandifort. 
Thesaur.  Tom.  III. 

Janin  (M.)  Observations  Anatomiques,  Physiologiques  et  Physiques  sur 
I'CEil,  8vo,  Lyon,  1772. 

Kirtland  (J.)  Diagram  of  the  Eye. 

Meibomius  (Henricus)  De  Vasis  Palpebrarum  Novis,  8vo,  Lugd.  Bat. 
1723. 

Monro  (  Alex".  Secundus)  Treatise  on  the  Eye,  with  Tables,  4to,  Edin.  1797. 
Nuck  (A.)  De  Ductibus  Aquosis  Oculorum,  12mo,  Lugd.  Bat.  1690. 
Plempius  (Vopisc.  Fort.)  Ophthalmographia,  4to,  Amst.  1632. 

■        Idem  liber,  fol.  Lovan.  1648. 

 Idem  liber,  defic.  Lib.  Vto,  fol.  Lovan.  1659. 

Porterfield  (William)  Treatise  on  the  Eye,  2  vols.  8vo,  Edin.  1759. 
Soemmerring  (D.  W.)  De  Oculorum  Hominis  et  Animalium  Sectione 

Horizoutali,  fol.  Goett.  1818. 
Soemmerring  (S.  T.)  De  Decussatione  Nervorum  Opticorum,  Mogunt. 

1 786,  ext.  in  Lud.  Scrip.  Neur.  Tom.  I.  p.  1 27. 

 Abbildungen  des  Menschlichen  Auges,  fol.  Frank.  1801. 

Walter  (J.  G.)  Epistola  de  Anatomia  Oculi,  Berol.  1788. 

Watson  (Alex.)  Anatomical  Description   of  the   Human   Eye,  4to, 

Edin.  1828.  ^  .,.,•„.. 

Ziun  (J.  G.)  Descriptio  Anatomica  Oculi  Humani,  Iconibus  illustrata, 

4to,  Goett.  1755. 
 Idem  liber,  4to,  Goett.  1780. 
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Watson  (Alex.)  Anatomical  Plates  of  the  Human  Eye,  8vo,  Edin.  1831. 

*  *  b.  Ear. 

Buchanan  (Thos.)  On  the  Anatomy  of  the  Human  Ear,  fol.  Hull,  1823. 
Cottunnius  (D.)  De  Aqueductibus  Auris  Humante  Internse,  Neap.  1760, 

ext.  in  Thesaur.  Sandifort.  Tom.  I. 
Kirtland  (J.)  Diagram  of  the  Ear. 

Monro  (Alex.  Secimdus)  Treatise  on  the  Ear,  with  Tables,  4to,  Edin. 
1797. 

Saunders  (J.  C.)  Anatomy  of  the  Human  Ear,  fol.  Lond.  1806. 
Scarpa  (Ant.)  De  Structura  Fenestras  Rotundse  Auris,  Mutinae,  1772, 
ext.  in  Roemer.  Delect.  Tom.  I.  p.  1. 

 Disquisition.  Anatom.  de  Auditu  et  Olfactu,  fol.  Ticin.  1780. 

.  Soemmerring  (S.  T.)  Abbildungen  des  Menschlichen  Hoerorganes,  fol. 
Frank.  1806. 

Valsalva  (Anton.  Maria)  De  Aure  Humana,  4to,  Traject.  1707. 
Verney  (Dn.  du)  De  Organo  Auditiis,  4to,  Nuremberg.  1684-. 
Weber  (E.  H.)  De  Aure  et  Auditu  Hominis  et  Animaliura,  4to,  Lipsise, 
1820. 

*  *  c.  Nose. 

Haassius  (J.  G.)  De  Nervis  Narium  Internis,  ext.  in  Lud.  Scrip.  Neur. 
Tom.  IV. 

>:  Metzger  (J.  D.)  Nervorum  Primi  Paris  Historia,  Argent.  1776,  ext.  in 
a.        Sandifort.  Thesaur.  Tom.  111. 

<  Idem  liber,  ext.  in  Lud.  Scrip.  Neur.  Tom.  IV. 

^  Scarpa  (Ant.)  Disquisitio  Anatomica  de  Auditu  et  Olfactu,  fol.  Ticin.  1780. 

—  De  Organo  Olfactiis  Praecipuo,  ext.  in  Anatom.  Annotat.  Lib.  II. 

4to,  Ticini,  1792. 

Soemmerring  (S.  T.)  Icones  Organorum  Humanorum  Olfactus,  fol. 
3  Francof.  1810. 

Ziervogel  (Samuel)  Diss,  de  Naribus  Internis,  Upsal.  1750,  ext.  in 
Sandifort.  Thesaur.  Tom.  I. 

*  *  d.  Tongue  and  Shin. 

Bellini  (Laurent.)  De  Organo  Gustils,  4to,  Lugd.  Bat.  1711. 

Wood  (Wm.)  On  the  Structure  and  Functions  of  the  Skin,  8vo,Edin.  1832. 


in.  SURGICAL  ANATOMY. 


A,  SYSTEMATIC  WORKS. 

Blandin  (P.  H.  F.)  Traite  d'Anatomie  Topographique  du  Corps  Humaia, 

8vo,  Paris,  1826. 
•  ■  Planches  au  meme,  4to. 

Burt  (John  G.  M.)  Illustrations  of  Surgical  Anatomy,  4to,  Edin.  1831. 
Colles  (Ab.)  Treatise  on  Surgical  Anatomy,  8vo,  Dublin,  1811. 
Edwards  (H.  M.)  A  Manual  of  Surgical  Anatomy,  translated  bv  Coul- 

son,  12mo,  Lond.  1828. 
Palfin  (J.)  Anatomic  Chirurgicale,  par  Petit,  2  tom.  8vo,  Paris,  1753. 
rctit  (^Ant.)  Anatomic  Chirurgicale,  2  tom.  8vo,  Paris,  1789. 
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Velpeau  (A.  A.)  Traite  complet  d' Anatomic  Chirurgicale,  Gene'ralc,  et 
Topograplnquedu  Corps  llumain,  3me  Edit.  2  tomes,  8vo,  Paris,  1836, 
avec  Atlas  in  fol. 

B.  WOHKS  ON  PARTICULAR  REGIONS  OF  THE  BODY. 

Burns  (Allan)  On  the  Surgical  Anatomy  of  the  Head  and  Neck,  8vo, 

Edin.  1811.  (2  copies.) 

  Same  Book,  2d,  Edit,  by  G.  S.  Patti8on,8vo,  Glasg.  1824. 

Camper  (Pierre)  Icones  Herniarum, cura  Soemmerring,  fol. Frank.  1801. 
Cloquet  (J.  H.)  Recherches  Anatomiques  sur  les  Heruies  de  1' Abdomen, 

4to,  Paris,  1817. 

 Recherches  sur  les  Causes  et  I'Anatomie  des  Hernies  Abdominales, 

4to,  Paris,  1819. 

Cooper  (Sir  Astley)  On  Inguinal  Hernia,  fol.  Lond.  1804.  ^2  copies.) 

 On  Crural  and  Umbilical  Hernia,  fol.  Lond.  1807. 

Guthrie  (G.J.)  On  some  points  connected  with  the  Anatomy  and  Sur- 
gery of  Inguinal  and  Femoral  Herniae,  4to,  Lond.  1833. 

Harrison  (Robert)  The  Surgical  Anatomy  of  the  Arteries  of  the  Human 
Body,  2  vols.  12mo,  Dublin,  1824-25. 

Hesselbach  (F.  C.)  Disquisitiones  Anatomico-Pathologicae  de  Ortu  et 
Progressu  Herniarum  Inguinalium  et  Cruralium,  4to,  Wire.  1816. 

Langenbeck  (C.  J.  M.)  De  Structura  Peritonsei,  Testiculorum  Tunicis, 
eorumque  Descensu  ad  illustrandam  Herniarum  Indolem,  8vo, 
Goett.  1817. 

 Idem  liber,  4to,  Goett.  1817. 

 Tabulae  ad  eosdem  libros,  fol. 

Liston  (Robert)  Memoir  on  the  Formation  and  Connexions  of  the  Cru- 
ral Arch,  &c.  4to,  Edin.  1819.  (2  copies.) 

Sandifort  (Ed.)  Icones  Hernise  Inguinalis  Congenitte,  4to,  Lugd.Bat.  1781. 

Watt  (John  James)  Anatomico-Chirurgical  Views  of  the  Nose,  Mouth, 
Larynx,  and  Fauces,  fol.  Lond.  1809. 

 Anatomico-Chirurgical  Views  of  the  Male  and  Female  Pelvis,  fol. 

Lond.  1811. 


IV.  HISTORY  AND  BIBLIOGRAPHY  OF  ANATOMY. 


Douglas  (Jac.)  Bibliographiae  Anatomicae  Specimen,  8vo,  Lugd.  Bat. 
1734. 

Haller  (Albert  Von)  Bibliotheca  Anatomica,  2  torn.  4to,  Tigur.  1774. 
Jentv  (A.  N.)  Historical  Compendium  of  Anatomy  from  the  earliest  times, 

ext.  in  Lectures  on  Human  Structure,  &c.  8vo,  Lond.  1765. 
Kurella  (D.  E.)  Fasciculus  Dissertationum  ad  Historiam  Medicam  spe- 

ciatim  Anatomcs  spectantium,  12mo,  Berolini,  1754. 
Northcote  (Wm.)  Concise  History  of  Anatomy,  8  vo,  Lond.  1772. 
Portal  (Le  Baron)  Histoire  d'Anatomie  et  de  Chirurgic,  i  tom.  12mo, 

Paris,  1770-73. 
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V.  ANATOMICAL  NOMENCLATURE. 


Barclay  (John)  New  Anatomical  Nomenclature,  8vo,  Edin.  1803. 
Ephesius  (Ruifus)  De  Appellationibus  Partium  Corporis  Humani,  ext.  in 
Med.  Art.  Princip.  Tom.  1. 


VL  THE  ART  OF  MAKING  ANATOMICAL 
PREPARATIONS. 


Breschet  (Gilb.)  Sur  la  Conservation  des  Pieces  Anatomiques,  4to,  Paris, 
1819. 

Jenty  (A.  N.)  Method  of  Making  Anatomical  Preparations,  ext.  in  Lec- 
tures on  Human  Structure,  &c.  8vo,  Loud.  1765. 

Monro  (Alex.  Primus)  On  the  Art  of  Making  Anatomical  Preparations, 
ext.  in  Works,  4to,  Edin.  1781. 

Pole  (T.)  Instructor  in  the  Art  of  Making  Anatomical  Preparations, 
8vo,  Lond.  1790. 

Swan  (Joseph)  New  Mode  of  Making  dried  Anatomical  Preparations, 
8vo,  Lincoln,  1820. 


VII.  CATALOGUES  OF  MUSEUMS. 


Vid.  Part  IV.  Chap.  4. 


COMPARATIVE  ANATOMY. 


I.  GENERAL  AND  COLLECTIVE  WORKS  ON  COMPARATIVE 

ANATOMY. 


Blainville  (H.  M.  Ducrotay  de)  De  rOrgauization  des  Animaux,  ou  Prin- 
cipes  d' Anatomic  Comparee,  Tom.  L  8vo,  Paris,  1822. 

Blumenbach  (J.  F.)  Short  System  of  Comparative  Anatomy,  trans,  by 
Lawrence,  8vo,  Lond.  1807. 

 The  same  Book,  2d  Edit,  by  Coulson,  1827. 

Buffon  (Le  Comte  de)  OEuvres.  (  Vid.  Part  IL  chap.  2.  Natural  History.) 
Carus  (C.  G.)  Comparative  Anatomy,  translated  by  Gore,  2  vols.  8vo, 

Lond.  1827. 
 Plates  to  the  same,  4to. 

 •  Traite  Eiementaire  d'Anatomie  Comparee,  suivi  de  Recherches 

d'Anatomie  Philosopbique  ou  Transcendante,  trad,  de  I'Allem.  par 
Joiirdan,  3  tom.  Bvo,  Paris,  1833,  avec  Atlas  in  4to. 

Cloquet  (Hip.)  Traite  Complet  de  I'Anatomie  de  I'Homme  Comparee 
celle  des  Animaux,  8  Livraisons,  4to,  Paris,  1825-28.  (unfinished. J 

Collins  Samuel)  System  of  the  Anatomy  of  the  Body  of  Man,  and  other 
Animals,  2  vols.  fol.  Savoy,  Lond.  1685. 

Craigie  (D.)  Elements  of  General,  Special,  and  Comparative  Anatomy, 
4to,  Edin.  1831. 

Cuvier  (George)  Lepons  d'Anatomie  Comparee,  5  tomes,  8vo,  Paris,' 1799- 
1803. 

 Lectures  on  Comparative  Anatomy,  translated  by  Ross,  2  vols.  8vo, 

Lond.  1802. 

—  Hist,  des  Progres  des  Sciences  Naturelles,  depuis  1789  jusqu'a  ce 

jour,  4.  tom.  8vo,  Paris,  1826-28. 
Edwards  (H.  Milne)  Ele'mens  de  Zoologie,  Parts  L  H.  and  UL  8vo, 

Paris,  1834-33. 

Fyfe  (And  )  Compendium  of  Comparative  Anatomy,  8vo,  Edin.  1813. 
Galenus  (Claudius)  Opera  Omnia,  3  torn.  fol.  Basil.  1338. 
 Operura  Epitome,  fol.  Basil.  1531. 

 Opera  Omnia,  ex  8va  Juntarum  Editione,  4  tom.  fol.  Ven.  1609. 

Grant  (R.  E.)  Outlines  of  Comparative  Anatomy,  Parts  I.  II.  and  III.  8vo, 
Lond.  1835-36. 

Home  (Sir  Everard)  Lectures  on  Comparative  Anatomy,  6  vols.  4to, 

Lond.  1814-28.  ^  .  •     ,    ,  , 

Kirby  (Wm.)  Bridgewater  Treatise ;  on  the  Instmcts  of  Annuals,  2  vols, 

8vo,  Lond.  1835.  .    ^         .    .   j  j   i- *ii 

Meckel  (J.  F.)  Traite  Gc^nc^rale  d'Anatomie  Comparee,  trad,  de  1  Alle- 

mand,  par  Riester  et  Sanson,  Tom.  I.— VI.  8vo,  Pans,  1828. 
Monro  (Alex.  Primus)  Treatise  on  Comparative  Anatomy,  new  Edit. 

published  by  his  Son,  8vo,  Edin,  1783.  (2  copies.  J 
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Oribasius  (Sard.)  Anatomia  ex  libris  Galeni,  4to,  Lugi.  Bat.  1733. 
Roget  (P.  M.)  Bridgevvater  Treatise  ;  on  Animal  and  Vegetable  Physi- 
"  ology,  2  vols.  8vo,  Lond.  1834. 


II.  WORKS  ON  THE  GENERAL  DOCTRINES  OF  COMPARA- 
TIVE ANATOMY,  PHYSIOLOGY  OF  ANIMALS,  &c. 


Aristoteles,  Historia  Animalium,  (Graece,)  Tom.  IIL  6vo,  Venet.  1553. 

 Opera  Omnia  quae  extant,  (Graece'  et  Latine,)  cura  Dn  Val.  4  torn. 

fol.  Paris,  1619. 

Cuvier  (Georg-e)  Introduction  to  the  Study  of  the  Animal  Economy,  trans. 

by  Allen,  Svo,  Edin.  1801. 
Dum^ril  (A.  M.  C.)  Zoologie  Analytique,  8vo,  Paris,  1806. 
Fleming  (Rev.  John)  The  Philosophy  of  Zoology,  2  vols.  8vo,  Edin.  1822. 
Grant  (R.  E.)  On  the  Study  of  the  Animal  Kingdom,  8vo,  Lond.  1829. 
Lamarck  (J.  B.)  Philosophie  Zoologique,  2  tomes,  Svo,  Paris,  1809. 
Lawrence  (Wm.)  Introduction  to  Comparative  Anatomy  and  Physiology, 

Svo,  Lond.  1816. 

Roget  (P.  M.)  Introductory  Lecture  on  Human  and  Comparative  Physi- 
ology, Svo,  Lond.  1826. 
St.  Hilaire  (GeofF.)  Principes  de  Philosophie  Zoologique,  Svo,  Paris,  1830. 
Smellie  (W.)  Philosophy  of  Natural  History,  4to,  Edin.  1790. 
.  The  same  Book,  2  vols.  4to,  Edin.  1799. 

Tiedemann  (F.)  Traite'  de  la  Physiologic  de  1' Homme,  Tom,  I.  et  II., 
Svo,  Paris,  1831. 

White  (Charles)  on  the  Regular  Gi  adation  in  Man  and  other  Animals, 
4to,  Lond.  1799. 


in.  WORKS  ON  VARIOUS  PARTS  OF  THE  STRUCTURE 
OF  ANIMALS. 


Bland  (R.)  On  Human  and  Comparative  Parturition,  Svo,  Lond.  1794 

Borellus  (J.  A.)  De  Motu  Animalium,  4to,  Lugd.  Bat.  1710. 

Cuvier  (G.)  Recherches  sur  les  Ossemens  Fossiles,  Nouv.  Edit.  5  tom 

4to,  Paris,  1821-24. 
Douglas  (Jac.)  Myographiae  Comparatae  Specimen,  8vo.  Edin.  1775. 
Ebel  (J.  G.)  Observationes  Neurologicae  ex  Anatome  Comparatae,  Tra- 

ject.  ad  Viadrum,  1788;  ext.  in  Ludwig.  Script.  Neurol.  Tom  III 

p.  148. 

Magendie  (F.)  et  Desmoulins  (A.)  Anatomic  des  Systemes  Nerveux  des 
Tiif  ,  a  Vertebres,  2  vols.  Svo,  avec  Atlas  in  4to,  Paris  1825 
Malpighius  (Marc.)  Opera  Omnia,  fol.  Lond.  1686. 
 Opera  Posthuma,  fol.  Lond.  1697. 

Panizza  (Bartol.)  Sul  Corpo  Cavernoso  dell'  Uretra,  e  Sul  Sistema  Liu- 
Pa  Ta  1830^"'"  Antrop.  Zootom.  Fisiolog,  fol. 
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St.   Hilaire  (Geoff.)  Pliilosophie  Anatomique,  Part  I.  Organes  Re- 
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Functions,  with  Practical  Applications,  Svo,  Lond.  1817. 
  The  same  book,  3d  Edit.  Svo,  Lond.  1826. 
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Prout  rWmOBridgewater  Treatise;  On  Electricity.  Meteorolop, and  the 
Functioi  of  Digestion  considered  with  reference  to  Natural  The- 

SpallSiait  On  fhe  Natural  History  of  Animals  and  Vegetables, 
trans  from  the  Italian,  with  an  Appendix  of  Hunter's  and  Stevens 
Experiments  on  Digestion,  &o.  2  vols.  8vo,  Lond.  178*. 

Stukely  (W.)  On  the  Spleen,  fol.  Lond.  1723.  jioozt 

Thackrah  (C.  Turner)  Lectures  on  Digestion  and  Diet,  8vo,  Lond  1824.. 

Tiedemann  (F.)  et  Gmelin  (L.)  Recherches  sur  la  Digestion,  Part.  1.  H. 

8vo,  Paris,  1826-27.  -.v.  t  •<•    q  ^ 

Webster  (Charles)  On  the  Connection  of  the  Stomach  with  Lite,  8vo, 

Lond.  1793. 

§  Vomiting- 

Bourdon  (Isidore)  Me'raoires  sur  le  Vomissement,  8vo,  Paris,  1819. 
Magendie  (F.)  Me'moire  sur  le  Vomissement,  8vo,  Pans,  1813. 

§  Aliment. 

(Vid.  Dietetics  under  Materia  Medica,  Part  I.  Chap.  3.) 

*  g.  Absorption  and  Sanguification. 

Barry  (Sir  David)  Experimental  Researches  on  the  Influence  of  Atmos- 
pheric Pressure  upon  the  Circulation,  and  on  Absorption,  8vo, 
Lond.  1826. 

Betheder  (P.  de)  Sur  la  Sanguification  et  la  Circulation  du  Sang,  avec 
un  Traite  sur  les  Vaisseaux  Lymphatiques,  12rao,  Paris,  1666. 

Bleuland  (Janus)  Experimentum  Anatomicum  de  Arteriolis  Lymphaticis, 
8vo,  Lugd.  Bat.  1784-. 

Cruikshauk  (Wm.)  Anatomy  of  the  Absorbing  Vessels,  4;to,  Lond. 
1780.  f3  copies.) 

 The  same  book,  2d  Edit.  1790. 

Darwin  (Charles)  On  the  Retrograde  Motion  of  the  Lymphatics,  8vo, 
Lichfield,  1780. 

Falconer  (Magnus)  Continuation  of  Hewson's  Experiments  on  the 

Blood,  Lymphatic  Glands,  &c.  8vo,  Lond.  1777. 
Fodera  (Michel)  Sur  I'Absorption  et  I'Exhalation.  8vo,  Paris,  1824.. 
Fohraan  (Vincenz.)  Das  Saugadersystem  der  Wirbelthiere,  Erster  Theil, 

Das  Saugadersystem  der  Fische,  fol.  Heidelb.  und  Leipz.  1827. 
Haassius  (Jo.  Gottl.)  De  Vasis  Cutis  et  Intestinorum  Absorbentibus,  fol. 

Lips.  1786. 

Mascagni  (Paul.)  Vasorum  Lymphaticorum  Corporis  Humani  Historia 

et  Ichnographia,  folio,  Senis,  1787. 
Meckel  (Jo.  Fr.)  Experimenta  et  Observationes  de  Venis  ac  Lymphaticis, 

8vo,  Lugd.  Bat.  1772. 
Monro  (Alex.  Secundus)  Examination  of  Dr.  Hunter's  Claim  to  some 

Discoveries  relative  to  the  Lymphatics,  8vo,  Edin.  1738. 
 De  Venis  Lymphaticis  Valvulosis  et  de  earum  imprimis  origine, 

Ed.  altera,  12rao,  Edin.  1770.  f2  copies.) 
Noble  (C.  Le)  Observationes  de  Lacteis  Mesentericis  et  Thoracicis,  8vo, 

Paris,  1633. 

Panizza  (Bartolomeo)  Sul  Sistema  Linfatico,  ext.  in  Osservaz.  Antrop. 

Zootom.  Fisiolog.  folio,  Pavia,  1830. 
Priug  (Dan.)  On  the  Absorbents,  8vo,  Lond.  1813. 
Riolauus  (Joan.)  Responsiones  Diiae  pro  Sanguificatione  in  Corde,  &c. 

8vo,  Paris,  1655. 
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Stil'reger^CB.  G.)  Do  Irritabilitate  Vasorum  Lympliaticorum,  8vo,  Lipsiia, 
 .  Idem  liber,  ext.  in  Frank.  Delect.  Tom.  X,  p.  1. 

§  Absorption  of  Poisons. 
{Fid,  Medical  Jurisprudence,  Parti.  Chap.  7.) 


2.   REPRODVCTIVE  FUNCTIONS. 

a.  Reproductive  Functions  generally. 

Blumenbach  (J.  F.)  On  Generation,  8vo,  Lond.  1792. 

Blundell  (James)  On  Generation,  ext.  in  Researches  Physiological  and  Pa- 
thological, 8vo,  Lond.  1824. 

Bonnet  (C.)  Palingenesie  Philosophique,  2  torn.  Svo,  Geneve,  1769. 

Faber  (Hon.)  De  Plantis,  et  de  Generatione  Animalium,  4to,  Paris, 
1666. 

Girou  (Ch.)  De  la  Generation,  Svo,  Paris,  1828. 

Harveius  (Gul.)  De  Generatione,  ext.  in  Op.  Om.  4to,  Lond.  1767. 

Pare  (Amb.)  De  Hominis  Generatione,  ext.  in  Spachii  Gynsecia. 

—  Whole  Works,  by  Johnston,  fol.  Lond.  1678. 
Pinseus  (Sever.)  De  Virginitatis  Notis,  de  Graviditate,  et  de  Partu ;  ac- 
cedit  Lud.  Bonaciolus  de  Conformatione  Foetus,  12mo,  Lugd.  Bat. 
1650. 

Pulley  (John)  On  the  Proximate  Cause  of  Animal  Impregnation,  4to, 
Lond.  1801. 

Redus  (Franc.)  Experimenta  circa  Generationem  Insectorum,  12mo, 
Amst.  1686. 

RueflF  (Jacob.)  De  Conceptu  et  Generatione  Hominis,  ext.  in  Spach.  Gyn. 
Spallanzani  (Lazaro)  Tracts  on  the  Nature  of  Animals  and  Vegetables, 

trans.  Svo,  Edin.  1799. 
Sterre  (D.  V.)  De  Generatione  ex  Ovo,  et  de  Menstruorum  Productione, 

12mo,  Amst.  1687. 

b.  Functions  of  the  Adult  Reproductive  Organs. 

Galenus  (Claudius)  De  Semine,  &c.  fol.  Basil,  1336. 
Lealis  (Lealis)  De  partibus  Semen  Conficientibus  in  Viro,  Svo,  Lugd. 
Bat.  1707. 

Moreau  (J.  L.)  Histoire  Naturelle  de  la  Femme,  3  torn.  Svo,  Paris,  1803. 
Moschion,  De  Passionibus  Mulierum  et  de  quibusdam  Mulieribus  pro- 

priis,  (Grsece'),  ext.  in  Spachii  Gyntecia. 
Platerus  (Felix)  De  Mulierum  Partibus  Generationi  dicatis,  et  de  earun- 

dem  Morbis,  ext.  in  Spach.  Gyn. 
Russell  (James)  Observations  on  the  Testicles,  12mo,  Edin.  1833. 
Seymour  (Ed.  J.)  Illustrations  of  some  of  the  principal  Diseases  of  the 

Ovaria,  Svo,  Lond.  1830,  with  Atlas  in  folio. 
Sterre  (D.  V.)  De  Generatione  ex  Ovo,  et  de  Menstruorum  Productione, 

12mo,  Amst.  1687. 
Sylvius  (Jacobus)  De  Mensibus  Muliebribus,  ext.  in  Spach.  Gyn. 
Wilson  (James)  Lectures  on  the  Male  Urinary  and  Genital  Oi-gans,  Svo, 

Lond.  1821. 
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§  Gravid  Uterus,  Parturition. 
( rid.  Midwifery,  Part  I.  Chap.  6.) 

c.  Foetal  Development  and  Nutrition. 

Albinus  (Bern.  Siegf.)  Icones  Ossium  Foetus  Humani,  cum  brevi  Osteo- 

genise  Historia,  4to,  Lugd.  Bat.  1737. 
Caldani  (L.  M.  A.)  De  Ureteruoi  insequalitate  et  de  Foetus  Nutritioue, 

1780,  ext.  in  Roemer.  Delect.  Tom.  I.  p.  145. 
Cloquet  (Jules)  Memoire  sur  la  Membrane  Pupillaire  etsur  la  Formation 

du  petit  Cercle  Arteriel  de  I'lris,  8vo,  Paris,  1818. 
Galenus  (Claudius)  De  Foetus  Formatione,  &c.  fol.  Basil.  1536. 
Haller  (Albert  von)  Sur  la  Formation  du  Coeur  dans  le  Poulet,  12mo, 

Laus.  1758. 

 Second  Me'moire  sur  le  memo  sujet,  12mo,  Laus.  1758. 

—  Opera  minora,  3  tom.  4to,  Laus.  1762. 

Harveius  (Gul.)  De  Generatione,  ext.  in  Op.  Om.  4to,  Lond.  1767. 
Hedwig  (D.  S.)  De  Fibrse  Animalis  et  Vegetabilis  Ortu,  4to,  Lips.  1790. 
Hobokenus  (Nic.)  SecundinEe  Vitulinae  Anatomia,  12mo,  Ultraj.  1672. 
Holland  (G.  C.)  Physiology  of  the  Foetus,  Liver,  Spleen,  &c.  8vo,  Lond. 
1831. 

JeflFray  (James)  Observations  on  the  Heart,  and  on  the  Peculiarities  of 

the  Foetus,  8vo,  Glasg.  1836. 
Lee  (Robert)  On  the  Functions  of  the  Foetal  Intestines  and  Liver,  4to, 

Lond.  1829. 

Leveille  (J.B.  F.)  Sur  la  Nutrition  du  Foetus,  8vo,  Paris,  1799. 

Madai  (Carol.  August.)  Anatome  Ovi  Humani  foecundati  sed  deformis 

Trimestri  Abortu  elisi,  4to,  Magd.  1763. 
Malpighius  (Marc.)  Opera  Omnia,  fol.  Lond.  1686. 

Meckel  (Albert.)  De  Genitalium  et  Intestinorum  Analogia,  4to,  Halae, 
1810. 

Purkinje  (J.  E.)  Observationes  nonnullae  ad  Ovi  Avium  Historiam  ante 

Incubationem,  4to,  Vratisl.  1825. 
Reaumur  (M.  de)  L'Art  de  faire  e'clorre  et  d'e'lever  des  Oiseaux  Domes- 

tiques,  3  tom.  Paris,  1751. 
Rusconi  (Mauro)  Sur  le  Developpement  de  la  Grenouille  Commune, 

4to,  Milan,  1826. 
Scassi  (O.  A.)  De  Foetu  Humano,  8vo,  Edin.  1792. 
Scheele  (Paul.)  De  Liquore  Amnii,  12mo,  Hafniae,  1799. 
Sebenicus  (Sebastian.)  De  Respiratione  Foetus  in  Matrice  nulla,  8vo, 

Venet.  1765. 

SenflF(C.  F.)  NonnuUa  de  Incremento  Ossium  Embryonum  in  primis 

Graviditatis  mensibus,  4to,  Halte,  1801. 
Serres  (E.  R.  A.)  Anatomie  Compar^e  du  Cerveau,  2  tom.  Svo,  Paris, 

1824-26,  avec  Atlas  in  4to. 
Soemmerriug  (S.  T.)  Icones  Embryonum  Humanorum,  fol.  Frank.  1789. 
Thomson  (Allen)  On  the  Development  of  the  Vascular  System  in  the 

Foetus  of  Vertebrated  Animals,  Svo,  Edin.  1830. 
Tiedemann  (F.)  Anatomie  und  Bildungsgeschichte   des  Gehirns  ira 

 l^oetus  des  Menschen,  &c.  4to,  Nuremberg,  1816. 

 3f?  "^""^         t'"**^-  P^if  Jourdan,  8vo,  Paris,  1823. 

— —  The  same  book,  trans,  by  Bennet,  12mo,  Edin.  1826. 

Velpeau  (Alf.)  Embryologie  ou  Ovologie  Humaine,  fol.  Paris,  1833. 
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Wrisborg'  (Henric.  August.)  Descriptio  Anatomica  Embryouis.  4to. 

Goetting,  1764.  j  >  , 
 Idem  Jiber,  ext.  in  Sandifort.  Thesaur.  Tom.  III. 


3.   ANIMAL  FUNCTIONS. 

a.  Animal  Powers  generally  ;  Sensibiliti/  and  Irritability. 

Baglivi  (Georg.)De  Fibra  Motrice  et  Moibosa,  Edit.  4ta,  12mo,  Lond. 
1703. 

BoUmann  (Just.  Eric.)  De  Irritabilitate,  1791,  ext.  in  Brose  Coll.  Diss 

Gott.  Tom.  I.  Part  III. 
Castell  (P.)  Experimenta  de  Sentiendi  Facultate,  Gott.  1753,  ext.  in  Lud. 

Scr.  Neur.  Tom.  IV.  p.  163. 
Fontana  (F.)  De  Irritabilitatis  Legibus,  8vo,  Lucca,  1767. 
Haen  (Ant.  De)  De  Sensibilitate  et  Irritabilitate  Humani  Corporis,  8vo, 

Lugd.  Bat.  1761. 

Haller  (Albert  von)  On  the  Sensible  and  Irritable  Parts  of  Animals,  8vo, 
Lond.  1755. 

 Sur  la  Nature  Sensible  et  Irritable  des  Parties  du  Corps  Animal, 

3  torn.  12mo,  Laus.  1756. 
Krause  (C.  C.)  De  Partibus  Sensibilibus  Humani  Corporis,  Lipsise,  1765, 

ext.  in  Ludwig.  Script.  Neurolog.  Tom.  III.  p.  185. 
Mueller  (G.  H.)  Series  Experimentorum  de  Musculis  et  Nertis  Anima- 

lium,  8vo,  Stuttgard,  1793,  ext.  in  Lud.  Scr.  Neurol.  Tom.  IV.  p.  252. 
Nysten  (P.  H.)  Recherches  de  Physiologic  et  de  Chimie  Pathologiques, 

8vo,  Paris,  1811. 

Rolando  (L.)  Inductions  Physiologiques  et  Pathologiques  s'lr  les  differ- 
entes  Especes  d'Excitabilite  et  d'Excitement,  8to,  Paris,  1822. 

Tissot  (S.  A.  D.)  De  Irritabilitate,  Lausann.  1760,  ext.  in  Sandifort. 
Thesaur.  Tom.  I. 

Whytt  (Robert)  On  the  Vital  and  Involuntary  Motions  of  Animals,  Svo, 
Edin.  1751. 

 The  same  book,  2d  Edit.  1763. 

 Physiological  Essays,  12mo,  Edin.  1761. 

 The  same  book,  3d  Edit.  Svo,  Edin.  1766. 

 Whole  Works,.  4.to,  Edin.  1768. 

b.  Functions  of  the  Nervous  System ;  including  Phrenology 
and  Mental  Physiology. 

Abernethy  (John)  On  Gall  and  Spurzheim's  System  of  Ph j-siognomy  and 

Phrenology,  Bvo,  Lond.  1821. 
Bell  (Sir  Charles)  Exposition  of  the  Natural  System  of  the  Nerves  of 

the  Human  body,  Svo,  Lond.  1824.  (2  copies.) 

 Appendix  to  the  same,  Svo,  Lond.  1827. 

 The  Nervous  System  of  the  Human  Body,  4;to,  Lond.  1830. 

Bose  (E.  G.)  De  Nervorum  Actione  ex  CoUisione,  Lips.  1762,  ext.  in 

Lud.  Scr.  Neur.  Tom.  IL  p.  251. 
Bellingeri  (C.  F.)  De  Medulla  Spinal!,  &c.  4to,  Turin,  1823. 
Brunn  (J.  11.  A.)  Experimenta  circa  Ligaturas  Nervorum,  Gotting.  1753, 

ext.  in  Ludwig.  Script.  Neurolog.  Tom.  IJ.  p.  271. 


PHYSIOLOGY. 


47 


Combe  (Andrew)  Observations  on  Dr.  Barclay's  Objections  to  Phreno- 

loo-y  8vo,  Edin.  1823. 
 On  the  Effects  of  Injuries  of  the  Brain  upon  the  Manifestations  of 

the  Mind,  8vo,  Edin.  1824. 
Combe  (George)  Essays  on  Phrenology,  8vo,  Edin.  1819. 

 System  of  Phrenology,  2d  Edit.  8vo,  Edin.  1823. 

 The  same  book,  3d  Edit.  Edin.  1830.  ,         ,  . 

  Answer  to  Observations  on  the  Phrenological  Development  ot 

Burke  and  Hare  by  Thos.  Stone,  Esq.  8vo,  Edin.  1829. 

 On  the  Constitution  of  Man,  12rao,  Edin.  1828. 

Flourens  (P.)  Recherches  Experimentales  sur  les  proprietes  et  les  fonc- 

tions  du  Systeme  Nerveux  dans  les  animaux  verte'bres,  8vo,  Paris, 

1824. 

.Gall  (F.  J.)  Theory  of  Physiognomy,  with  Hufeland's  Critical  Remarks, 
8vo,  Lond.  1807. 

 Sur  rOrgane  des  Qualite's  Morales  et  des  Facultes  Intellectuelles, 

et  sur  la  Pluralite  des  Organes  Cerebraux,  6  torn.  8vo,  Paris,  1823. 

- —  et  Spurzheim  (J.  G.)  Anatomie  et  Physiologie  du  Systeme  Nerveux, 
Tom.  I— IV.  4to,  Paris,  1810-19. 

.  Planches  au  meme  livre,  2  torn.  fol.  Paris,  1810. 

 Outlines  of  Phrenology,  8vo,  Edin.  1819. 

Georget  (M.)  De  la  Physiologie  du  Systeme  Nerveux,  2  torn.  8vo,  Paris, 
1821. 

Glasserus  (Jo.  H.)  De  Cerebro,  cura  Staehelin,  ISmo,  Basil.  1680. 
Gordon  (John)  On  the  Structure  of  the  Brain,  with  an  Estimate  of  the 

Claims  of  Drs.  Gall  and  Spurzheim,  8vo,  Edin.  1817. 
Hall  (Marshall)  Lectures  on  the  Nervous  System  and  its  Diseases,  8vo, 

Lond.  1836. 

Mackenzie  (Sir  George)  Illustrations  of  Phrenology,  8vo,  Edin.  1820. 
Magendie  (F.)  Memoires  sur  quelques  Decouvertes  Receutes  relatives 

aux  Fonctions  du  Systeme  Nerveux,  8vo,  Paris,  1823. 
—  et  Desmoulins  (A.)  Anatomie  des  Systemes  Nerveux  des  Animaux 

a  Vertebres,  2  torn.  8vo,  Paris,  1825. 
Malacarne  (V.)  Lettre  sur  I'Etat  des  Cretins,  Turin,  1788,  ext.  in  Frank. 

Del.  Tom.  VI,  p.  241. 
Mayo  (Herbert)  Anatomical  and  Physiological  Commentaries,  8vo,  Lond. 

1822. 

 Series  of  Engravings  on  the  Structure  of  the  Brain  and  Spinal  Cord 

in  Man,  fol.  Lond.  1827. 
Monro  (Alex.  Secund.J  On  the  Structure  and  Functions  of  the  Nervous 

System,  with  Tables,  fol.  Edin.  1783.  f2  copies. J 
 Experiments  on  the  Nervous  System,  relative  to  the  Nature  and 

Effects  of  Animal  Electricity,  4to,  Edin.  1793.  ^2  copies.J 
 Three  Treatises,— On  the  Brain,  the  Eye,  and  the  Ear,  with  Tables, 

4to,  Edin.  1797. 

Monro  (Alex.  TertiusJ  The  Anatomy  of  the  Brain,  with  some  Observa- 
tions on  its  Functions,  8vo,  Edin.  1831. 

Musgrave  (Samuel)  On  the  Nerves,  8vo,  Lond.  1776. 

Ollivier  (C.  P^  De  la  Moelle  Epiniere  et  ses  Maladies,  8vo,  Paris,  1824-. 

Pnng  (Dan.)  View  of  the  Relations  of  the  Nervous  System,  8vo,  Lond. 
1813. 

Reil  (J.  C.)  De  Structura  Nervorum,  fol.  Halte,  1796. 
Roche  (De  La)  Analyse  des  Fonctions  du  Systeme  Nerveux,  2  torn. 
12mo,  Geneve,  1778. 

Anatomic  Comparee  du  Cerveau,  2  torn.  8vo.  Paris, 
1824-26,  avec  Atlas  in  4to. 
Smith  (W.)  On  the  Nerves,  8vo,  Lond.  1768. 
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Spurzhcim  (J.  G.)  Physiognomical  System  of  Drs.  Gall  and  Spurzbeim 
8vo,  Lena.  1815.  '  ' 

 Examination  of  the  Objections  made  in  Britain  against  the  Doc- 
trines of  Gall  and  Spurzheim,  8vo,  Edin.  1817. 

 Observations  sur  la  Phre'nologie,  8vo,  Paris,  1818. 

 VieM'  of  the  Elementary  Principles  of  Education,  i2mo,  Edin.  1821. 

 The  Anatomy  of  the  Brain  with  a  General  View  of  the  Nervous 

System,  and  Appendix,  8vo,  Lond.  1826-30.  (see  Gall  supra.) 

Stone  (Thos.)  The  Evidences  against  Phrenology,  8vo,  Edin.  1828. 

  Observations  on  the  Phrenological  Development  of  Burke  and 

Hare,  8vo,  Edin.  1829. 

 Rejoinder  to  Mr.  Combe's  Answer  to  the  above,  8vo,  Edin.  1829. 

Swan  (Joseph)  On  the  Nervous  System,  8vo,  Lond.  1822. 

Villers  (C.)  Sur  la  The'orie  du  Cerveau  par  le  Dr.  Gall,  8vo,  Metz,  1802. 

Vimont  (J.)  Traits  de  Phrenologie  Humaine  et  Comparee,  2  tomes,  4to, 
Paris,  1833-35,  avec  Atlas  in  fol. 

Wenzel  (Jos.  et  Car.)  De  Penitiori  Structura  Cerebri  Hominis  et  Bru- 
torum,  fol.  Tub.  1812. 

Willis  (Th.)  Cerebri  Anatome,  4to,  Lond.  1664. 

 Opera,  2  torn.  4to,  Genev.  1680. 

 Idem  liber,  cura  G.  Blasii,  4to,  Amst.  1682. 

Zinn  (J.  G.)  Experimenta  circa  Cerebellum,  ext.  in  Ludwig.  Script. 
Neurolog.  Tom.  IV.  p.  106. 

§  The  Passions,  Expression,  Sfc. 

Alibert  (J.  L.)  Physiologie  des  Passions,  2  torn.  8vo,  Paris,  1825. 

Bell  (Sir  C.)  On  the  Anatomy  of  Expression  in  Painting,  4to,  Lond.  1806. 

Bonnet  (C.)  Essai  de  Psychologic,  12mo,  Lond.  1754. 

 Sur  les  Facultes  de  I'Ame,  4to,  Copenhagen,  1760.  C2  copies.) 

Burton  (Rob.)  Anatomy  of  Melancholy,  9th  Edit.  2  vols.  8vo,  Lond.  1800. 

Camper  (Pierre)  On  the  Connexion  between  Anatomy,  Drawing,  Paint- 
ing, &c.  translated  by  Dr.  Cogan,  4to,  Lond.  1794. 

Cogan  (T.)  Philosophical  Treatise  on  the  Passions,  8vo,  Bath,  1800. 

Cross  (John)  Attempt  to  establish  Physiognomy  on  Scientific  Principles, 
8vo,  Glasgow,  1817. 

Falconer  (W.)  On  the  Influence  of  the  Passions  on  Disorders  of  the  Body, 
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Viennte,  1783.  , 
Roberton  (J.)  On  Medical  Police,  Diet,  Regimen,  &c.,  2  vols.  8vo,  Edin. 

1809. 
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Robinson  (B.)  On  tlie  Food  and  Dischai-g'es,  8vo,  Lend.  1748. 
Sebizius  (M.)  De  Alimentorum  Facultatibus,  4to,  Argent..  1650. 
Stark  (W.)  Works,  by  Smyth,  4to,  Lond.  1788. 
Thackrali  (C.  T.)  Lectures  on  Dig-estion  and  Diet,  8vo,  Lond.  1824. 
Willich  (A.  F.  M.)  Lectures  on  Diet  and  Regimen,  8vo,  Lond.  1809. 
f2  copies.  J 

Zuckert  (J.  F.)  Materia  Alimentaria,  8vo,  Berolin.  17G9. 

B.  WORKS  ON  PARTICULAR  ARTICLES  OF  DIET. 

Barry  (Sir  E.)  On  the  Wines  of  the  Ancients,  4to,  Lond,  1775. 
Brown  (A.)  New  Cure  of  Fevers,  12mo,  Ediu.  1691. 
Bryant  (C.)  History  of  Esculent  Plants,  8vo,  Lond.  1783. 
Chocolate,  Natural  History  of,  trans,  from  the  French,  8vo,  Lond.  1724. 
Deyeu.v  (M.)  et  Parmentier  (A.)  Expe'riences  sur  le  Lait,  Bvo,  Stras- 
bourg, 1797. 

Ellis  (J.)  Historical  Account  of  Coflfee,  4to,  Lond.  1774. 
Henderson  (A.)  History  of  Ancient  and  Modern  Wines,  4to,  Lond.  1824, 
Hippocrates,  Des  Airs,  des  Eaux,  et  des  Lieux,  par  Coray,  2  torn.  8vo,  Pa- 
ris, 1800. 

Howison  (W.)  Account  of  the  Russian  Chiccory  Plant,  and  of  the  Arti- 
ficial Coffee  prepared  from  its  Kootj  and  those  of  the  Common  Dan- 
delion, 8vo,  Edin.  1820. 

Keislingius  (J.  R.)  Historia  Concertationis  Greecorum  Latinorumque  de 
Esu  Sanguinis  et  Carnis  Morticinas  in  Re  Cibaria,  12mo,  Erlang.  1763. 

Lamb  (W.)  On  the  Properties  of  Spring  Water,  M'ith  Medicinal  Cautions 
against  the  Use  of  Lead,  8vo,  Lond.  1803. 

Marshall  (H.)  Contributions  to  a  Natural  and  Economical  History  of  tlie 
Coco-nut  Tree,  8vo,  Edin.  1832. 

 The  same  book,  8vo,  Edin.  1836. 

Meier  (J.  E.)  De  Usu  Aquae  Ditetetico,  Gott.  1789,  e.\t.  in  Brose  Col- 
lect. Dissert.  Gott.  Tom.  L  Part  1. 

Mosely  (B.)  Medical  Tracts,— On  Sugar,  &c.,  Svo,  Lond.  1800, 

Parmentier  (A.)  Re'cherches  surlesVetietaux  Nourrissans,  Hvo,  Paris,  1781. 

 Sur  la  Culture  et  I'Usage  des  Pommes  de  Terre,  Svo,  Paris,  1789. 

Paullus  (S.)  De  Abusu  Tabaci  et  Theaj,  4to,  Argent.  1681. 

Phillips  (H.)  The  Companion  for  the  Kitchen  Garden,  History  of  Culti- 
vated Vegetables,  &c.  2  vols.  Svo,  Lond.  1831. 

Quelmalz  (D.  S.  T.)  Dissertatio  de  Vinis  Mangonizatis,  4to,  LipsiiB,  1753. 

Rotheram  (J.^  Inquiry  into  the  Nature  and  Properties  of  Watei',  Svo, 
Newcastle,  N,  D. 

Short  (R.)  On  Drinking  Water,  and  on  Warm  Drink,  12rao,  Lond.  1799. 
Young  (T.)  De  Lacte,  Edin.  1761,  ext.  in  Sandifort.  Thesaur.  Tom.  IL 
p,  523. 


3.  REGIMEN. 

Adair  (J.  M.)  On  tlie  Suttonian  Regimen  in  Small-pox,  Svo,  Lond.  1790 
Beaupr^  (M.)  Treatise  on  the  Effects  and  Properties  of  Cold,  translated 

by  Clendinning,  Svo,  Edin.  1826. 
Cheyne  (G.)  On  Regimen,  with  Five  Discourses,  Medical,  Moral,  and 

Philosophical,  Svo,  Lond.  1740. 
Conradus  (Jo.)  De  Frigoris  Natura  et  Effectibus,  18mo,  1677. 
Ingenhousz  (J.)  Do  Usu  Indusiqrum  Laneorum,  ext. in  Miscellan-  Physico- 

Med.  cura  Scherer,  8vo,  Vicnnre,  1795. 
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(^C.  J.)  De  rinfluence  des  Passions  dans  les  Maladies,  Svo,  Paris, 


§  Bathing. 


Marcard  (H.  M.)  De  la  Nature  et  de  I'Usage  des  Bains,  Svo,  Paris,  1801. 


A.  GENERAL,  ELEMENTARY,  AND  SYSTEMATIC  TREATISES. 

Alibert  (J.  L.)  Noureaux  Elemens  de  Therapeutique  et  de  Matiere  Medi- 

cale,  2  torn.  Svo,  Paris,  1817. 
Alston  (C.)  Index  Medicamentorum  Simplicium  Triplex,  12ino,  Ediu. 

1752. 

 Lectures  on  Materia  Medica,  2  vols,  ^to,  Lond.  1770. 

Amatus  (Lnsit.)  In  Dioscoridis  Materiam  Medicara  Enarrationes,  12mo, 
Lugd.  Bat.  1558. 

Aviceuna  (Abu- Ali-Ibn-Tsina)  Canon  Medicinae,  Interprete  V.  P.  Plempio, 

Tom.  I.  fol.  Lovan.  1658. 
Barbier  (J.  B.  G.)  Traite  Elementaire  de  Matiere  Medicale,  3  torn.  8vo, 

Paris,  1824.. 

Bartbolinus  (T.)  Cista  Medica  Hafniensis,  12mo,  Hafniae,  1C62. 
Bicker  (G.)  Materia  Medica,  12mo,  Brem.  1778. 

Boeclerus  (Jo.)  Cynosura  Materise  Medicse  continuata,  ad  Cjmios.  Mat. 

Med.  Hermanniana3  imitationem,  2d  Edit.  2  vols.  4to,  1747-54. 
Boerhaave  (  Herm.)  De  Materia  Medica  et  Medicamentorum  formulisquac 

serviunt  Apliorismis,  12mo,  Lugd.  Bat.  1719. 
Bradley  (R.)  Lectures  on  the  Materia  Medica,  Svo,  Lond.  1730. 
Bushnan  (J.  S.)  On  the  Classification,  Administration,  &c.  of  Medicines, 

Svo,  Lond.  1834. 

Cartheuser  f  J.  F.)  Fundamcnta  Matcriie  Medicw,  2  torn.  Svo,  Franc,  ad 
Viadr.  1750. 
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Chapman  (N.)  Discourses  on  the  Elements  of  Therapeutics  and  Materia 

Medica  2  vols.  8vo,  Philadelph.  1817-19. 
CuUen  (W.)  Lectures  on  Materia  Medica  in  1761,  4to,  Edin.  1773. 

 'xreaSon  the  Materia  Medica,  2  vols.  4to,  Ediu.  1789.  C2  copies. J 

Dale  (Sam.)  Pharmacologia,  4to,  Lugd.  Bat.  1739. 

Delius  (Henric.  Fred.)  Adversaria  Argumenti  Physico-Medici,  3  torn.  4tO, 
Erlang-.  1780. 

Dioscorides  (P.)  De  Materia  Medica,  8vo,  Venet.  1518. 
.  De  eadem,  Libri  5,  fol.  Colon.  1529. 

Edwards  (Milne)  and  Vavasseur  (P.)  Manual  of  Materia  Medica  and  Phar- 
macy, translated  by  Davies,  8vo,  Lond.  1831. 

Fourcroy  (M.  De)  L'Art  de  connoitre  les  Me'dicameus,  2  torn.  ]2mo, 
Paris,  1785. 

Fursteuau  (D.  J.  H.)  Desiderata  Materia  Medicce,  ext.  in  Desiderat. 

Med.  12mo,  Lips.  1727. 
Gaubius  (H.  D.)  Adversaria,  4to,  Leidte,  1771. 

Geoffroy  (S.  F.)  Tractatus  de  Materia  Medica,  3  torn.  8vo,  Paris,  1741. 

Gmelin  (J.  F.)  Apparatus  Medicaminum,  Pars  IL  Regnura  Minerale  cora- 
plectens,  2  torn.  8vo,  Gott.  1795. 

Gray  ( S.  F.)  A  Supplement  to  the  Pharmacopoeia,  and  Treatise  on  Phar- 
macology in  General,  8vo,  Lond.  1832. 

Hermannus  (D.  P.)  Cynosura  Materiae  Medicae,  curante  Jo.  Boeclero, 
4to,  Argent.  1726. 

Hill  (J.)  History  of  the  Materia  Medica,  4to,  Lond.  1751. 

Hofmann  (Casp.)  De  Medicamentis  Officinalibus,  4to,  Jeuse,  1686. 

Home  (F.)  Methodus  Materiae  Medicje,  12mo,  Edin.  1770,  f2  copies. J 

Kirby  (Jer.)  Tables  of  the  Materia  Medica,  J2mo,  Ediu.  1805.  f2  copies. J 

Lemery  (N.)  Dictionnaire  des  Drogues  Simples,  4to,  Uotterd.  1727. 

Lewis  (W.)  Experimental  History  of  the  Materia  Medica,  4to.  Lond.  1761. 

 The  same  book,  2d  Edit.  4to,  Lond.  1768. 

 The  same  book,  4th  Edit,  by  Aikin,  2  vols.  8vo,  Loud.  1791. 

Linnceus  (C.)  Materia  Medica,  8vo,  Holm.  1749. 

Ludwig  (C.  F.)  Dissertationes  Botan.  et  Medic.  4to,  Lips.  1743. 

Marabelli  (F.)  Apparatus  Medicaminum,  8vo,  Vieuna3,  1801. 

Marcellus  de  Medicamentis  Empiricis,  Physicis  et  Rationalibus,  foL 
Basil.  1536. 

•  Idem  liber,  ext.  in  Med.  Art.  Princ.  Tom.  H. 

Marggravius  (C.)  Materia  Medica  contracta,  4to,  Amst.  1682. 
Matthiole  (P.  A.)  Comraentarii  in  Dioscoridem,  fol.  Venet.  1558. 

 Le  meme  livre,  traduit  par  M.  Pinet,  Lyon,  1680. 

 Apologia  Adversus  Amatum  Lusianum,  fol.  Venet.  1558. 

Monro  (D.)  On  Pharmaceutical  Chemistry  and  Materia  Medica,  3  vols. 

8vo,  Lond.  1708. 
Moore  (J.)  Essay  on  the  Materia  Medica,  8vo,  Lond.  1792. 
Murray  (J.  A.)  Apparatus  Medicaminum,  6  torn.  8vo,  Gott.  1776. 
Murray  (J.)  Materia  Medica  and  Pharmacy,  2  vols.  8vo,  Edin.  1804. 

 The  same  book,  2d  Edit.  2  vols.  8vo,  Edin.  1810. 

•  The  same  book,  5th  Edit.  2  vols.  8vo,  Edin.  1828. 

Paris  (J.  A.)  Pharmacologia,  12mo,  Lond.  1812. 

 The  same  book,  5th  Edit.  2  vols.  8vo,  Lond.  1822. 

Pearson  (R.)  Synopsis  of  the  Materia  Alimentaria,  and  Materia  Medica 

8vo,  Lond.  1808.  ' 

 Thesaurus  Medicaminum,  8vo,  Lond.  1794. 

 The  same  book,  8vo,  Lond.  1804. 

 The  same  book,  4th  Edit.  8vo,  Lond.  1810. 
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Robiuson  (B.)  On  the  Virtues  and  Operations  of  Medicines,  8vo,  Lond. 

.Kutty  (J  )  Materia  Medica  Repnrgata,  4to,  Roterod.  1785. 
&c  iles-el  (J;  t.  T.)  Tiiesaurus  Materiaj  Mcdictu,  2  torn.  8vo,  Lips.  1793. 
fechwilgue  (C  J  A.)  Traite  do  Matiere  Medicalo,  2  torn.  8vo,  Paris,  1818. 
Spuntonus  (J  B.)  Remediorun.  Ccnturea,  4to,  Roma?,  1648. 
bvvediaur  (t.)  Materia  Medica,  l2mo,  Hamb.  IhOO. 
laiivry  (M.  D.)  Truite  des  Medicaniens  avec  des  Formules,  Nouv.  Edit. 
8vo,  Pans,  1722. 

Tiionison  (A.  T.)  Elements  of  Materia  Medica  and  Therapeutics,  2  vols. 

8vo,  Lond. 1832-33. 
Tournefort  (J.  P.)  Materia  Medica,  8vo,  Lond.  1708. 
 The  same  book,  2d  Edit.  8vo,  Lond.  17 IG. 

Venel  (M.)  I're'cis  de  Matiere  Medicale,  Augraente  de  Notes,  &c.  par 

Carrere,  2  torn.  8vo,  Paris,  1787. 
Vocrel  (R.  A.)  Historia  Materia;  Medica;,  12mo,  Francof.  1760. 
Wedehus  (G.  W.)  Amoenitates  Materia;  Medico,  4to,  Jenje,  1684. 


B.   WORKS  ON  PARTICULAR  DEPARTMENTS  OF  THE  MATERIA 

MEDICA. 


1. 


VEGETABLE  MATERIA  MEDICA. 


Bergius  (P.  G.)  Materia  Medica  e  Regno  Vegefabili,  2  torn,  in  1  com- 
pact. 8vo,  Stockholm,  1778. 

Decandolie  (A.  P.)  Sur  les  Proprie'te's  Me'dicales  des  Plantes,  2de  Edit. 
8vo,  Paris,  1816. 

Duncan  (Andrew,  Jim.)  Catalogue  of  Medicinal  Plants,  8vo,  Edin.  1826. 
Graves  (G.)  and  Morries  (J.  D.)  Hortus  Medicus,  4to,  Edin.  1834. 
Reid  (Hugo)  Outlines  of  Medical  Botany,  8vo,  Edin.  1832. 
Retzius  (A.  J.)  Pharmacologia  Regni  Vegetabilis,  12mo,  Lipsise,  1783. 
Richard  (A.)  Botanique  Medicale,  Part  L  8vo,  Paris,  1823. 

 Ele'raens  d'Histoire  Naturelle  Medicale,  2  tom.  8vo,  Paris,  1831. 

Stephenson  (J.)  and  Churchill  (J.  M.)  Medical  Botany,  4  vols.  8vo,  Lond. 
1831. 

Woodville  (William)  Medical  Botany,  with  Supplement,  4  vols.  4to,  Lond, 
1790-93. 

 The  same  book,  2d  Edit.  4  vols.  4to,  Lond.  1810. 


2.    MATERIA  MEDICA  OF  PARTICULAR  COUNTRIES. 

Ainslie  (Sir  Whitelavv)  Materia  Indica,  2  vols.  8vo,  Lond.  1826. 
Costa  (C.  A.)  De  Medicamentis  Indise  Orientalis,  8vo,  Antverp.  1593. 
Kinder  (Jo.  de)  et  Wint  (Gul.  de)  Nucleus  Belgicus  Materia;  Medica?, 

12rno,  Bruxelles,  1719.  f2  copies.) 
Monardes  (N.)  Dei  Simplici  Aromati  ed  altre  Cose  che  vengono  portate 

dair  Indie  Orientali  ed  Occideutali,  pertinenti  all'  Uso  della  Medici- 

na,  8vo,  Vcniz.  1589. 
 De  Medicamentis  ex  Novo  Orbe  dclatis,  Edit.  3tia,  8vo,  Antverp. 

1393. 
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Shannon  (R  )  On  the  Medicines  used  in  the  Diseases  of  Europeans  in 

Hot  Climates,  8vo,  Philadelph.  1794. 
ZolHkoffer  (Wm.)  Materia  Medica  of  the  United  States,  12mo,  Baltimore, 

1819. 

3.    INDIVIDUAL  REMEDIES,  AND  CLASSES  OF  MEDICINES. 

a.  Individual  Remedies. 

^ce/Mwi.— Oostordyk  (N.  G.)  De  Aceto,  Traj.  ad  Rhen.  1762,  ext.  in 

Sandifort.  Thesaur.  Tom.  II  f. 
Acid,  Carbonic— Bohson  (M.)  Medical  Commentary  on  Fixed  Air,  8 to, 

Chester,  1779. 

 The  same  book,  3d  Edit.  8vo,  Lond.  1787. 

 Henry  on  Fixed  Air,  Vid.  Magnesia. 

Acid,  Hydrocyanic— Ma.nzom  (J.  A.)  De  Prajcipuis  Acidi  Prussici  et 
Aqiiai  cohobatai  Laurocerasi  Medicis  Facultatibus,  4to,  Patav.  1818. 
Aconitum. —  Vid.  Stramonium. 

Aniimo?iy. — Kerckringius  (T.)  Coramentarius  in  Curriim  Triuraphalem 

Antimonii,  12mo,  Amstelod.  1671. 
 Siicliteu  (A.  Van.)  Secrets  of  Antimony,  18mo,  Lond.  1670. 

Aqua  Calais. —  Vid.  Uva  Ursi. 

Arsenic. — Marshall  (J.)  On  Arsenic,  considered  as  a  Poison  and  as  a  Me- 
dicine, &c.,  8vo,  Lond.  1817. 

Bark,  Angustura. — Brande  (A.  E.)  Experiments  and  Observations  on  the 
Ang-ustura  Bark,  8vo,  Lond.  1783. 

Belladonna. — Timmerman  (T.  G.)  Periculum  Medicum  Belladonnae,  Rin- 
tel.  1765.  ext.  in  Sandifort.  Thesaur.  Tom.  IIL 

Camphor. — Kosegarten  (D.  A.  F.  G.)  De  Camphora,  Gott.  1783.  ext.  iu 
Frank.  Delect.  Tom.  HI.  p.  27. 

Canthatides. — Forsten  (R.)  De  Cantharidura  Historia  Chemicaet  Medi- 
ca,  8vo,  Argentor.  1775. 

 Greenfield  (J.)  Treatise  on  the  Internal  Use  of  Cantharides,  8to, 

Lond.  1706. 

 Roberton  (J.)  On  the  Powers  of  Cantharides  when  used  Internally, 

8vo,  Edin.  1806. 

Cassia. — Colladon  (L.  T.  F.)  Histoire  Naturelle  et  Medicale  des  Casses, 
et  des  Sdne's  employes  en  Me'deciue,  4to,  Montpel.  1810. 

Castor. — Francus  (J.)  Castorologia,  12mo,  Aug.  Vind.  1685. 

 Marius  (J.)  Castorologia,  a  J.  Franco  Edit.  Aug.  Vindel.  1685. 

China  TZarfzar.— Brassavolus  (A.  M.)  De  Morbo  Gallico,  Qua>stiones  de 
Ligno  Sancto,  et  de  Rad.  China?  Usu,  ext.  in  Luis.  Aphrod.  p.  658. 

 Cardanus  (H.)  De  Chinse  Radice,  ext.  ibid.  p.  735. 

 Vesalius  (A.)  De  Radice  Chinas,  ext.  ibid.  p.  206. 

 De  Modo  Propinandse  Chinae,  ext.  ibid.  p.  580. 

Cicuta. — Storck  (A.)  Libellus  Secuudus  de  Cicuta,  8vo,  Virid.  1761. 

 Wepfer  (J.  J.)  Historia  Cicutee  Aquaticse,  4to,  Basil.  1676. 

 Idem  liber,  4to,  Basil.  1716. 

CjncAowa.— Cocchius  ( Ant.) VindiciEe  Corticis  Peruvianie,  8vo,  Lu"-d.  Bat 
1750.  •      >     o  • 

 Gravenhorst  (J.  A.  C.)  De  Cinchonse  Corticibus,  Gott.  1791.  ext.  in 

Brose  Coll.  Diss.  Gott.  Tom.  I.  Part  III. 
 Irving  (R.)  On  the  Red  and  Quill  Peruvian  Bark,  8vo,Edin.  1785. 

(2  copies. J 

 Lambert  (A.  B.)  On  the  Genus  Cinchona,  4to,  Lond.  1797; 

 •  Mautt  (J.  F.)  Dissertatio  de  Coitice  Peruviano,  Luo'd.  Bat.  1768. 

ext.  in  Sandifort.  Thesaur.  Tom.  I.  ° 
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C»/JcAona.— Relph  (J.)  On  the  Yellow  Bark,  8vo,  Lond.  1792. 

— ■—  Skeete  (T.)  On  the  Quilled  and  Red  Bark,  8vo.  Lond.  1786. 

Clemahs.—Slordi  (A.)  De  Flammula  Jovis,  sive  Clematide  Erecta,et  de 

Dictamno  Albo,  Bvo,  Vindob.  I7G9. 
Creosote— Cormack  (J.  R.)  A  Treatise  on  ti.e  Chemical,  Medicinal,  and 

Physioloffical  Properties  of  Creosote,  8vo,  Ediu.  1836. 
 Migiiet  (E.)  Recherches  Chimiques  et  Medicales  sur  la  Creosote. 

8vo,  Paris,  1834. 
Dictamniis —  Fid.  Clematis. 

Digitalis.— Fen-'mv  (J.)  On  the  Medical  Properties  of  the  Digitalis  Pur- 
purea, Svo,  Manchester,  1799.  " 
 Hamilton  (W.)  On  Digitalis,  Svo,  Lond.  1807. 

 Morries  (J.  D. )  Observations  on  the  Chemical  and  Physiological 

Properties  of  the  Empyreumatic  Oils  of  Fo.xglove,  Henbane,  aud'To- 
bacco,  Svo,  Edin.  f  2  cojnes.J 

  Withering  (W.)  Account  of  the  Foxglove,  and  some  of  its  Medical 

Uses,  Svo,  Birmingham,  1785. 

Elaterium. — Morries  (J,  D.)  On  the  Analysis  of  Elaterium  and  its  Ac- 
tive Principle,  Svo,  Edin. 

Eupatorium. — Anderson  (J.)  On  the  Eupatoriura  Perfoliatum  of  Lin- 
naeus, Svo,  New  York,  1813. 

Guaiaciim. — Brassavolus  (A.  M.)  Vid.  CliincB  Radix. 

 Ferrandus  (C.)  De  Ligno  Guaiaco,  ext.  in  Luisin.  Aphrod.  p.  355 

et  358. 

 Ferrius  (A.)  De  Ligno  Sancto,  ext.  in  Luis.  Aphrod.  p.  404'. 

 Gallus  (A.)  De  Ligno  Sancto,  ext.  in  Luis.  Aphrod.  p.  455. 

Helminthocorton. — Schwendimann  (P.  J.)  Historia  Helminthocorti,  Svo, 
Argent.  1780.  ext.  in  Frank.  Delect.  Tom.  XII.  p.  208. 

Hemlock. — Oataker  (T.)  On  the  Use  of  Hemlock,  ext.  in  Essays  on  Me- 
dical Subjects,  Svo,  Liverpool,  1764. 

Hirudo. — Johnson  (J.  R.)  On  the  Medicinal  Leech,  Svo,  Lond.  1816. 

Hyoscyamus. —  Vid.  Stramonium,  Storck  (A.),  and  Digitalis,  Morries 
(J.  D.) 

Jce.^Schroeder  (J.  G.)  De  Glacie  Medicamine,  Gott.  1789.  ext.  in 
Brose  Collect.  Dissertat.  Gott.  Tom.  I.  Part.  HI. 

Iodine. — Gairdner  (W.)  Essay  on  the  Eflfects  of  Iodine  on  the  Human 
Constitution,  8vo,  Lond.  1824. 

Iron. — Mindererus  (R.)  De  Calcantho,  4to,  Aug.  Vind.  1617. 

Xea«/.— Goulard  (W.)  On  Lead,  12mo,  Lond.  1775. 

 Lamb  (W.)  On  the  Properties  of  Spring  Water,  with  Medical  Cau- 
tions against  the  Use  of  Lead,  Svo,  Lond.  1803. 

Lime. —  Vid.  Magnesia. 

Lime  Water. —  Vid.  Uva  Ursi. 

Blagncsia. — Glass  (T.)  Examination  of  Mr.  Henry's  Strictures  on  Glass' 

Magnesia,  Svo,  Lond.  1784. 

 Henry  (T.)  On  Magnesia,  Quicklime,  Fixed  Air,  &c.  Svo,  Lond.  1773. 

ifferrarj/.— Francis  (J.  W.)  On  Mercury,  Svo,  New  York,  181 1. 

 Gataker  (T.)  On  the  Use  of  Corrosive  Sublimate,  ext.  in  Essays  on 

Medical  Subjects,  Svo,  Liverpool,  1764. 
 Hoya  (A.  de)  De  Quibusdam  Mercurii  Prseparatis,  Gott.  1791.  ext. 

in  Brose  Coll.  Diss.  Gott.  Tom.  L  Part.  HL 

 Hey  (G.)  On  the  Effects  of  Mercury,  Svo,  Lond.  1747. 

 Maywood  (R.)  Essay  on  the  Operation  of  Mercury,  Svo,  Loud. 

1787. 

 Philip  (A.  P.  W.)  On  the  Influence  of  Minute  Doses  of  Mercury, 

12nio,  Lond.  1834. 
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jMercury.—VhncU  (J.  J.)  New  Mode  of  giving  Mercury,  8vo,  Lond.  1768. 
Misletoe. —  Vid.  Viscurn.  ,  i 

Morphia.— Rohevtsou  (M.)  On  the  Medicinal  Effects  of  the  halts  of 

Morphia,  with  the  Method  of  Preparing  them,  8vo,  Ediii. 

Moxa.  Boyle  (J.)  On  the  Application  of  Moxa,  Bvo,  Lond.  1826. 

 Larrey  (Le  Baron  D.  J.)  On  the  Use  of  the  Moxa,  translated,  with 

a  History  of  the  Suhstance,  by  R.  Dunglisson,  8vo,  Land.  182^. 
 Valentinus  (M.  B.)  Historia  Moxte  cum  Meditationibus  de  Podagra, 

12mo,  Lugd.  Bat.  1686. 

 Wallace  (W.)  On  the  Action  of  Moxa,  Bvo,  Dublin,  1827. 

Oil.  Trinder  (W.  M.)  On  the  Applicatioirof  Oil  to  the  Human  Body, 

8vo,  Lond.  1797. 

Opium.— Clump  (S.)  On  the  Nature  and  Properties  of  Opium,  8vo,  Lond. 
1793. 

 De  Quincy  (T.)  Confessions  of  an  English  Opium  Eater,  2d  Edit. 

12mo,  Lond.  1823. 

 Jones  (J.)  Mysteries  of  Opium  revealed,  8vo,  Lond.  1701. 

 Philip  (A.  W.)  Experimental  Essays  on  the  Action  of  Opium,  8vo, 

Edin.  1795. 

 Tralles  (B.  L.)  De  Usu  Opii,  4to,  Vratislav.  1757. 

 Young  (G.)  Treatise  on  Opium,  8vo,  Lond.  1753. 

Oxygen. — Alyon,  Essai  sur  les  Proprietes  Me'dicinalcs  de  TOxigene, 
8 vo,  Paris,  1796. 

Phosphorus. — Barchwitz  (M.  A.)  De  Phosphori  Urinarii  Usu  Medico 

Interno,  Halae  Magd,,  ext.  in  Sandifort.  Thesaur.  Tom.  I.  p.  159. 
Pulsatilla. — Storck  (A.)  De  Pulsatilla  Nigricaute  sive  Auemone  Pra- 

tensi,  8vo,  Vindobon.  1771.  f2  copies. J 
Ranunculus. — Kr.apf  (C.)   Experimeuta  de  llanunculorum  Venenata 

Qualitate,  12mo,  Viennaj,  1766. 
Rhus. — Alderson  (J.)  On  the  Rhus  Toxicodendron,  8vo,  Hull,  1793. 
Salix. — Wilkinson  (G.)  On  the  Salix  Latifolia,  8vo,  Newcastle,  1803. 
Sanguinaria — Bird  (F.)  On  the  Saiiguinaria  Canadensis  of  Linnaeus, 

8vo,  New  York,  1822. 
Scorzonera. — Fehr  (J.  M.)  Anchora  Sacra,  12mo,  Jense,  1670. 
Senna. —  Vid.  Cassia. 

Solanum — Gataker  (T.)  On  the  Use  of  Solanum,  8vo,  Liverpool,  1757. 

 Essays  on  Medical  Subjects,  8vo,  Liverpool,  1764. 

Stramonium. — Storck  (A.)  On  the  Use  of  Stramonium,  Hyoscyamus, 

and  Aconitum,  trans,  from  the  Latin,  8vo,  Lond.  1763. 
 Experimenta  et  Observationes  circa  Nova  sua  Medicamenta, 

8vo,  Vindobon.  1765. 
(Swcdnwm.— Nenforn  (J.  G.  S.  de)  De  Succino,  Lugd.  Bat.  1760,  ext.  in 

Sandifort.  Thesaur.  Tom.  1. 
Sugar.— Moscly  (B.)  On  Sugar,  &c,  8vo,  Lond.  1800. 
 Rollo  (J.)  Two  Cases  of  Diabetes  Mellitus,  with  Observations  on 

the  Use  of  Acids,  &c.  in  Lues  Venerea,  and  on  Sugar,  by  W.  Cruick- 

shank,  2  vols.  8vo,  Lond.  1797. 
 The  same  book,  2d.  Edit.  8vo,  Lond.  1798. 

Tar  Water. — Berkeley  (G.  Bp.  of  Cloyne)  Siris — or  an  Inquiry  into 

the  Virtues  of  Tar  Water,  Bvo,  Lond.  1744. 
 Crichton  (A.)  Relation  de  quelques  Expt^riences  avec  la  Vapeurdu 

Goudron  dans  le  Traitement  de  la  Phthisic  Pulmonaire,  trad  de 

1' Anglais,  8vo,  St.  Petersbourg,  1817. 
2'o6acco.— Merries  (J.  D.)  Vid.  Digitalis. 

 Neandcr  (J.)  Traite  de  Tabac,  de  sa  Preparation,  et  de  son  UsaTc 

traduit  par  B.  Vincent,  8vo,  Lyon,  1625.  " 
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Tobacco.— Talhum  (W.)  Essay  on  Tobacco,  8vo,  Lond.  1800. 

Uva  Ursi.—G'mu-di  (M.)  De  Uvu  Ursi,  ejnsquo  et  AquiB  Calcis  Vi 

Lithontriptica,  12rao,  Patav.  1764'.  C2  copies. J 
Viper.— SpuHtoiwis  (J.  B.)  Conechidnelo-na,  Pulv.  Viper.  Discursus,  4to 

Romfe,  1048.  ' 
FzscMm.— Colbatch  (Sir  J.)  On  the  Misletoe,  8vo,  Lond.  1725. 
Xanlhorrcea.— Kite  (C.)  Essay  on  Submersion,  and  on  the  Yellow  Resin 

of  Botany  Bay,  &c.  8vo,  Loud.  1795. 

b.  Classes  oj"  Remedies. 

Acids. — Farr  (S.)  On  the  Medical  Virtues  of  the  Acids,  8vo,  Lond.  17G0. 
Airs,  Factitious.— BeMoes  (T.)  and  Watt  (J.)  On  Factitious  Airs,  in 

3  parts,  3  vols.  8vo,  Bristol,  1794-96. 

 The  same  book,  parts  1  and  2,  2d  Edit.  8vo,  Bristol,  1795. 

 Cavalio  (T.)  On  the  Medicinal  Properties  of  Factitious  Airs,  8vo, 

Lond.  1798. 

•        Pearson  (R.)  On  the  Medicinal  Properties  of  the  Different  Kinds 

of  Air,  8vo,  Birmingham,  1795. 
Antiseptics. — Boissieu  (M.  de)  Sur  le  Antiseptiques,  8vo,  Dijon,  1769. 

 Bordenave  (M.)  Sur  le  Antiseptiques,  8vo,  Dijon,  1769. 

 Godart — Sur  les  Antiseptiques,  8vo,  Dijon,  1769. 

Antispasmodics. — Godar  (G.  L.)  Dissertation  sur  les  Antispasmodiques, 

8vo,  Paris,  1764. 

Aromatics. — Garcia  (D.)  Dei  Simplici  Aromati  pertinenti  all'  uso  della 

Medicina,  8vo,  Venet.  1589. 
Disinfectants. — Alcock  (T.)  On  Chlorurets  of  Soda  and  Lime,  as  Disin- 
fecting- Agents,  8vo,  Lond.  1827. 
— —  Henry  (W.)  Experiments  on  the  Disinfecting  Powers  of  Increased 

Temperatures,  8 vo,  Lond.  1831. 
— —  Smyth  (J.  C.)  Experiment  to  determine  the  Effect  of  Nitrous  Acid 

in  Destroying  Contagion,  8vo,  Loud.  1796. 
 On  the  Effect  of  Nitrous  Vapour  in  Preventing  and  Destroying 

Contagion,  8vo,  Lond.  1799. 
Enemata. — Meyer  (J.  C.)  De  Clysmatibus,  8vo,' Gott.  1786,  ext.  in 

Frank.  Delect.  Tom.  IX.  p.  146. 

 Idem  liber,  ext.  in  lirose  Collect.  Diss.  Gott.  Tom.  II.  part  I. 

 Read  (J.)  On  the  Utility  of  the  Improved  Patent  Syringe,  8vo, 

Lond.  1824. 

 A  Vindication  for  his  Patent  Syringe,  8vo,  Lond.  1826. 

Lithontriptics. — Home  (R.)  On  the  Efficacy  and  Innocency  of  Solvents, 
8vo,  Lond.  1783. 

Purgatives. — Hamilton  (J.)  Observations  on  Purgative  Medicines,  8vo, 
Edin.  1805. 

 The  same  book,  3d  Edit.  8vo,  Edin.  1809. 

 Ruffus  (E.)  De  Medicamentis  Purgantibus,  &c.  ext.  in  Med.  Art. 

Princip.  Tom.  I. 

Specifics.— Boyle  (Hon.  R.)  Experimenta  circa  Mechanicum  particu- 
larium  qualitatum  originem,  et  de  Remediis  Specificis,  12mo,  Lond. 
1692. 

Stimuli.— Woo^L  (J.)  On  the  Effects  on  the  Human  Body  of  the  Appli- 
cation and  Abstraction  of  Stimuli,  8vo,  Loud.  1793. 

c.  Mineral  Waters. 

(V\d.  Natural  History,  Part  11.  Chap  ?,) 
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III.  PHARMACY. 


A.  GENERAL  AND  ELEMENTARY  TREATISES. 

Baume  (A.)  Elemens  de  Pharmacie  Tlieorique  et  Pratique,  8vo,  Paris, 
1762. 

Brande  (W.)  Manual  of  Pharmacy,  8vo,  Lond.  1825. 

Dale  (S.)  Pharmacologia,  4to,  Lugd.  Bat.  1739. 

Dossie  (R.)  Chirurjjical  Pharmacy,  8vo,  Lond.  1761. 

Edwards  and  Vavasseur  (MM.)  Manual  of  Materia  Medica  and  Phar- 
macy, translated  by  Davies,  8vo,  Lond.  1831. 

Falopia  ( — )  Secret!  Diversi  et  Miracolosi,  12mo,  Venet.  1585. 

(A.  L.  A.)  Cours  d'Histoire  Naturelle  Pharmaceutique ;  ou  Histoire 
des  Substances  usitees  dans  la  Therapeutique,  les  Arts,  et  I'Economie 
Domestique,  2  torn.  8vo,  Paris,  1828. 

Keup  (J.  B.)  Manuale  Pharmaceuticum,  8vo,  Stend.  179.3, 

Lagrange  (B.)  Cours  d'Etude  Pharmaceutique,  4-  torn.  8vo,  Paris,  1795. 

Monro  (D.)  On  Pharmaceutical  Chemistry  and  Materia  Medica,  3  vols. 
8vo,  Lond.  1708. 

Murray  (J.  A.)  Apparatus  Medicaminum,  6  torn.  8vo,  Gott.  1776. 

Murray  (J.)  Materia  Medica  and  Pharmacy,  2  vols.  8vo,  Edin.  1804. 

 The  same  book,  2d  Edit.  2  vols.  8vo,  Edin.  1810. 

 The  same  book,  5th  Edit.  2  vols.  8vo,  Edin.  1828. 

Nisbet  ( VV.)  Edinburgh  School  of  Medicine,  4.  vols.  12mo,  Lond.  1802. 

Orfila  (M.  P.)  Ele  mens  de  Chimie  Medicale,  2  torn.  8vo,  Paris,  1817. 

Paris  (J.  A.)  Pharmacologia,  12mo,  Lond.  1812. 

 The  same  book,  5th  Edit.  2  vols.  8vo,  Lond.  1822. 

  Elements  of  Medical  Chemistry,  8vo,  Loiid.  1825. 

Scribonius  (L.)  De  Compositione  Medicamentorum,  ext.  in  Medic.  Art. 
Princ.  Tom.  II. 

Wallerius  (J.  G.)  Disputationes  Academicse,  8vo,  Holm.  1780. 
Wedelius  (G.  W.)  Pharmacia  Acroamatica,  4to,  Jense,  1686. 
Willis  (T.)  Pharmaceutica  Rationalis,  Pars  II.  12mo,  Hagie,  1677. 

(For  Journals,  Dissertations,  &c.  connected  with  this  subject,  Vid,  Part  IV.  Chap.  G.) 


B.  WORKS  ON  PARTICULAR  DEPARTMENTS  OF  PHARMACY. 

a.  Medicinal  Preparations. 

Anonymous  Remarks  on  Dr.  Henry's  Improved  Method  of  Prepariuf 

Magnesia  Alba,  8vo,  Lond.  N.  D. 
Deschamps  (M.)  Memoire  sur  les  Extraits,  8vo,  Paris,  1799. 
Dousingius  (A.)  Pulveris  Sympathetic!  Examen,  12mo,  Groning.  1662. 
Ferrius  (A.)  Do  Vino  ex  Ligno  Sancto,  ext.  in  Luis.  Aphrod.  p.  446. 
Gausbrand  (J.  F.)  De  Acidor  um  Dulcificatione,  8vo,  Helm.  1782,  ext.  in 

Frank.  Delect.  Tom.  II.  p.  217. 
Grisberg  (.1.  O.)  De  Spiritu  Vini  Mercuriali,  Upsal.  1760,  ext.  in  Sandi- 

fort.  Thcsaur.  Tom.  II. 
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Hoya  (A.  De)  De  Quibusdam  Mercurii  Prseparatis,  Gott.  1791,  ext.  in 

Broso  Collect.  Dissertat.  Tom.  I.  Part.  III. 
Jones  (E.  G.)  On  the  Eau  Medicinale  d'lliisson  ia  the  Cure  of  Gout. 

12mo,  Lond.  1810. 
Linden  (W.)  Letter  to  Dr.  P.  Shaw,  concerning  an  Improvement  in  the 

Black  Epileptical  Powders,  8vo,  Lond.  1746. 
Robertson  (M.)  On  the  Medicinal  Effects  of  the  Salts  of  Morphia,  with 

the  Method  of  Preparing-  them,  8vo,  Edin.  1830. 
Weber  (J.  C.)  Liquor  Stypticus,  12mo,  Vratislav.  1689. 
Witting  (C.  F.)  De  Tartaro  Emetico,  Gott.  1788,  ext.  in  Frank.  Delect. 

Tom.  VIL 


b.  Pliarmacopoeias,  Dispensatories,  Sec. 

*  a.  Of  Known  Authors. 

Berkenhout  (J.)  Pharmacopoeia  Medici,  8vo,  Lond.  1782. 
Duncan  (A.)  Edinburgh  New  Dispensatory,  8vo,  Edin.  1816. 

 The  same  book,  11th  Edit.  8vo,  Edin.  1826. 

 The  same  book,  12th  Edit.  8vo,  Edin.  1830. 

 Supplement  to  the  Edinburgh  Dispensatory,  8to,  Edin.  1829. 

Fox  (E.)  Formulse  Medicamentorura  Selectae,  8vo,  Lond.  1777. 
Gaubius  (H.  D.)  De  Formulis  Medicamentorum,  8vo,  Lugd.  Bat.  1752. 
Haden  (C.  T.)  Translation  of  Magendie's  Formulary  for  the  Preparation 

and  Employment  of  several  New  Remedies,  12mo,  Lond.  1824. 
Herwigius  (C.  P.)  Selectus  Medicamentorum,  12mo,  Jenae,  1771. 
Hofmann  (C.)  De  Medicamentis  OflBcinalibus,  4to,  Jenae,  1686. 
Jourdan  (A.  J.  L.)  Pharmacopee  Universelle,  8vo,  Paris,  1828. 
Junckerus  (J.)  Conspectus  Formularum  Medicarum,  4to,  Magd.  1730. 
Klein  (D.  G.  L.)  Selectus  Rationalis  Medicaminum,  12mo,  Francof.  1782. 
Lagrange  (J.  L.)  Dispensaire  Pharraaco-Chimique,  8vo,  Paris,  1813. 
Mons  (Van)  Pharmacopee  Manuelle,  8vo,  Bruxelles,  1801. 
Page  (J.)  Receipts  for  Preparing  the  Principal  Medicines  made  use  of  by 

the  late  Mr.  Ward,  8vo,  Lond.  1763. 
Pemberton  (H.)  Dispensatory  of  the  Royal  College  of  Physicians  in 

London,  8vo,  Lond.  1751. 
Phillips  (R.)  Translation  of  the  Pharmacopoeia  of  the  Royal  College  of 

Physicians  in  London,  8vo,  Lond.  1824. 
Quin  (J.  F.)  Pharmacopoeia  Homceopathica,  8vo,  Lond.  1834. 
Quincy  (J.)  Dispensatory,  11th  Edit.  8vo,  Lond.  1739. 
Ratier  (F.  S.)  Formulaire  Pratique  des  Hopitaux  civiles  de  Paris,  12mo, 

Paris,  1825. 

Rotheram  (J.)  New  Edinburgh  Dispensatory,  8vo,  Edin.  1797. 
Schroeder  (J.)  Pharmacopoeia  Medico-Chemica,  Edit.  4ta,  4to,  Lugd.  Bat. 
1656. 

 Idem  liber,  8vo,  Lugd.  Bat.  1672. 

Scientia  (G.)  Maravigliosi  Secret!  di  Medicina  et  Chirurgia,  &c.  12mo, 
Venet.  1586. 

Spens  (T.)  Pharmacopoeia  Nosocomii  Regii  Edinensis,  12mo,  Edm.  1810. 
Spuntonus  (J.  B.)  Remediorum  Centuria,  4to,  Romse,  1648. 
Theobald  (J.)  New  Dispensatory,  8vo,  Lond.  1749. 
Thomson  (A.  T.)  London  Dispensatory,  8vo,  Lond.  1815. 
 The  same  book,  5th  Edit.  8vo,  Lond.  1830. 

— —  Conspectus  of  the  Edinburgh,  London,  and  Dublin  Pharmacopoeias, 
12mo,  Lond.  1816. 
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Trillerus  (D.  W.)  Dispensatoriutn  Pharmaceuticum  Universale,  4to, 
Francof.  1764. 

Vitet  (M.)  Pharmacopee  de  Lyon,  4to,  Lyon,  177H.  A„«n.-.,i;..; 
Zwelfer  (J.)  Pharmacopoeia  Augustana  Reformata  cum  varus  Appendici- 
bus,  4to,  Dordrecbt,  1672. 

*  b.  National  Phannacopaias. 

Pharmacopoeia  Austriaco-Provincialis  emendata,  8vo,  Vienn.  1794;. 
Pharmacopoeia  Bavarica,  8vo,  Monachii,  1822. 

Pliarmacopoeia  Borussica,  4to,  Berolin.  1799.  a  \ikk 

Pharmacopoeia  CoUegii  Regalis  Medicorum  Edinensis,  8vo,  Koteroa.  i  too. 

Idem  liber,  8vo,  Edin.  1783. 

 8vo,  Edin.  1792. 

 8vo,  Edin.  1803. 

 12mo,  Edin.  1813. 

 8 vo,  Edin.  1817.  j 

Pharmacopoeia  Collegii  Regalis  Medicorum  Londinensis,  4to,  Lend.  174fe. 

Idem  liber,  4to,  Lond.  1788. 

 18mo,  Lond.  1809. 

 8vo,  Lond.  1815. 

 8vo,  Lond.  1824. 

Pharmacopoeia  Danica,  4to,  Hafniae,  1805. 
Pharmacopoeia  Genevensis,  8vo,  Genev.  1780. 
Pharmacopoeia  Londinensis,  fol.  Lond.  1650. 
Pharmacopoeia  Parisiensis,  4to,  Paris,  1748. 
Pharmacopoeia  Rossica,  8vo,  Petrop.  1803. 
Pharmacopoeia  Suecica,  8vo,  Holm.  1775. 

Idem  liber,  Edit.  3tia,  Holm.  1784. 
Pharmacopoeia  of  the  United  States  of  America,  8vo,  Boston,  1820. 

§  Commentaries  on  the  Pharmacopoeias. 

Barker  (F.)  and  Montgomery  (W.  F.)  Observations  on  the  Dublin 

Pharmacopoeia,  8vo,  Dublin,  1830. 
Browne  (R.)  Prosodia  Pharmacopoeorum,  12mo,  Lond.  1685. 
Phillips  (R.)  Examination  of  the  London  Pharmacopoeia,  8vo,  Lond.  181 1. 
 Remarks  on  the  Editio  Altera  of  the  same  Work,  and  on  Dr.  Powell's 

Translations  and  Annotations,  8vo,  Lond.  1816. 


c.  On  the  Adulteration  of  Medicines. 

Benancius  (L  )  Declaratio  Fraudum  et  Errorum  apud  Pharmacopoeios 

cura  Thom.  Bartholin.,  12mo,  Franc.  1671. 
Fourcroy  (M.  De)  L'Art  de  connoitre  les  Medicamens,  2  torn.  12mo, 

Paris,  1785. 

Sande  (J.  B.  V.)  La  Falsification  des  Medicamens  D^voilee,  8vo, 
La  Haye,  1784. 
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IV.  THERAPEUTICS. 


A.  GENERAL  THERAPEUTICS. 


Actuarius  (Jo.)  De  Methodo  Medendi,  &c.  ext.  in  Medic.  Art.  Princ. 
Tom.  II.  p.  1. 

Alexander  (W.)  Experimental  Essays,  8vo,  Lond.  1768. 

Alibert  (J.  L.)  Nouveaux  Elemens  de  Therapeutique  et  de  Matiere 

Me'dicale,  2  torn.  8vo,  Paris,  1817. 
Bayle  (A.  J.  L.)  Bibliotheque  de  Therapeutique,  3  torn.  6to,  Paris, 

1828-35. 

Carl  (J.  S.)  Praxeos  MedicsB  Therapia,  4to,  Halse,  1718. 

Cartheuser  (J.  F.)  Fundamenta  Pathologije  et  Therapiae,  2  torn.  8vo, 

Franc,  ad  Viadr.  1783. 
Chapman  (N.)  Discourses  on  the  Elements  of  Therapeutics  and  Materia 

Medica,  2  vols.  8vo,  Philadelphia,  1817-19. 
Damascenus  (J.)  De  Arte  Curandi,  Libri  7,  Basil.  174'3. 
Duncan  (A.)  Elements  of  Therapeutics,  8vo,  Edin.  1770. 
 The  same  book,  2d  Edit.  8vo,  Edin.  1773. 

Frank  (J.  P.)  De  Virtutibus  Corporum  Naturalium  determinandis,  Ticini, 

1789,  ext.  in  Frank.  Delect.  Tom.  VII.  p.  189. 

 Ejusdem  Dissertationis  Pars  Aitora,  ext.  ibid.  Tom.  VIII.  p.  177. 

Giraudy  (C.)  Traite  de  Therapeutique  Generale,  8vo,  Paris,  1816. 
Hahnemann  (S.)  Organon  de  I'Art  de  Guerir,  traduit  par  Brunuois,  8to, 

Dresde,  1824. 

Home  (F.)  IMedical  Facts  and  Experiments,  8vo,  Lond.  1759. 

 Clinical  Experiments,  Dissections  and  Histories,  8vo,  Lond.  1784. 

Ingenbousz  (J.)  ftliscellanea  Physico- Medica,  cura  Scherer,  8vo,  Viennae, 
1795. 

Junckerus  (J.)  Conspectus  Therapeise  Generalis,  4to,  Hal.  Madg.  1736. 

Ludvvig  (C.  J.)  Institutiones  Therapeiae,  8vo,  Lipsise,  1754. 

Macbride  (D.)  Experimental  Essays  on  Medical  and  Philosophical  Sub- 
jects, 2d  Edit.  8vo,  Lond.  1767. 

Merat  (F.  V.)  et  De  Lens  (A.  J.)  Dictionnaire  Universel  de  Matie're 
Medicale,  et  de  Therapeutique  Ge'nerale,  6  tom.  8vo,  Paris,  1829-34. 

Paradys  (N.)  De  Therapeutices  Studio,  4to,  Lugd.  Bat.  1784. 

Parry  (C  H.)  Elements  of  Pathology  and  Therapeutics,  Vol.  I.  8vo, 
Bath,  1815.  f2  copies.) 

Piso  (H.)  Methodus  Medendi,  4to,  Patav.  1726. 

Schelhamerus  (G.  C.)  Ars  Medendi  Universa,  3  tom.  4to,  Wismar.  1747. 
Schlegel  (J.  C.  T.)  Thesaurus  Pathologico-Therapeuticus,  Tom.  I.  8vo, 
Lips.  1789. 

Thomson  (A.  T.)  Elements  of  Materia  Medica  and  Therapeutics,  2  vols. 
8vo,  Lond.  1832-33. 
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B.  SPECIAL  THERAPEUTICS. 


a.  General  Treatises. 

Le  Bon  (J.)  Therapeia  Puerperaruui,  ext.  in  Spacli.  Gynsec.  p.  394. 
Quarin  (J.)  Do  Curandis  Febribus  et  Inflammatiombus,  8vo,  Viennse, 
1781 

Tommasini  (G.)  Del  Metodo  di  curare  dell'  Insegnamento  Medico- 
Clinico,  e  di  Alcuui  Stabilimenti  di  Pubblica  Beneficenza,  osservati  m 
Inghilterra,  8vo,  Bologn.  1821. 

Tprti  (F.)  Therapeutice  Specialis,  ito,  Lipsise,  1750. 

_  Idem  liber,  1756. 


b.  Works  on  the  Use  of  Particular  Remedies. 


Acid,  Carbonic— Doh&ovi  (M.)  Medical  Commentary  on  Fixed  Air,  8vo, 

Chester,  1779. 
 The  same  book,  3d  Edit.  8vo,  Lond.  1787. 

 Ewart  (J.)  History  of  two  Cases  of  Cancer  of  the  Mamma,  treat- 
ed by  Carbonic  Acid,  8vo,  Bath,  1794. 
 Hydrocyanic. — EUiotson  (J.)  On  the  Efficacy  of  Hydrocyanic  Acid 

in  Affections  of  the  Stomach,  Svo,  Lond.  1820. 
 Granville  (A.  B.)  Further  Observations  on  the  Internal  Use 

of  the  Hydrocyanic  Acid  in  Pulmonary  Complaints,  Svo,  Lond.  1819. 
—  Magendie  (F.)  Sur  I'emploi  de  I'Acide  Prussique  dans  le  Traite- 

ment  des  Maladies  de  Poitrine,  &c.  8vo,  Paris,  1819. 
 Manzoni  ^J.  A.)  De  Prsecipuis  Acidi  Prussici  et  Aquse  coho- 

batae  Laurocerasi  Medicis  Facultatibus,  4to,  Patav.  1818. 
 Nitrous. — Beddoes  (T.)  Collection  of  Testimonies  Respecting  the 

Treatment  of  the  Venereal  Disease,  bj'  Nitrous  Acid,  8vo,  Loud.  1799, 
 Communications  on  the  Use  of  Nitrous  Acid  in  Syphilis, 

8vo,  Lond.  1800. 
Aconitum. — Vid.  Stramonium. 

Affusion,  Cold. — Jackson  (R.^  On  Cold  Affusion,  Cold  Drink  and  Ges- 
tation in  Fevers,  8vo,  Edin.  1808. 

Antimony. — Kerckringius  (T.)  Commentarius  in  Currum  Triumphalem 
Antimonii,  12mo,  Amstelod.  1671. 

 Suchten  (A.  Van)  Secrets  of  Antimony,  18mo,  Lond.  1670. 

Aqua  Calcis. —  Vid.  Uva  Ursi. 

^rntca.— Collin  (J.)  Arnicse  in  Febribus  et  aliis  Morbis  putridis  Vires, 

Pars  5ta,  8vo,  Viennie,  1775. 
.Arsenic— Fowler  (T.)  Medical  Reports  on  the  Effects  of  Arsenic  in  the 

Cure  of  Agues,  &c.  8vo,  Lond.  1786. 
 Marshall  (J.)  On  Arsenic,  considered  as  a  Poison  and  as  a  Medicine, 

&c.  Svo,  Lond.  1817. 
Aurantii  Fo^ia.— Hannes  (C.  R.)  De  Epileptico  Aurantii  foliis  servato. 

Lips.  1766,  ext.  in  Sandifort.  Thesaur.  Tom.  IIL 
Bark,  Angustura.—QTAXii,<i  (A.  E.)  Experiments  and  Observations  on  the 

Angustura  Bark,  Svo,  Lond.  1783. 
Bath  Waters.— VvXconav  (  W.)  Dissertation  on  Ischias,  and  on  the  Effects 

of  the  Bath  Waters  on  this  Disease,  Svo,  Lond.  1805. 
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Belladoma.— Munch  (B.  F.)  Dc  Belladonna  Efficaci  in  Rabie  Canina 

Remedio,  Gott.  ext.  in  Frank.  Delect.  Tom.  I. 
 Timmerman  (T.  G.)  Pei  iculura  Medicum  Belladonnje,  Rintel.  1765, 

ext.  in  Sandifort.  Thesaur.  Tom.  III. 
Buxton  TFa<er.— Denman  (T.)  On  the  Effects  of  Buxton  Water  in 

Fever,  8vo,  Lond.  J  793. 
Camphor.— Bell  (B.)  On  the  Use  of  Camphor  and  Hyoscyamus  in 

Gonorrhoea,  8vo,  Edin.  1826. 
 Further  Remarks  on  the  Use  of  Camphor  and  Hyoscyamus 

in  Affections  of  the  Bladder,  &c.  8vo,  Edin. 
 Kosegarten  (D.  A.  F.  G.)  De  Camphora,  Gott.  1785,  ext.  in  Frank. 

Delect.  Tom.  III.  p.  27. 
 Lysons  (D.)  On  the  Use  of  Camphor  and  Calomel  in  Fevers,  Bvo, 

Lond.  1771. 
 The  same  book,  2d  Edit.  1783. 

Cantharides. — Forsten  (R.)  De  Cantharidum  Historia  Chemica  et  Medi- 

ca,  8vo,  Arg-entor.  1775. 
 Greenfield  (J.)  Treatise  on  the  Internal  Use  of  Cantharides,  8vo, 

Lond.  1706. 

 Roberton  (J.)  On  the  Powers  of  Cantharides  when  used  internally, 

8vo,  Edin.  1806. 

Cassia. — CoUadon  (L.  T.  F.)  Histoire  Naturelle  et  Medicale  des  Casses, 
et  des  Senes  employes  en  Medecine,  4to,  Montpel.  1816. 

Castor. — Francus  (J.)  Castorologia,  12mo,  Aug.  Vind.  1685. 

 Marius  (J.)  Castorologia,  a  J.  Franco  edit.  Aug.  Vindel.  1685. 

Caustics, — Gataker  (T.)  On  the  Use  of  Caustics  in  Cancer,  ext.  in  Essays 
on  Medical  Subjects,  8vo,  Liverpool,  1764). 

Cautery,  Actual. — Valentin  (L.)  M^moires  sur  les  bons  Effets  du  Cau- 
tere  Actual,  8vo,  Nancy,  1815. 

 Begbie  (J.)  On  the  Actual  Cautery,  8vo,  Edin,  1822. 

ChincB  Radix. — Brassavolus  (A.  M.)  De  Morbo  Gallico,  Quaestiones  de 
Ligno  Sancto,  et  de  Rad.  Chinse  Usu,  ext.  in  Luis.  Aphrod.  p.  658. 

 Cardanus  (H.)  De  Chinse  Radice,  ext.  ibid.  p.  755. 

 Vesalius  (A.)  De  Radice  Chinae,  ext.  ibid,  p  206. 

 De  Modo  Propinandse  Chinse,  ext.  ibid.  p.  580. 

Chlorine. — Wallace  (W.)  Researches  respecting  the  Medical  Powers 
of  Chlorine,  particularly  in  Diseases  of  the  Liver,  8vo,  Lond.  1822. 

Cicuta. — Gataker  (T.)  On  the  Use  of  Hemlock,  ext.  in  Essays  on  Me- 
dical Subjects,  8vo,  Liverpool,  1764'. 

  Rouppe   (L.)  De   Morbis  Navigantium  et  de  Extracti  Cicutse 

Effectu  in  Cancro,  8vo,  Lugd.  Bat.  1764.  ^2  copies.  J 
Storck  (A.)  Libellus  Secundus  de  Cicuta,  8vo,  Virid.  1761. 

 Wepfer  (J.  J.)  Historia  Cicutse  Aquaticse,  4to,  Basil.  1676, 

 Idem  liber,  4to,  Basil.  1716. 

Cmc/iona.— Blegny  (N.  de)  Le  Remede  Anglois  pour  la  Gue'rison  des 

Fievres,  12mo,  Paris,  1683. 

 Cocchius  (Ant.)  Vindicise  Corticis  Peruvianse,  8vo,  Lugd.  Bat.  1750. 

 Gravenhorst  (J.  A.  C.)  De  Cinchonae  Corticibus,  Gott.  1791,  ext.  in 

Brose  Coll.  Diss.  Gott.  Tom.  I.  Part  IIL 
 Irving  (R.)  On  the  Red  and  Quill  Peruvian  Bark,  8vo,  Edm.  1785. 

(2  copies.) 

 Lambert  (A.  B.)  On  the  Genus  Cinchona,  4to,  Lond.  1797. 

 Mautt  (J.  F.)  Dissertatio  de  Cortice  Peruviano,  Lugd.  Bat.  1768, 

ext.  in  Sandifort.  Thesaur.  Tom.  L 
 Rclph  (J.)  On  the  Yellow  Bark,  8yo,  Lond.  1792. 
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Cinchona—  Rigby  (E.)  On  the  Use  of  Red  Peruvian  Bark  in  Intermit- 

tents,  8vo,  Loud.  1783.  .     „   ,  .  ^ 
 Saunders  (W.)  On  the  Efficacy  of  Red  Peruvian  Bark  in  the  Cure 

of  Ao-ues,  3d  Edit.  Bvo,  Loud.  1783. 

 Skeete  (T.)  On  the  Quilled  and  Red  Bark,  Bvo,  Lond.  1786. 

Clematis.— Storck  (A.)  De  Flammula  Jovis,  sive  Clematide  Erecta,  et  do 

Dictamno  Albo,  Bvo,  Vindob.  1769. 
Cli77iate.— Clark  (J.  G.)  On  the  Influence  of  Climate  in  Curing  Diseases, 

8vo,  Lond.  1829, 

  Gregory  (J.)  Dissertatio  Inauguralis  de  Morbis  Coeli  rautatione 

Medendis,  12mo,  Edin.  1778. 

 Mansford  (J.  G.)  Inquiry  into  the  Influence  of  Situation  on  Pul- 
monary Consumption  and  on  the  Duration  of  Life,  Bvo,  Lond.  1818. 

Colcliicum. — Jones  (E.  J.)  On  the  Eau  Rydicinale  d'Husson  in  the  Cure 
of  Gout,  12rao,  Lond.  1810. 

Compression. — Balfour  (W.)  Observations  on  a  New  Mode  of  Curing 
Rheumatism,  &c.  Bvo,  Edin.  1816. 

 Butter  (J.)  On  the  Effects  of  Nitre  and  on  the  Compression  of 

Cancerous  Breasts,  8vo,  Edin.  1820. 

 Kellie  (G.)  Medical  Effects  of  Compression  by  the  Tourniquet,  Bvo, 

Edin.  1797. 

Cowhage. — Chamberlaine  (W.)  On  the  Efficacy  of  Cowhage  in  Worms, 
Bvo,  Lond.  1784. 

Creosote. — Cormack  (J.  R.)  A  Treatise  on  the  Chemical,  Medicinal,  and 
Physiological  Properties  of  Creosote,  Bvo,  Edin.  1836. 

 Miguet  (E.)  Recherches  Chiniiques  et  Medicales  sur  la  Creosote, 

Bvo,  Paris,  1834. 

Dictamnus —  Vid.  Cleinatis. 

Digitalis. — Beddoes  (T.)  Observations  on  the  Management  of  the  Con- 
sumptive,  on  Digitalis  Purpurea,  &c.  Bvo,  Lond.  1801. 

 Ferriar  (J.)  On  the  Medical  Properties  of  the  Digitalis  Purpurea, 

8vo,  Manchester,  1799. 

 Hamilton  (W.)  On  Digitalis,  Bvo,  Lond.  1B07. 

 Morries  (J.  D.)  Observations  on  the  Chemical  and  Physiological 

Properties  of  the  Empyreumatic  Oils  of  Foxglove,  Henbane,  and  To- 
bacco, Bvo,  Edin.  ('2  copies. J 

 Quin  (C.  W.)  On  Dropsy  of  the  Brain  and  on  the  Use  of  Digitalis 

in  Dropsies,  Bvo,  Lond.  1790. 

 Withering  ( W.)  Account  of  the  Foxglove,  and  some  of  its  Medical 

Uses,  Bvo,  Birmingham,  1785. 

Elaterium.—MoTYXGs  (J.  D.)  On  the  Analysis  of  Elaterium  and  its  Active 
Principle,  Bvo,  Edin. 

Electricity.— Birch.  (J.)  On  the  Use  of  Electricity  in  Amenorrhcea,  Bvo 
Lond.  1780. 

Eupatorium.—AndiBrsQU  (J.)  On  the  Eupatorium  Perfoliatum  of  Lin- 
naeus, Bvo,  New  York,  1813. 

jPnciion .—Bacot  (J.)  Observations  on  the  Use  and  Abuse  of  Friction 
8vo,  Lond.  1822.  ' 

Galvanism.— Ph\\\^  (A.  W.)  Experimental  Enquiry  into  the  Laws  of 
the  Vital  Functions,  with  practical  Applications,  &c.  Bvo,  Lond 
1817. 

 The  same  book,  3d  Edit.  8vo,  Lond.  1826. 

GoZd— Niel  (J.  G.)  Sur  les  Effets  des  Preparations  d'Or  dans  plusieurs 
Maladies  et  notamment  dans  les  Maladies  Syphilitinucs,  publ.  par 
J.  A.  Chrestien,  Bvo,  Paris,  1821.  '  ' 

Gwajacwm.— Brassavolus  (A.  M.)  Vid.  China  Radix. 
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Ouaiacum.~¥cmxiias  (C.)  De  Ligno  Guaiaco,  ext.  ia  Luisin.  Aphrod. 
p.  365  et  358.  ' 

 Ferrius  (A.)  De  Morbis  a  Capite  ad  Calcem  per  Lignum  Sanc- 
tum Curandis,  ext.  in  Luis.  Aphrod.  p.  415. 

 Ligno  Sancto,  ext.  in  Luis.  Aphrod.  p.  iO*. 

 Gallus  (A.)  De  Ligno  Sancto,  ext.  in  Luis.  Aphrod.  p.  455. 

IIelminthocorton.—SchweTidimaQn  (P.  J.)  Historia  Helminthocorti,  8vo, 
Argent.  1780.  ext.  in  Frank.  Delect.  Torn.  XII.  p.  208. 

Hirudo. — Johnson  (J.  R.)  On  the  Medicinal  Leech,  &vo,  Lond.  1816. 

Hyoscyamus. — BeU  (B.)  Vid.  Camphor. 

 Storck  (A.)  Vid.  Stramonium. 

Ice. — Schroeder  (J.  G.)  De  Glacie  Medicamine,  Gott.  1789.  ext.  in  Broso 

Collect.  Dissertat.  Tom.  I.  Part  HI. 
Injection.— BntiQT  (W.)  Method  of  Cure  for  the  Stone  by  Injections, 

12mo,  Edin.  1754. 

 Cribb  (W.)  On  the  Use  of  Injections  in  Gonorrhoea,  8vo,  Lond.  1773. 

 Foote  (J.)  Cases  of  Success  of  the  Vesica  Lotura  in  Diseases  of 

the  Bladder,  Svo,  Lond.  1798. 
 Warren  (J.)  Nouvelle  Methode  pour  Guerir  la  Gonorrhe'e,  12mo, 

Paris,  1771. 

Iodine. — Gairdner  (W.)  Essay  on  the  Effects  of  Iodine  on  the  Human 
Constitution,  Svo,  Lond.  1824. 

 Lugol  (M.)  Essays  on  the  Effects  of  Iodine  in  Scrofulous  Dis- 
eases, translated  by  O'Shaughnessy,  Svo,  Lond.  1831. 

 Manson  (A.)  Medical  Researches  on  the  Effects  of  Iodine  in  Bron- 

chocele,  &c.  Svo,  Lond.  1825. 

Iron. — Mindererus  (R.)  De  Calcantho,  4to,  Aug.  Vind.  1617. 

Iron,  Carbonate  of. — Carmichael  (R.)  On  the  Effects  of  Carbonate  of 
Iron  upon  Cancer,  Svo,  Dublin,  1806. 

Lead. — Goulard  (W.)  On  Lead,  12mo,  Lond.  1775. 

 Lamb  (W.)  On  the  Properties  of  Spring  Water,  with  Medical  Cau- 
tious against  the  Use  of  Lead,  Svo,  Lond.  1803. 

Lichen. — Regnault  (J.  B.)  On  the  Use  of  the  Lichen  Islandicus  in  Pul- 
monary Consumption,  Svo,  Lond.  1802. 

Lime  Water. —  Vid.  Uva  Ursi. 

Medicines. — Pearson  (J.)  On  the  Use  of  Various  Medicines  in  Lues 

Venerea,  Svo,  Lond.  1800. 
 The  same  book,  Svo,  Lond.  1807. 

 Shanon  (R.)  On  the  Medicines  used  in  the  Diseases  of  Europeans 

in  Hot  Climates.  Svo,  Philadelph.  1794. 
Mercury. — Butter  (J.)  Observations  on  the  Action  of  Mercury  in  the 

Cure  of  Venereal  Diseases,  Svo,  Edin.  1820. 
  Curry  (J.)  Examination  of  the  Prejudices  against  Mercury,  2d 

Edit,  Svo,  Lond.  1810. 
  Duncan  (A.  Sen.)  On  the  Operation  of  Mercury  in  Syphilis,  12mo, 

Edin.  1772. 

 ,  Ehrmann  (J.  F.)  Dissertatio  de  Hydrargyn  Praeparatorum  Inter- 

norum  in  Sanguinem  Effectibus,  Argent-  17C9,  ext.  in  Saudifort. 

Thesaur.  Tom.  I. 

 Francis  (J.  W.)  On  Mercury,  Svo,  New  York,  181 1. 

 Gataker  (T.)  On  the  Use  of  Corrosive  Sublimate,  ext.  vi  Essays  on 

Medical  Subjects,  Svo,  Liverpool,  1764. 
 Hamilton  (J.)  On  the  Use  and  Abuse  of  Mercurial  Medicines  m 

various  Diseases,  8vo,  Edin.  1819. 
 Hey  (G.)  On  the  Effects  of  Mercury,  Svo,  Lond.  1747. 
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Mercury.—  Hoiilston  (T.)  Ou  Poisons  and  on  the  Use  of  Mercury  in  Dy- 
sentery, 8vo,  Edin.  1787. 

 Hoya  (A.  de)  De  Quibusdam  Mercurii  Prseparatis,  Gott.  1791,  ext. 

in  Brose  Coll.  Diss.  Tom.  I.  Part  III. 

 Lysons  (D.)  Vid.  Camphor. 

 Mayvvood  (R  )  Essay  on  the  Operation  of  Mercury,  8 vo,  Lond.  1787. 

 Philip  (A.  P.  VV.)  Ou  the  luduence  of  Minute  Doses  of  Mercury, 

12mo,  Lond.  1834. 

 Plenck  (J.  J.)  New  Mode  of  giving  Mercury,  8vo,  Loud.  1768. 

 Wade  (J.  P.)  On  the  Eflfects  of  Emetics,  Purgatives,  Mercurials, 

and  Low  Diet,  in  the  Disorders  of  Bengal,  8vo,  Lond.  1792. 
Misletoe. —  Vid.  Viscum. 

Morphia. — Robertson  (M.)  On  the  Medicinal  Effects  of  the  Salts  of 

Morphia,  with  the  Method  of  Preparing  them,  8vo,  Edin. 

Moxa.  Boyle  (J.)  On  the  Apphcation  of  Moxa,  8vo,  Lond.  1826. 

 Larrey  (Le  Baron  D.J.)  On  the  Use  of  the  Moxa,  translated,  with 

a  History  of  the  Substance,  by  R.  Dunglisson,  8vo,  Lond.  1823. 
  Valentinus  (M.  B.)  Historia  Moxse  cum  Meditationibus  de  Podagra, 

12mo,  Lugd.  Bat.  IG86. 

 Wallace  (W.)  On  the  Action  of  Moxa,  8vo,  Dublin,  1827. 

Music. — Mojon  (B.)  Sur  I'Utilite  de  la  Musique,  traduit  par  Mugetti, 

8vo,  Paris,  1603. 
Nitre. — Butter  (J.)  Vid.  Compression. 

Oil. — Trinder  (W.  M.)  On  the  Application  of  Oil  to  the  Human  Body, 
8vo,  Lond.  1797. 

Opium. — Crump  (S.)  On  the  Nature  and  Properties  of  Opium,  8vo, 
Lond.  1793. 

 De  Quincy  (T.)  Confessions  of  au  English  Opium  Eater,  2d  Edit. 

12mo,  Lond.  1823. 

 Jones  (J.)  Mysteries  of  Opium  revealed,  8vo,  Lond.  1701. 

 Kirkland  (T.)  Thoughts  on  Amputation,  with  an  Essay  on  the 

Use  of  Opium  in  Gangrene,  8vo,  Lond.  1780. 
 Philip  (A.  W.)  Experimental  Essays  on  the  Action  of  Opium,  8vo, 

Edin.  1795. 

  Schaertlich  (J.  J.)  De  Usu  in  Opii  in  Febribus  Intermittentibus, 

Gott.  1783,  ext.  in  Frank.  Delect.  Tom.  L 

 Tralles  (B.L.)  De  Usu  Opii,  4to,  Vratislav.  1757. 

  Wall  (M.)  Clinical  Observations  on  the  Use  of  Opium  in  Low- 
Fevers,  8vo,  Oxford,  1786.  copies.) 

 Young  (G.)  Treatise  on  Opium,  8vo,  Lond.  1753. 

Oxygen.— AXyon,  Essai  sur  les  Propriete's  Medicinales  de  rOxi"-e'ne, 

8vo,  Paris,  1796.  ° 
PAospAoJMs.— Barchwitz  (M.  A.)  De  Phosphori  Urinarii  Usu  Medico 

Interno,  Halee  Magd.,  ext.  in  Sandifort.  Thesaur.  Tom.  L  p.  159. 
Potassa.— Brandish  (J.)  On  the  Use  of  the  Caustic  Alkali  in  Scrofula. 

&c.  8vo,  Lond.  1811. 
Pulsatilla.— iitoTcXi.  (A.)  De  Pulsatilla  Nigricante  sive  Anemone  Pratensi, 

8vo,  Vindobon.  1771.  (2  copies.)  ' 
Eanunculus.—Kvapf  (C.)  Experimenta  de  Ranunculorum  Venenata 

Qualitate,  12mo,  Viennse,  1766. 
Rhus.— Alderson  (J.)  On  the  Rhus  Toxicodendron,  8vo,  Hull,  1793 
Salivation.— Gloggaer  (C.  A.)  De  Salivationis  Usu  in  Morbis  Venereis 

Gott.  1793,  ext.  in  Brose  Collect.  Dissertat.  Tom.  11.  part  1  ' 
^a;?a:.— Wilkinson  (G.)  On  the  Salix  Latifolia,  8vo,  Ne«-castlo,'l803 
i>anguinaria.-m^  (F.)  On  the  Sanguinaria  Canadensis  of  Liunieus 

8vo,  New  York,  1822. 
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&:orzonera.—Fehr  (J.  M.)  Anchora  Sacra,  12mo,  Jena;,  1C70. 
bea  Voi/agcs.—G\lchvht  (E.)  The  Use  of  Sea  Voyages  in  Medicine. 
2d  Edit.  8vo,  Loud.  1757.  f2  copies.) 

 The  same  book,  Lond.  1771. 

Senna. —  Vid.  Cassia. 

Seton—Cmxaev  (C.)  De  Paralysi  et  Setaceorum  ad  versus  earn  eximio 

Usii,  Gott.  1760,  ext.  in  Sandif'ort.  Thesaur.  Tom.  1. 
Silver,  Nitrate  o/— Higginbottom  (J.)  An  Essay  on  the  Application  of 

Lunar  Caustic,  8vo,  Lond.  1826. 
-So/ajzwm.— Gataker  (T.)  On  the  Use  of  Solanum,  8vo,  Liverpool,  1757. 

 Essays  on  Medical  Subjects,  8vo,  Liverpool,  1764. 

Stramonium. — Be^bie  (J.)  Cases  Illustrative  of  the  Sedative  Powers  of 

the  Datura  Stramonium,  8vo,  Edin.  1823. 
 Storck  (A.)  On  the  Use  of  Stramonium,  Hyoscyamus,  and  Aconi- 

tum,  trans,  from  the  Latin,  8vo,  Lond.  1763. 
"*  Experimenta  et  Observationes  cirea  Nova  sua  Medicamenta, 

8vo,  Vindobon.  1765. 
Strapping.— Qa.yniou  (T.)  New  Method  of  Treating  Old  Ulcers  of  the 

Legs,  8vo,  Bristol.  1797. 
Succinum. — Neuforn  (J.  G.  S.  de)  De  Succino,  Lugd.  Bat.  1760,  ext.  in 

Sandifort.  Thesaur.  Tom.  1. 
*SM5'ar.— Moseley  (B.)  On  Sugar,  &c.  8vo,  Lond.  1800. 
 RoUo  (J.)  Two  Cases  of  Diabetes  Mellitus,  with  Observations  on 

the  Use  of  Acids,  &c.  in  Lues  Venerea,  and  on  Sugar,  by  W.  Cruick- 

shank,  2  vols.  8vo,  Lond.  1797. 

— —  The  same  book,  2d.  Edit.  8vo,  Lond.  1798. 

Swinging. — Smyth  (J.  C.)  On  the  Use  of  Swinging  in  Phthisis  Pulmon- 

alis,  8vo,  Lond.  1787. 
Tar  Vapour. — Crichton  (A.)  Relation  de  quelques  Experiences  avec  la 

Vapenr  du  Goudron,  dans  le  Traitement  de  la  Phthisic  Pulmonaire, 

trad,  de  I'Anglais,  8vo,  St.  Petersbourg,  1817. 
Tar  Water. — Berkeley  (G.  Bp.  of  Cloyne)  Siris — or  an  Inquiry  into 

the  Virtues  of  Tar  Water,  8vo,  Lond.  1744?. 
Tobacco. — Fowler  (T.)  On  the  Effects  of  Tobacco  in  Dropsies,  8vo, 

Lond.  1784. 
 Monies  (J.  D.)  Vid.  Digitalis, 

 Neander  (J.)  Traite  de  Tabac,  de  sa  Preparation,  et  de  son  Usage^ 

traduit  par  B.  Vincent,  8vo,  Lyon,  1625. 

 Tatham  (W.)  Essay  oc  Tobacco,  8vo,  Lond.  1800. 

Uva  Ursi. — Bourne  (R.)  On  the  Effects  of  Uva  Ursi  in  Consumption, 

8vo,  Lond.  1805. 

 Girardi  (M.)  De  Uva  Ursi,  ejusque  et  Aquae  Calcis  Vi  Lithontrip- 

tica,  12mo,  Patav.  1764.  (2  copies.) 
Venesection. — Bellini  (L.)  De  Urinis  et  Pulsibus,  De  Missione  Sanguinis, 

&c.  Edit.  2da,  4to,  Francof.  et  Lips.  1698. 
 Idem  liber  cum  Prsefatione  Hermann.  Boerhaavii,  Edit  5ta, 

4to,  Lugd.  Bat.  1711, 
 Fowler  (T.)  On  the  Effects  of  Bloodletting,  &c.  in  the  Cure  of 

Rheumatism,  8vo,  Lond.  1795. 
  Frank  (J.  P.)  De  Venajsectionis  apud  Puerperas  Abusu,  Ticini, 

1787,  ext.  in  Frank.  Delect.  Tom.  IV. 
 Gattenhoff(G.  M.)  Venajsectionis  Verse  Indicationes,  Heidelb.  1771, 

ext.  ibid.  Tom.  III. 

 Gross  (C.  J.)  De  Vena;sectione,  8vo,  Heidelb.  ext.  ibid.  Tom.  III. 

 Hall  (M.)  Researches  relative  to  the  Morbid  and  Cmative  Effects 

of  Loss,of  Blood,  8vo,  Lond.  1830. 
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Venesection.— Usi^ylinige  (J.)  On  Fevers,  Consumption,  the  Pulse,  and 
Bleeding.Svo,  York,  1764.  .      i..  ,  ,r 

 Mackintosh  (J.)  Cases  of  Intermittent  Fever  in  which  Venesection 

was  employed,  8vo,  Edin.  1823. 

 Mills  (T.)  On  the  Utility  of  Blood-letting  in  Fever,  8vo,  Dubhn, 

 Rotterdam  (J.  Van)  On  Blood-letting  in  Fever,  translated  from  the 

French  by  Taylor,  8vo,  Lond.  1818. 
 Rulandus  (M.)  De  Phlebotomia,  de  Scarificatione,  et  de  Ortu 

Animse,  12mo,  Budse,  1680. 
 Vieusseux  (G.)  De  la  Saignee  et  de  son  Usage  dans  la  plupart  du 

Maladies,  8vo,  Paris,  1815. 
 Walther  (A.  F.)  De  Scarificatione  Occipitis  Capitis  Morbis  Auxiho, 

ext.  in  Frank.  Delect.  Tom.  V.  Lips.  174-1. 

 Wardrop  (J.)  On  Bloodletting,  12mo,  Lond.  1835. 

 Welsh  (B.)  Ou  the  Efficacy  of  Bloodletting  in  the  Epidemic  Fever 

of  Edinburgh,  8vo,  Edin.  1819. 
Viper. — Spuntonus  (J.  B.)  Conechidnelogia,  Pulv.  Viper.  Discursus,  4)to, 

Romse,  1648. 

Viscum. — Colbatch  (Sir  J.)  On  the  Misletoe,  8vo,  Lond.  1725. 
Water. — Brown  (A.)  New  Cure  of  Fevers,  l2mo,  Edin.  1691. 
—  Currie  {3.)  On  the  Effects  of  Water  in  Fevers,  8vo,  Liverpool, 
1797. 

 Dauter  (N.  E.)  De  Usu  Aquse  Frigidae  externo  topico,  4to,  Gott. 

1780. 

 Jackson  (R.)  On  Cold  Affusion,  Cold  Drink,  and  Gestation  in  Fevers, 

8vo,  Edin.  1808. 

  Heyden  (H.  V.)  On  the  Virtues  of  Cold  Water  in  Gout,  8vo, 

Lond.  1724. 

.  Smith  (J.)  On  the  Use  of  Common  Water  in  curing  Diseases,  6vo, 

Lond.  1724. 

 Stock  (J.  E.)  On  the  Effects  of  Cold  as  a  Remedy,  and  Experiments 

to  ascertain  the  Effects  of  Cold  Water  on  the  Pulse,  8vo,  Lond. 
1805. 

Xanthorrcea. — Kite  (C.)  Essay  on  Submersion,  and  on  the  Yellow  Resin 
of  Botany  Bay,  &c.  8vo,  Lond.  1795. 


c.  Works  on  the  Use  of  Particular  Classes  of  Remedies. 

Acids.— Tarr  (S.)  On  the  Medical  Virtues  of  the  Acids,  8vo,  Lond.  ]  769. 
 Rollo  (J.)  Two  Cases  of  Diabetes  Mellitus;  with  Observations 

on  the  Use  of  Acids,  &c.  in  Lues  Venerea,  &c.  2  vols.  8vo.  Lond. 

1797. 

 The  same  book,  2d  Edit.  8vo,  Lond,  1798, 

Airs,  Factitious.— Beddoes  (T.)  and  Watt  (J,)  On  Factitious  Airs  in 

5  parts,  3  vols,  8vo,  Bristol,  1794-96.  ' 

 The  same  book.  Parts  L  and  IL  2d  Edit.  8vo,  Bristol,  1795. 

 Cavallo  (T.)  On  the  Medicinal  Properties  of  Factitious  Airs  Svo 

Lond.  1798.  '  ' 
 Pearson  (R.)  On  the  Medicinal  Properties  of  the  Different  Kinds 

of  Air,  8vo,  Birmingham,  1795. 
Antiseptics.— Boissieu  (M.  de)  Sur  les  Antiseptiques,  8vo,  Diion  1769 

 Bordenave  (M.)  Sur  les  Antiseptiques,  8vo,  Dijon,  1769.  ' 

 Godart—Sur  les  Antiseptiques,  8vo,  Dijon,  17G9. 
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Aiiiispasmodics.—Godiiv  (G.  L.)  Dissertation  sur  les  Antisnasmodiaucs 

8vo,  Pans,  1704.  ^  ' 

Aro7natics.— Garcia.  (D.)  Dei  Simplici  Aromati  pertinent!  all'  uso  delk 

Medicina,  8vo,  Vcnet.  1589. 
Disinfectants.— Alcock  (T.)  On  Cblorurcts  of  Soda  and  Lime  as  Disin- 

lecting  Ag'ents,  8vo,  Lond.  1827. 
'  Henry  (W.)  Experiments  on  the  Disinfecting  Powers  of  Increased 

Temperatures,  8vo,  Loud.  1831. 
— —  Smyth  (J.  C.)  Experiment  to  determine  the  Effect  of  Nitrous  Acid 

in  Destroying-  Contagion,  8vo,  Lond.  1796. 
 On  the  Effect  of  Nitrous  Vapour  in  Preventing  and  Destroying 

Contagion,  8vo,  Lond.  1799. 
Diuretics. — Kuhlewein  (J.  H.)  De  Diureticorum  temere  adhibitornm 

Noxa  in  Hydrope,  Gott.  1786,  ext.  in  Brose  Collect.  Dissertat. 

Tom.  I.  Part.  111. 

Emetics.— Bossack  (D.)  On  the  Use  of  Emetics  in  Constipation  of  the 
Bowels,  8vo,  New  York,  1822. 

—  Wade  (J.  P.)  On  the  Effects  of  Emetics,  Purgatives,  Mercurials, 
and  Low  Diet  in  the  Disorders  of  Bengal,  8vo,  Lond.  1792. 

Enemata — Meyer  (J.  C.)  De  Clysmatibus,  8vo,  Gott.  1786,  ext.  in  Frank. 

Delect.  Tom.  IX.  p.  146. 
 Idem  liber,  ext.  in  Brose  Collect.  Diss.  Gott.  Tom.  II,  Part.  L 

—  Read  (J.)  On  the  Utility  of  the  Improved  Patent  Syringe,  8vo, 
Lond.  1824, 

— —  A  Vindication  for  his  Patent  Syringe,  Svo,  Lond.  1826, 

Lithontriptics. — Blackrie  (A.)  On  Medicines  that  Dissolve  the  Stone,  Svo, 
Lond.  1771. 

 Hales  (S.)  Experiments  and  Observations  on  Mrs.  Stephens'  Medi- 
cine for  Dissolving  the  Stone,  Svo,  Lond.  1740, 

■— —  Hartley  (D.)  View  of  the  Present  Evidence  for  and  against  Mrs. 
Stephens'  Medicine  as  a  Solvent  for  the  Stone,  Svo,  Lond.  1739. 

 Home  (R.)  On  the  EflScacy  and  Innocency  of  Solvents,  Svo,  Lond. 

1783. 

—  Leroy  (J.)  Expose  des  divers  Procedes  pour  guerir  de  la  Pierre 
sans  avoir  recours  a  I'Operation  de  la  Taille,  Svo,  Paris,  1825. 

.        Rutty  (J.)  Observations  on  Mrs.  Stephens'  Medicine  for  the  Stone, 

&c.,  Svo,  Lond.  1742. 
Purgatives. — Anderson  (J.)  Medical  Remarks  on  Evacuations,  Svo,  Lond. 

1787. 

— —  Brendelius  (J.  G.)  De  Seriori  Usu  Evacuantium  in  quibusdum 
Morbis  Acutis,  Svo,  Gott,  1754,  ext,  in  Frank.  Delect.  Tom.  VIII. 

 Friend  (J.)  De  Purgantibus  in  Variola  adhibendis,  ]2mo,  Roterod, 

1720. 

 Hamilton  (J.)  Observations  on  Purgative  Medicines,  Svo,  Edin. 

1805. 

 The  same  book,  3d  Edit.  Svo,  Edin,  1809. 

 Ruffus  (E.)  De  Medicamentis  Purgantibus,  &c.  ext.  in  Med.  Art. 

Princip.  Tom,  I, 

  Wade  (J.  P.^  Vid.  Emetics.  . 

if euK/siDcs.— Fletcher  (J.)  On  the  Action  of  Remedies  reputedly  Revul- 
sive in  the  Cure  of  Inflammation,  Svo,  Edin.  1829. 

 Jenner  (E.)  On  the  Influence  of  Artificial  Eruptions  in  Certain 

Diseases,  4to,  Lond.  1822.  , 

SpeciJics.—Anomjmous—S>taX(i  of  the  Evidence  against  Le  Fevre  s  Spe- 
cific for  the  Gout,  Svo,  Lond.  1770. 
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Specijics. — Boyle  (Hon.  R.)  Experimenta  circa  Mcchanicum  particu- 
lariiim  qiialitatum  origiaem,  et  de  Remediis  Speoificis,  12mo,  Loud. 
]692. 

 Marshall  (E.)  Probability  of  M.   Le  Fevre  having  Discovered 

a  Specific  for  the  Gout,  8vo,  Cant.  1770. 

Sliinuli. — Wood  (J.)  On  the  Effects  on  the  Human  Body  of  the  Applica- 
tion and  Abstraction  of  Stimuli,  8vo,  Lond.  171)3. 

Tonics. — Pears  (C.)  Cases  of  Phthisis  Pulmonalis  Cured  by  Tonics,  8vo, 
Lond  1801. 


C.  ON  THE  ART  OF  PRESCRIBING. 


Eberhardus  (J.  P.)  Methodus  Conscribendi  Formulas  Medicas,  12mo, 
Halaj,  1754. 

Northcote  (W.)  Methodus  Prsescribendi  secundum  Varias  Pharmacopoeias, 
8vo,  Lond.  1772. 

Parenti  (A.  P.)  De  Dosibus  Medicamentorum,  8vo,  Lugd.  Bat.  1761. 


CHAPTER  IV. 
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GENERAL  PATHOLOGY 

AND 

PRACTICE  OF  PHYSIC. 


I.  HYGIENE. 

(Tid.  Materia  Medica,  Part  1.  Chap.  3.  page  55,  and  Medical  Police,  Part  1.  Chap,  ?•) 


II.  MORBID  ANATOMY. 


A.  MORBID  ANATOMY  GENERALLY. 

Andral  (G.)  Pri^cis  d' Anatomic  Pathologique,  2  torn.  8vo,  Paris,  1829. 

 Treatise  on  Pathological  Anatomy,  translated  by  West  and  Towns- 
end,  2  vols.  8vo,  Dublin,  1829-31. 

Baader  (Joseph)  Observationes  Medicse  Incisionibus  Cadaverum  Anato- 
micis  illustratse,  1762,  ext.  in  Sandifort.  Thesaur.  Tom.  III.  p.  1. 

Baillie  (Matthew)  Morbid  Anatomy  of  the  Human  Body,  8vo,  Lond. 
1793. 

 The  same  book,  3d  Edit.  Svo,  Lond.  1807. 

 The  same  book,  5th  Edit.  8vo,  Lond.  1818. 

 Engravings  to  illustrate  Morbid  Anatomy,  4to,  Loud.  1799-1802. 

Bell  (Sir  C.)  Engravings  from  Specimens  of  Morbid  Parts,  fol.  Lond. 
1813. 

Bichat  (X.)  Anatomie  Pathologique,  8vo,  Paris,  1825. 

Bonetus  (Theoph.)  Sepulchretum  Anatomicum,  2  torn.  fol.  Gen.  1679. 

BruDs  (J.  C.)  Observationes  Anatomicie  et  Medicse,  Gott.  1760,  ext.  in 

Sandifort.  Thesaur.  Tom.  III. 
Camper  (Pierre)  Demonstrationum  Anatomico-Pathologicarum  libri  duo, 

fol.  Amstel.  1760. 

Carswell  (Rob.)  Illustrations  of  Pathological  Anatomy,  10  Fasciculi,  ito, 

Lond,  1833-36.  f  unfinished.  J 
Craigic  (D.)  Elements  of  General  and  Pathological  Anatomy,  8vo,  Edin. 

1828.  f2  copies.) 

Cruveilhier  (Jean)  Sur  rAnatoniie  Pathologique,  &c.  2  torn.  8vo,  Paris, 
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Cniveilhier  (Jean)  Anatoraie  Pathologique  dii  Corps  Humain,  23  Liv- 

raisons,  fol.  Paris,  1828-36.  f  unfinished.) 
Haller  (Albert  von)  Pathological  Observations,  8vo,  Lond.  1756. 
Hamilton  (James,  Jun.)  On  the  Causes  and  Scats  of  Diseases,  illustrated 

by  the  Dissections  of  Morgagni,  8vo,  Edin.  1795. 
Hope  (J.)  Principles  and  Illustrations  of  Morbid  Anatomy,  8vo.  Lond. 

1834.  ^ 
Howship  (John)  Practical  Observations  in  Surgery  and  Morbid  Anatomy 

8vo,  Lond.  1816. 

Kerckringius  (Theod.)  Spicilegium  Anatomicum,  4to,  Amstelod.  1670. 
Kneppelhout  (C.  J.)  Sectiones  Cadaverum  Pathologicae,  4to,  Lui^d.  Bat 
1805. 

Lieutaud  (Jos.)  Historia  Auatomico-Medica,  2  torn.  4to,  Paris,  1767. 

(2  copies.) 

Lobstein  (J.  F.)  Traite  d'Anatomie  Patholog-ique,  Tom.  L  8vo,  Pai-is,  1829. 
Louis  (P.  C.  A.)  Me'moires  ou  Recherches  Anatomico-Pathologiques, 
8vo,  Paris,  1826. 

Meckel  (Jo.  Fr.)  Handbuch  der  Pathologischen  Anatomie,  2  band.  8vo, 
Leipzig-,  1812-16. 

 Manuel  d'Anatomie  Generale,  Descriptive  et  Pathologique,  3  tomes, 

8vo,  Paris,  1825. 

Morgagni  (Jo.  Bapt.)  De  Sedibus  et  Causis  Morborum  per  Anatomen 

indagatis,  fol.  Venet.  1761. 
 Idem  liber,  3  torn.  4to,  Ebrodun.  1779. 

 The  same  book,  translated  and  abridged,  with  Notes,  by  W.  Cooke, 

2  vols.  8vo,  Lond.  1822. 

Otto  (Adolph  Wilhelm.)  Compendium  of  Human  and  Comparative  Pa- 
thological Anatomy,  trans,  by  J.  F.  South,  8vo,  Lond.  1831. 

Ribes  (F.)  Anatomie  Pathologique,  2  tom.  8vo,  Paris,  18.34. 

Rose  (Dr.)  Manuel  d'Autopsie  Cadave'rique  Medico-L^ale,  par  C.  C.  H. 
Marc,  8vo,  Paris,  1808. 

Schroeder  van  der  Kolk  (J.  L.  (!.)  Observationes  Anatomes  Pathologic£e, 
Fasciculus  L  8vo,  Amstel.  1826. 

Sandifort  (Edv.)  Observationes  Anatomico-Pathologicse,  4to,  Lugd.  Bat. 
1777, 

Schoenmezel  (Franc.)  De  Sectione  Anatomic^  Cadaverum  de  Autochiria 
Suspectorum,  8vo,  Heidelberg,  1766,  ext.  in  Frank.  Delect.  Tom.  L 
p.  65. 

Serres  (E.  R.  A.)  Recherches  d'Anatomie  Transcendante  et  Pathologi- 
que, 4to,  Paris,  1832,  avec  Atlas  in  fol. 

Tacheron  (C.  F.)  Recherches  Anatomico-Pathologiques  sur  la  Me'deciue 
Pratique,  3  tom.  8vo,  Paris,  1823. 


B.  MORBID  ANATOMY  OF  PARTICULAR  PARTS. 


Armstrong  (John)  The  Morbid  Anatomy  of  the  Bowels,  Liver  and  Stomach, 

Fascic.  L  H.  and  IIL  4to,  Lond.  1828. 
Billard  (C.)  Recherches  d'Anatomie  Pathologique  sur  la  Membrane 

Muqueuse  Gastro-Intestinale,  8vo,  Paris,  1825. 
Bleuland  (Janus)  Observationes  Anatomico-Medicae  de  CEsophagi  Struc- 

tuni,  4to,  Lugd. Bat.  1785. 
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Clark  (D.)  On  the  Morbid  Anatomy  of  the  Urinary  Bladder,  8vo,  Edin. 
1818 

Faleti  (J  B  )  De  abdita  Morbi  causa  per  Anatomen  indicate  in  Muliere 
infoecunda,  1788,  ext.  in  Roomer.  Opusc.  Tom.  I.  p.  203. 

Harrison  (Ed.)  Pathological  and  Practical  Observations  on  Spinal  Dis- 
eases, 8vo,  Lond.  1827. 

Hodgson  (Joseph)  Engravings  to  Illustrate  some  of  the  Diseases  of  the 
Arteries,  &c.  fol.  Lond.  1815.  ^    ■     .      r  j 

Hooper  (Rob.)  The  Morbid  Anatomy  of  the  Human  Brain,  4to,  Lond. 
1825 

Lallemand  (F.)  Recherches  Anatomico-Pathologiques  sur  I'Encephale  et 
ses  dependences,  2  torn.  8vo,  Paris,  1820.  tii,  i,-  • 

Louis  (P.  C.  A.)  Recherches  Anatomico-Pathologiques  sur  la  Phthisie, 
8vo,  Paris,  1825. 

 The  same  book,  translated  by  C.  Cowan,  8vo,  Lond.  1835. 

 Recherches  Anatomico-Pathologiques  sur  la  Gastro-Enterite,  2  torn. 

8vo,  Paris,  1829. 

Marshall  (A.)  Morbid  Anatomy  of  the  Brain  in  Mania  and  Hydrophobia, 

8vo,  Lond.  1815.  f2  copies.) 
Monro  (Alex.  Tertius)  Morbid  Anatomy  of  the  Human  Gullet,  Stomach 

and  intestines,  8vo,  Edin.  1811. 

  The  same  book,  2d  Edit.  8vo,  1830,  (2  copies.) 

 Morbid  Anatomy  of  the  Brain,  Vol.  L  8vo,  Edin.  1827. 

Wadd  (Jas.)  On  the  Malformations  and  Diseases  of  the  Head,  4to, 

Lond.  1819. 

Wardrop  (James)  Morbid  Anatomy  of  the  Human  Eye,  2  vols.  8vo, 
Edin.  and  Lond.  1808-18. 


C.  MONSTROSITIES  AND  MALFORMATIONS. 


Beale  (Lionel)  On  the  Distortions  and  Deformities  of  the  Human  Body, 

2d  Edit.  8vo,  Lond.  1833. 
Bosscha  (H.)  De  Vesiculae  Seminalis  Sinistra  Defectu,  &c.  4to,  Leidae, 

1813. 
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of  the  Febrile  State  and  of  Sol-Lunar  Influence,  8vo,  Edin.  1790, 


SPECIAL  PATHOLOGY. 


Balfour  (Francis)  On  Sol-Lunar  Influence  in  Fevers,  Vol.  L  8vo,  Lond. 
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Jones  (Joann.)  De  Febribus  Intermittentibus,  12mo,  Hagae,  1684. 
Mackintosh  (John)  Cases  of  Intermittent  Fever,  8vo,  Edin.  1827. 
Saalman  (Ferd.)  Descriptio  Febrium  Intermittentiura,  &c.,  4to,  Monas- 

terii  Westphalise,  1791. 
Schaerlitch  (Jo.  Jac.)  De  Usu  Opii  in  Febribus  Intermittentibus,  Gott. 

1783,  ext.  in  Frank.  Delect.  Tom.  I.  p.  203. 
Senac  (Pierre)  De  Recondita  Febrium  tam  Intermittentium  quam  Re- 

mitteutium  Natura,  8vo,  Amst.  1739.  ^'3  copies.) 
Somers  (E.  S.)  De  Febribus  Intermittentibus  Medendis,  &c.  8vo,  Lond 

1816. 

Sydenham  (Thos.)  De  Febribus  Intermittentibus,  &c.  12mo. 
Trnka  (Wen.)  Historia  Febrium  Intermittentium,  Tom.  I.  8vo,  Vindob 
1773. 


*  *  c.  Remittent  Fever. 


*  "  *  a.  Remittent  Fever  Generally. 

Balfour  (Francis)  On  Putrid  Intestinal  Remitting  Fevers,  with  the  Laws 

of  the  Febrile  State,  and  of  Sol-Lunar  Influence,  8vo,  Edin.  1790 
BalHngall  (Sir  George)  On  Fever,  &c.  8vo,  Edin.  1818.  h  copies  ) 
Burnet  (Will.)  On  the  Bilious  Remittent  Fever,  Bvo,  Lond.  1814 
Elsacker  (Pet.  Van)  De  Febribus  Remittentibus,  &c.  8vo,  Antverp. 

1744.  * 
Hamilton  (Robt.)  On  the  Marsh  Remittent  Fever  at  Lynn  and  its  Rn 

virons,  &c.  Bvo,  Lond.  1801. 
Lind  (J.)  On  the  Remittent  Fever  of  Bengal  in  1762,  ]2mo,  Lond  1789 
^earso^n  (Richard)  On  the  Bilious  Fever  of  1797-99,  Bvo,  Birmingham^ 

Petit  (M.  A.)  Traite  de  la  Fievre  Ente'ro-Me'senterique,  Bvo  Paris  181 
8l?,?hLlTprf  794!''  ^''''"^  ""'"^""-^  Pbilad'elphia: 

Schroeder  (T.  G.)  Historia  Febris  Biliosse  Pituitoso-Putridse  Gott  1784, 
ext.  m  Frank.  Delect.  Tom.  VHL  p.  243.  ' 

Senac  (Pierre)  De  Recondita  Febrium  tam  Intermittentium  quam  Re 
rn.ttentmm  Natura,  8vo,  Amst.  1759.  (3  copies.)  ^ 

£h    ^^l      F"'"''^  Continua  Remittente,  8vo,  Franc,  et  Mo-unt  1780 

Sutton  (Thos.)  Account  of  a  Remittent  Fever,  frequently  occurriramon; 

^nm    VS^^Pf  i."  ^^'^  ^^""^t^'  8^0'  Canterbury,  \SOQ.  (2  cop  es  T  ^ 

':''^^n.!^^^iit-  ac^RL^itten. 

Tissot  (S.  A.  D.)  On  Bilious  Fevers,  Bvo,  Lond.  1760. 
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•  "  •  b.  Remittent  Fevers  in  Particular. 
*  *  *  •  a.  Yellow  Keuer. 

Anderson  (James)  Observations  on  the  Yellow  Fever,  8vo,  Edin.  1798. 
Assalini  (P.)  Observations  sur  la  Fievre  Jaune  de  Cadix,  &c.,  2de  Edit. 

12mo,  Paris,  1805.  (^2  copies. J 

'  The  same  book  translated  by  Adam  Neale,  12mo,  Lond.  1804. 

Audouard  (M.  F.  G.  M.)  Sur  la  Fievre  Jaune  a  JBarcelone  en  1821,  8vo, 

Paris,  1822. 

 Sur  le  Typhus  Nautique  ou  Fievre  Jaune,  8vo,  Paris,  1825. 

Bancroft  (N.)  On  Yellow  Fever,  &c.  8vo,  Lond.  1811.  ^2  copies. ) 

 Sequel  to  Essay  on  Yellow  Fever,  8vo,  Lond.  1817. 

Bayley  (Richard)  On  the  Epidemic  Fever  of  New  York  in  1795,  8vo, 
New  York,  1796. 

Bianchini  (Gio.  Fortun.)  Lettere  delle  Febbri  Maligne,  &c.  12mo,  Venezla, 
1730. 

Birnie  (G.)  Practical  Remarks  on  Yellow  Fever,  8vo,  Belfast,  1819. 
Blane  (Sir  Gilb.)  Letters  to  Barou  Jacobi  Kloest  on  the  Yellow  Fever, 

8vo,  Edin.  1805. 
Bryce  (Ja.)  On  the  Yellow  Fever,  8vo,  Edin.  1796. 
Chisholm  (C.)  On  the  Malignant  and  Pestilential  Fever  of  the  West 

Indies,  8vo,  Lond.  1793. 

 The  same  book,  2d  Edit.  2  vols.  8vo,  Lond.  1801. 

Clark  (James)  Treatise  on  the  Yellow  Fever  of  Dominica,  8vo,  Lond. 

1797. 

Currie  (William)  Rise  and  Progress  of  the  Yellow  Fever,  8vo,  Phila- 
delphia, 1800. 

Dickinson  (N.)  On  the  Yellow  Fever  of  the  West  Indies,  8vo,  Lond. 
1819. 

Doughty  (E.)  On  Yellow  or  Bulam  Fever,  8vo,  Lond.  1816. 

Gerardin  et  Gros,  Rapport  sur  la  Fievre  Jaune  pendant  I'ete  de  1817, 

8vo,  NouvcUe-Orleans,  1818. 
Jackson  (Robert)  Remarks  on  the  Epidemic  Yellow  Fever  of  the  South 

Coasts  of  Spain,  8vo,  Lond.  1821. 
Larrey  (Le  Baron)  Considerations  sur  la  Fievre  Jaune,  8vo,  Paris,  1822. 
Moreno  (F.  F.)  Ensayo  sobre  el  Tifus-lcterodes  padecido  en  esta  ciudad 

por  los  Alios  de  1800,  1804,  1810  y  1813,  8vo,  Cadiz,  1813. 
Mosely  (Benj.)  On  the  Yellow  Fever  of  America,  &c.  8vo,  Lond.  1800. 
O'Halloran  (Thos.)  Remarks  on  the  Yellow  Fever  of  Spain,  8vo,  Lond. 

1823. 

Pariset  (B.  F.)  Histoire  Medicale  de  la  Fievre  Jaune  observee  en  Es- 

pagne,  8vo,  Paris,  1823. 
Plautou  (A.)  On  the  Yellow  Fever,  2d  Edit.  8vo,  Philad.  1822. 
Pym  (Sir  William)  Observations  on  the  Bulam  Fever,  8vo,  Loud.  1815. 
Rochoux  (J.  A.)  Manifeste  touchant  I'Origine  et  la  Propagation  de  la 

Maladie  qui  a  regne'  a  Barcelone  en  I'annee  1821,  8vo,  Pans,  1822. 

 Recherches  sur  la  Fievre  Jaune,  8vo,  Paris,  1822. 

Rush  (Benj.)  Account  of  the  Bilious  Remitting  YeUow  Fever  of  Phila- 

delphik  in  1793,  8vo,  Philadelphia,  1794. 

 On  Yellow  Fever,  &c.  8vo,  Philadelphia,  1798. 

Schotte  (J.  P.J  On  the  Synochus  Atrabiliosa,  8vo,  Lond.  1782. 
Screta  (Henriciis)  De  Febre  Castrensi  Maligna,  8vo,  Scafusu,  1686. 
Wienholt  (A.)  De  Inflammationibus  Visceriim  Hypochondnacorum  Uo- 

cultis  in  Febribus  Biliosis  Putridis,  ext.  in  Frank.  Del.  Tom.l.  p.  UU. 
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Wilson  (Joliii)  Aieiuoiis  of  West  Indian  Fever,  &c.  8vo,  Loud.  1827. 

•  »  *  *  b-  Infantile  Remittent  Fevor. 

Butter  (W.)  On  the  Infantile  Remittent  Fever,  8vo,  Lond.  1782. 

»  «  ♦  •  c.  Heetiv  Fever. 

Uroussais  (F.  J.  V.)  Reclierches  sur  la  Fievre  Hectique,  8vo,  Paris,  1803. 
(iriffith  (Moses)  On  Hectic  and  Slow  Fevers,  8vo,  Lond.  1795. 
iSaalman  (Ferd.)  Descriptio  Febrium  Hecticaruui,  &c.  4.lo,  Monasterii 

Westplialiae,  1791. 
Trnka  (Wen.)  Historia  Febris  Hectica;,  Svo,  Vindob.  1783. 


*  *  d.  Fevers  with  Eniption. 

•  *  *  a,  Exanthemata  Vera- 

Welti  (Joaun.)  De  Exauthematum  Fonte  Abdominal!,  Gott.  1784',  ext.  in 
Frank.  Delect.  Tom.  IV.  p.  30. 

Rubeola. 

Armstrong  (John)  Practical  Illustrations  of  the  Measles,  &c.  Svo,  Lond. 
1818. 

 The  same  book,  2d  Edit.  Lond.  1818. 

Fuller  (Thos  )  Account  of  Eruptive  Fevers,  especially  Measles  and  Small- 
pox, 4to,  Lond.  1730. 

Mead  (Ricard.)  De  Variolis  et  Morbillis,  cum  Commentariis  in  Rhazem 
de  iisdem,  Svo,  Lond.  1747. 

Oetinger  (F.  C.)  De  Epidemiti  Rubeolosa.,  Tubing.  17C8,  ext.  in  Frank. 
Delect.  Tom.  VII.  p.  149. 

Peart  (E.)  On  Erysipelas  and  Measles,  8vo,  Lond.  1802. 

Scarlatina. 

Armstrong  (J.)  Practical  Illustrations  of  Scarlatina,  &c.  8vo,  Lond,  1818. 
 The  same  book,  2d  Edit.  Lond.  1818. 

Blackburne  (W.)  On  Scarlet  Fever  and  Acute  Contagions,  8vo,  Lond. 
1803. 

Clark  (John,  M.  D.)  On  Continued  Fever  and  Scarlet  Fever,  Svo,  Lond. 
1780. 

Huxham  (J.)  On  the  Malignant  Ulcerous  Sore  Throat,  Svo,  Lond.  1757. 
Withering  (William)  On  the  Scarlet  Fever  of  Birmingham  iu  1778,  Svo, 

Birmingham,  1793. 
Zimmermann  (Joann.  Gabriel.)  De  Scarlatina  in  Annis  1775-76  Epide- 

mica,  Heidelberg.  1779,  ext.  in  Frank.  Delect.  Tom.  II.  p.  253. 

Variola. 

Adair  (J.  M.)  On  the  Suttonian  Regimen  in  Small-pox,  Svo,  Lond.  1790 
Baker  (Geo.)  Inquiry  into  the  Merits  of  a  Method  of  Inoculation,  novv 

practised  in  several  Counties  of  England,  2d  Edit.  Svo,  Lond.  1766. 
Berard  (M.  F^  ct  Lavit  (M.  do)  Sur  les  Anomalies  de  la  Variole  et  de 

Ja  Varicelle,  Svo,  Moutp.  1818. 

P 


111. 


SPECIAL  PATHOLOGY, 


Bousqiiet  (J.  B.)  Traitd  de  la  Vaccine  et  des  Eruptions  Variolcuses  ou 

Vanohtormes,  Bvo,  Paris,  1833. 
Cottunnins  (U.)  De  Sedibus  Variolarnm,  8vo,  Vienn.  1771. 
Dewar  (Henry)  On  an  Epidemic  Smail-Pox  in  Cupar,  8vo,  Cupar,  1817. 
 Brief  View  of  the  Variolous  and  Vaccine  Inoculation,  4to,  Edia. 

1818. 

Dimsdalo  (Baron)  On  the  Inoculation  of  Small-Pox,  8vo,  Lond.  17G9. 

 The  same  book,  8vo,  Lond.  1779. 

  Tracts  on  Inoculation,  8vo,  Lond.  1781. 

Freind  (Jo.)  Do  Purgantibus  in  Variola  adhibendis,  12mo,  Roterod.  1720. 
Fuller  (Thos.)  Account  of  Eruptive  Fevers,  especially  Measles  and  Small- 

J'ox,  4to,  Lond.  1730. 
Haygarth  (John)  Inquiry  into  the  Nature  of  the  Small-Pox,  8vo,  Chester. 

1784. 

 Plan  to  exterminate  the  Natural  Small-Pox,  8vo,  Lond.  1793. 

 The  same  book,  2  vols.  8vo,  Loud.  1793. 

Hillary  (W.)  Practical  Essay  on  the  Small- Pox,  &c.  2d  Edit.  8vo,  Lond. 
1740. 

Huxham  (John)  On  Small-Pox,  &c.  2d  Edit.  8vo,  Lond.  1750. 
Kirkpatrick  (J.)  Analysis  of  the  Inoculation  for  the  Small-Pox,  8vo, 
Lond.  1761. 

Langrish  (B.)  Plain  Directions  regarding  the  Small-Pox,  8vo,  Lond. 
1759. 

Lavit  (M.  de)  et  Berard  (M.  F.)  Sur  les  Anomalies  de  la  Variole  et  dela 
Varicelle,  8vo,  Montp.  1818. 

Lister  (Martin.)  Exercitatio  de  Variolis,  8vo,  Lond.  1695. 

Massey  (Rev.  E.)  Sermon  against  the  Dangerous  and  Sinful  Practice  of 
Inoculation,  12mo,  Lond.  1722. 

Mead  (Ricard.)  De  Variolis  et  Morbillis,  cum  Comment,  in  Rhazem  de 
iisdem,  8vo,  Lond.  1747. 

Mohl  (Nic.  Christ.)  De  Varioloidibus  et  Varicellis,  8vo,  Hafnice,  1827. 

Monro  (Alex.  Primus)  Account  of  the  Inoculation  of  Small- Pox  in  Scot- 
land, 8vo,  Edin.  1765.  (2  copies.) 

Monro  (Alex.  Tertius)  Observations  on  the  different  kinds  of  Small-Pox, 
and  especially  on  that  which  sometimes  follows  Vaccination,  8vo, 
Edin.  1818. 

Moore  (James)  History  of  the  Small- Pox,  8vo,  Lond.  1815. 
Mudge  (John)  On  the  Inoculated  Small-Pox,  12mo,  Lond.  1777. 
Orlandi  (Pet.)  De  Variolarum  Inoculatione  refellenda,  Parnije,  1788, 

ext.  in  Roemer.  Delect.  Tom.  I. 
Roederer  (J.  G.)  Tentaminum  et  Observationum  de  Morbo  Varioloso 

Satura,  4to,  Gott.  1762. 
Sanders  (James)  On  the  Small-Pox,  8vo,  Edin.  1813. 
Sutton  (Daniel)  System  of  Inoculation,  8vo,  Lond.  1796. 
Sydenham  (Thomas)  De  Variolis,  &c.,  12mo. 

Thomson  (John)  Observations  on  the  Varioloid  Disease  which  has  lately 
prevailed  in  Edinburgh,  8vo,  Edin.  1818. 

 On  the  Varioloid  Epidemic  lately  prevalent  in  Edinburgh  and  other 

parts  of  Scotland,  with  Observations  on  the  Identity  of  Chickeu- 
Pox  with  modified  Small- Pox,  Bvo,  Lond.  1820. 

 Historical  Sketch  of  the  Opinions  entertained  by  Medical  Men  re- 
specting the  Varieties  and  the  Secondary  Occurrence  of  Small-Pox, 
8vo,  Lond.  1822. 

Thompson  (Thomas)  On  the  Small-Pox,  Svo,  Lond.  1752. 

Tissot  (S.  A.  D.)  On  Small- Pox,  Apoplexy,  and  Dropsy,  Svo,  Lond. 
1772. 
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Tissot  (S.  A.  D.)  De  Inoculatione,  Lausaiin.  17C0,  ext.  in  Sandifort. 

-Ji^TvJZ'  Apoplexia,  et  Hydrope,  Lausann.  1761,  ext.  ibid. 

TrallIs°"(Bllili.  Lud.)  De  Metbodo  Medcndi  Variolas,  Svo,  Vratislav. 

Walkcr°(Robert~)  On  the  SmalUPox,  8vo,  Loud.  1790. 
Woodville  (William)  History  of  the  Inoculation  of  Small-Pox  an  Great 
Britaiu,  Vol.  1.  8vo,  Loud.  1796. 


Varicella. 


Berard  et  Lavit  (MM.)  Sur  les  Anomalies  de  la  Variole  et  de  la  Vari- 
celle,  8vo,  Montpel.  1818.  .      ,    ,  ^  . 

Foutaneilles  (F.  Pbil.)  Description  de  la  Varicelle  qui  a  regno  Ep'demi- 
quement  et  conjointement  avec  la  Variole  dans  la  Ville  de  JWillau  en 
1817,  8vo,  Montpelier,  1818. 

Mohl  (Nic.  Christ.)  De  Varioloidibus  et  Varicelhs,  8vo,  HafniEe,  1827. 

Thomson  (John)  On  the  Varioloid  Epidemic  lately  prevalent  in  Edin- 
burgh, &c.  with  Observations  on  the  Identity  of  Chicken-Pox 
with  Modified  Small-Pox,  Bvo,  Lond.  1820. 


Vaccinia. 


Ballhorn  et  Stromeyer  (MM.)  Traite  de  I'lnoculation  Vaccine,  8vo, 
Leipsic,  1801. 

Blair  (W.)  The  Vaccine  Contest,  8vo,  Lond.  1806. 

Bousquet  (J.  B.)  Traite'  de  la  Vaccine  et  des  Eruptions  Varioleuses  on 
Varioliformes,  8vo,  Paris,  1833. 

Brown  (Th.)  On  the  Present  State  of  Vaccination,  8vo,  Edin.  1823. 

Bryce  (James)  On  the  Cow-Pox,  8vo,  Lond.  1809. 

Cairo  (J.  C.  F.)  Observations  et  Experiences  sur  I'lnoculation  de  la  Vac- 
cine, 8vo,  Vienne,  1801. 

Colladon  (J.  P.)  Lettres  sur  la  Vaccine,  Bvo,  Paris,  1800. 

Coxe  (J.  R.)  Observations  on  Vaccination,  8vo,  Philadelphia,  1802. 

Dewar  (Henry)  Brief  View  of  the  Variolous  and  Vaccine  Inoculation, 
4to,  Edin.  1818. 

 Reply  to  Mr.  Brown  respecting  Vaccination,  8vo,  Edin.  1820. 

Dunning  (Richard)  On  Vaccination,  8vo,  Lond.  1800. 

Fermor  (W.)  Reflections  on  the  (^ow-Pox,  8vo,  Oxford,  1800. 

Hume  (Gustavus)  Observations  on  the  Angina  Pectoris,  Gout,  and  Cow- 
Pox,  8vo,  Dublin,  ISO*. 

Jenner  (Edward)  Inquiry  into  the  Causes  and  Effects  of  the  Cow-Pox, 
4to,  Lond.  1798.  ("2  copies. J 

 Further  Observations  on  the  Cow-Pox,  4to,  Lond.  1799.      copies. J 

 Continuation  of  Facts  and  Observations  relative  to  the  Cow-Pox, 

4to,  Lond.  1800. 

Loy  (J.  G.)  Experiments  on  the  Origin  of  the  Cow-Pox,  8vo,  Whitby, 
1801. 

Moore  (Jas.)  History  and  Practice  of  Vaccination,  8vo,  Lond.  1817. 
Mosely  (Benj.)  On  Cow-Pox,  &c.  8vo,  Lond.  1800. 

 Treatise  on  Cow-Pox,  2d  Edit.  8vo,  Lond.  1805. 

Nauche  (J.)  Journal  de  Galvanisme  et  de  Vaccine,  &c.  2  torn.  8vo,  Paris 
1803. 

Pearson  (George)  Inquiry  concerning  the  Cow-Pox,  8vo,  Lond.  1794. 
Simmons  (William)  On  the  Origin  of  the  Cow-Pox,  &c.  8vo,  Lond.  1798. 
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Staunton  (Sir  Geoi-g:e)  Chinese  Translation  of  Instructions  for  administer- 

u\fr  the  Cow'-Po.v,  8vo. 
Thomson  (J.)  Facts  in  favour  of  Cow-Pox,  8vo,  Halifax,  1809. 
Willan  (Rob.)  On  Vaccine  Inoculation,  4to,  Lond.  180G. 
Woodville  (Wni.)  Reports  of  a  Series  of  Inoculations  for  the  Co«'-Fox, 

8vo,  Lond.  1799. 
 Observations  on  the  Cow-Pox,  8vo,  Lond.  1800.  ^2  copies.) 

"  •  *  b.  Simple  Eruptive  Fevers. 

Etyaipelas. 

Bureau  (James)  On  Erysipelas,  8vo,  Lond.  1777. 

Peart  (E.)  On  Erysipelas  and  Measles,  8vo,  Lond.  1802. 

Miliaria. 

Allionins  (C.)  De  Miliarium  Origine,  &c.  8vo,  August.  Taurin.  1758. 
Hamilton  (Sir  David)  On  Miliary  Fever,  8vo,  Lond.  1737. 
Molinarius  (Christ,)  De  Miliarium  Exanthematum  Indole  et  Tractatione, 
8vo,  Vind.  1764. 

Plague. 

Assalini  (P.)  Sur  la  Peste,  &c.  2de  Edit.  12mo,  Paris,  1805.  ("2  copies.) 

 The  same  book,  1st  Edit,  trans,  by  Ad.  Neale,  12mo,  Lond.  1804. 

Bancroft  (E.  N.)  On  Plague,  &c.  8vo,  Lond.  181 1,  ^2  copies.) 
Bertrand  et  Michel  (MM.)  Observations  sur  la  Peste  a  Marseilles,  12mo, 
Lyon,  1 72 1. 

Bruce  ( — )  Enquiry  into  the  Causes  of  the  Pestilence,  8vo,  Ediu.  1759. 

Chenot  (A.)  Tractatus  de  Peste,  8vo,  Vind.  1766. 

Hecquet  (M.)  Traite'  de  la  Peste,  12mo,  Paris,  1722. 

Hodges  (Nath.)  Historical  Account  of  the  Plague  in  London  in  1665,  &c. 

8vo,  Lond.  1720. 
Lange  (M.)  De  Peste,  12mo,  Viennse,  1784. 

Maclean  (Chas.)  On  Epidemic  and  Pestilential  Diseases,  and  on  tbe 

Plague,  2  vols.  8vo,  Lond.  1817-18. 
Mead  (Richard)  On  the  Plague,  8vo,  Lond.  1744. 

Merteus  (Car.  de)  Observationes  Medicae  de  Febribus  Putridis,  et  de  Peste, 

&c.  12mo,  Vindob.  1778. 
Mosely  (Benj.)  On  Plague,  &c.  8vo,  Lond.  1800. 
Russel  (Patrick)  On  the  Plague,  4to,  Lond.  1791. _ 
Schonberg  (J.  J.  Alb.  Von)  Ueber  die  Pest  zu  Noja  in  den  Jahren  1815 

und  1816,  8vo,  Niirnberg,  1818. 
Schrciber  (J.  F.)  Observationes  et  Cogitata  de  Pestilentia,  8vo,  Berolin. 

1744. 

Sydenham  (Thos.)  De  Peste,  &c.  12mo. 


b.  Injiammation. 

( Vid.  Surgery,  Part  I.  Chap.  5. ) 
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c.  Dropsy. 

Albers  (J.  A.)  De  Ascite,  4to,  Jenre,  1785. 
Ayre  (Joseph)  On  Dropsy,  8vo,  Lend.  1825. 

 The  same  book,  2A  Edit.  8vo,  Lond.  1829. 

Blackall  (J.)  On  Dropsies,  8vo,  Lond.  1813. 

Desbans  (P.  P.)  De  Hydrope  Peritonei  Saccate,  Gott.  1761,  ext.  in  San- 

difort.  Thesaur.  Tom.  [. 
Fowler  (Thos.)  On  the  Effects  of  Tobacco  in  Dropsies,  8yo,  Lond.  178+. 
Howison  (W.)  Case  of  the  Sero-Puruient  Dropsy  of  the  Kidney,  8vo, 

Edin.  1821. 

Kuhlevvein  (Jac.  H.)  De  Diureticorum  temere  adhibitorum  Noxa,  in 

Hydrope,  Gott.  1786,  ext.  in  Brose  Coll.  Diss.  Tom.  L  Part.  III. 
Lister  (Martin.)  De  Hydrope,  &c.  8vo,  Lond.  leQ-t.  (2  copies.) 
•    Lysons  (Daniel)  Essays  on  Dropsies,  &c.  8vo,  Bath,  1772. 

 The  same  book,  2d  Edit.  1783. 

Maclean  (L.)  On  Hydrothorax,  8vo,  Sudbury,  1810. 
Miiman  (Francis)  De  Natnra  Hydropis,  8vo,  Lond.  1779. 
Monro  (Donald)  On  the  Dropsy,  8vo,  Lond.  1756. 

Quin  (Ch.  Wm.)  On  Dropsy  of  the  Brain,  and  on  the  Use  of  Digitalis  in 

Dropsies,  8vo,  Lond.  1796. 
Sydenham  (Thos.)  Tractatus  de  Hydrope  et  Podagra,  I2mo,  Liin-d.  Bat. 

1G84.. 

Tissot  (S.  A.  D.)  De  Hydrope,  &c.  Lausan.  1761,  ext.  in  Sandifort. 

Thesaur.  Tom.  H. 
 On  Dropsy,  &c.  Svo,  Lond.  1772, 


d.  Fluxes. 


Barthez  (P.  J.)  Sur  le  Traitement  Methodique  des  Fluxions,  &c.  Mont- 
pel.  1816. 

Cockbnrn  (Wm.)  On  the  Nature  and  Cure  of  Fluxes,  3d  Edit.  8vo,  Lond 
172*.  ,  " 

Doussin-Dubreuil  (J,  L.)  Des  Glaires,  &c.  8vo,  Paris,  1813. 
Roederer  (J.  G.)  De  Morbo  Mucoso,  4to,  Gott.  1722. 


e.  Hccinorrhages. 

Howison  (Wm.)  On  Epistaxis,  8vo,  Edin.  1826. 
Jones  (J.  F.  D.)  On  Hremorrhage,  8vo,  Lond.  1805. 
Latours  (D.)  Histoire  Philosophique  et  Medicale  des  Hemorrha«-ies  9 
tom.  8vo,  Orleans,  1815.  °  ' 

f.  Gout. 

Barthez  (P  J  )  Traite^des  Maladies  Goutteuses,  2  tom.  8vo,  Paris.  1802 
8vo  Lend"  m2  Cadogan's  Treatise  ou  the  Gout', 

Cadogan^(W.)  Dissertation  on  the  Gout  and  Chronic  Diseases,  Lond. 
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Cavcrhill  (John)  On  the  Cause  and  Cure  of  Gout,  8vo,  Lotid.  17C9 

Cleerus  (And.)  Meditationes  de  l'oda<>i-a,  12mo,  Lu-rd.  Bat.  1C8G 

Cneuftc'lius  (And.)  De  Podasr:i  Curata,  12mo,  Amst.  16«. 

Coste  (M.)  Tiaite  Pratique  sur  la  Goutte,  12mo,  Paris, 

Drake  (R.)  Ou  the  Discovery  of  a  Specilic  for  the  Gout,  8vo,  Lond.  1771 

Falconer  (W.)  Observations  ou  Dr.  Cadogan's  Treatise  on  the  Gout,8vo 

Lond.  ' 
Forbes  (Murray)  Treatise  on  Gout  and  Gravel,  8vo,  Lond.  1793. 
Gardiner  (John)  On  the  Nature,  Cause,  and  Cure  of  the  Gout,  8vo.  Lond 

1792.  * 
Hamilton  (Robert)  Letters  on  the  Gout,  8vo,  Lynn  Re^is,  1806. 
Heyden  (H.  V.)  On  the  Virtues  of  Cold  Water  in  Gou^^Bvo,  Lond.  1724. 
Hume  ((lustavus)  Observations  on  the  Gout,  &c.  8vo,  Dublin,  180-k 
Jay  (J.)  Reflections  and  Observations  on  the  Gout,  8vo,  Lond.  1772. 
Jeans  (T.)  On  Gout,  8vo,  Southampton,  1702. 

Johnson  (James)  Ou  the  Influence  of  the  Atmosphere,  with  Practical 

Researches  upon  Gout  and  Rheumatism,  8vo,  Loud.  1818. 
Jones  (E.  G.)  On  the  Eau  Medicinale  d'Husson  in  the  Cure  of  Gout 

12mo,  Lond.  1810. 
Kinglake  (Robert)  Dissertation  on  the  Gout,  8vo,  Lond.  1804. 
Latham  (J.)  On  Rheumatism  and  Gout,  8vo,  Lond.  1790. 
Liger  (C.  L.)  Traite  de  la  Goutte,  8vo,  Paris,  1753. 
Lister  (Martin.)  De  Arthritide,  &c.  8vo,  Lond.  1694-.  (2  copies.) 
Lobb  (Theo.)  On  the  Cure  of  Gout  and  Stone,  8vo,  Lond.  1739. 
Loubet  (M.)  Sur  la  Maladie  de  la  Goutte,  I2mo,  Paris,  17G0. 
Marshall  (E.)  Probability  of  M.  Le  Fcvre  having  discovered  a  Specific 

for  the  Gout,  8vo,  Cant.  1770. 
Murray  (Jo.  And.)  De  Materia  Arthritica  ad  vereuda  aberrante,  8vo, 

Gott.  1785,  ext.  in  Frank.  Delect.  Tom.  IL  p.  I. 
Musgrave  (Gul.)  De  Arthritide  Anomala  sive  Interna,  8vo,  Exon.  1707. 
Parkinson  (James)  On  Gout,  8vo,  Lond.  1805. 
Rennie  (A.)  Observations  on  Gout,  8vo,  Lond.  1825. 
Rhyne  (Wilh.  Ten.)  De  Arthritide,  &c.,  8vo,  Loud.  1685. 
Ring  (John)  On  the  Gout,  8vo,  Lond.  1811. 
Rowley  (Will.)  On  Gout,  8vo,  Lond.  1792. 
Rush  (Benjamin)  On  Gout,  &c.  8vo,  Philadelphia,  1793. 
Scot  (John)  Inquiry  into  the  Origin  of  Gout,  od  Edit.  8vo,  Lond. 
Scudamore  (Sir  Charles)  Treatise  on  Gout,  Rheumatism,  and  Gravel,  8vo, 

Lond.  181G. 

 The  same  book,  2d  Edit.  8vo,  Lond.  1817. 

 The  same  book,  4th  Edit.  8vo,  Lond.  1823. 

Sutton  (Thos.)  On  Gout,  &c.  8vo,  Lond.  1813. 

Sydenham  (Thos.)  Tractatus  de  Podagra  et  IJydrope,  12mo,  Lugd.  Bat. 
1684. 

Valentinus  (M.  B.)  Historia  Moxae,  cum  Meditatione  de  Podagra,  12nio, 

Lugd.  Bat.  1686. 
Wallis  (George)  on  the  Gout,  8vo,  Lond.  1798. 
Warner  (Ferdinand)  On  the  Gout,  Svo,  Lond.  1772. 
Wenzel  (Joseph.)  De  Ossium  Arthriticorum  Indole,  Svo,  Mogunt.  1791, 

ext.  in  Frank.  Delect.  Tom  XII.  p.  341. 
Williams  (T.)  Advice  to  (Jouty  People,  8vo,  Lond.  1774. 
Wilson  (C  )  Observations  on  the  Gout  and  Acute  Rheumatism,  12nio, 

Lond.  1815. 
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g.  Rheumatism. 

Baeta  (H.  X.)  Comparative  View  of  the  Theories  and  Practice  of  Drs. 
Ciillen,  Brown,  and  Darwin,  in  the  Treatment  of  Fever  and  Acute 
Rheumatism,  8vo,  Lond.  1800. 

Balfour  (William)  Observations  on  a  New  Mode  of  Curiugf  Rheumatism, 
&c.  8vo,  Edin.  1816. 

Bouillaud  (J.)  Nouvelles  Recherches  sur  le  Rhumatisme,  8vo,  Paris,  1836. 

Cox  (Thos.)  Observations  on  Acute  Rheumatism,  8vo,  Lond.  1824. 

Dumoulin  (M.)  Sur  le  Rhumatisme,  et  les  Vapeurs,  Vimo,  Paris,  1791. 

Fowler  (Thos.)  On  the  Effects  of  Blood-letting,  &c.  in  the  Cure  of  Rheu- 
matism, Lond.  1795. 

Johnson  (James)  Practical  Researches  on  Gout  and  Rheumatism,  &c.  Svo, 
Lond.  1818. 

Latham  (J.)  On  Rheumatism  and  Gout,  Svo,  Lond.  1796. 
Scudamore  (Sir  Charles)  Treatise  on  Gout,  Rheumatism,  and  Gravel, 
8vo,  Lond.  1816. 

 The  same  book,  2d  Edit.  1817. 

 The  same  book,  4th  Edit.  1823. 

 Treatise  on  the  Nature  and  Cure  of  Rheumatism,  Svo,  Lond.  1827. 

Wilson  (C.)  Observations  on  the  Gout  and  Acute  Rheumatism,  ]2mo, 
Lond.  1815. 


h.  Scorbutus. 


Beddoes  (Thos.)  On  Sea  Scurvy,  &c.  Svo,  Lond.  1793. 
Bisset  (C.)  On  the  Scurvy,  with  a  Supplement  in  MS.  of  44  paffes,  Svo, 
Lond.  1755. 

Lind  (J.)  On  the  Scurvy,  2d  Edit.  Svo,  Lond.  1757. 
 The  same  book,  3d  Edit.  1772. 

Lister  (Martin.)  De  Scorbuto,  &c.  Svo,  Lond.  1094.  (2  copies.) 
Macbride  (David)  Historical  Account  of  a  New  Method  of  Treatino-  the 

Scurvy  at  Sea,  8vo,  Lond.  1767.  ° 
Milman  (Francis)  On  Scurvy  and  Putrid  Fevers,  Svo,  Loud.  1783. 
Paterson  (D.)  On  the  Scurvy,  Svo,  Edin.  1795. 

Shervven  (John)  Cursory  Remarks  on  the  Marine  Scurvy,  4to,  Lond.  1782. 
Thomson  (Fred.)  On  Scurvy  and  Fever,  Svo,  Lond.  1790. 
Trotter  (Thomas)  On  the  Scurvy,  Svo,  Lond.  1792. 
Willis  (Th.)  De  Scorbuto,  12mo,  Amstelod.  1668. 

i.  Scrofula,  -f- 

Ayre  (Joseph)  On  the  Nature  and  Treatment  of  Marasmus,  &c.  Svo,  Lond. 

Baron  (John)  On  the  Tuberculatcd  Acretions  of  Serous  Membranes  &r 
ovo,  Lond.  1819. 

Lmuf  TsiT  °^  respecting  Tuberculous  Diseases,  Svo, 

Baumes  (J.  B.  T.)  Recherches  sur  le  Carreau,  8vo,  Nismcs,  17S8. 

1  Under  this  head  are  included  Tubercles  .md  Di6ea.«es  of  the  Glandular  System. 
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Becker  (F.  W.)  Do  Glandulis  Thoracis  Lympliaticis  atque  Thymo  spcci- 

men  pathologicum,  4to,  Berol.  1826. 
Beddoes  (Thos.)  Observations  on  the  Cure  of  Scrofula,  &c.  8vo,  Loud. 

1801. 

Bennett  (Christoph.)  Tabidorum  Theatrum,  12mo,  Lugd.  Bat.  1714. 
Brandish  (Joseph)  On  the  Use  of  Caustic  Alkali  in  Scrofula,  &c.  8vo, 
Loud.  181 1. 

Browne  (John)  Treatise  of  King's  Evil  Swellings,  together  with  the 

Royal  Art  of  Healing,  12mo,  Lond.  1684'. 
Carmichael  (R.)  On  Scrofula,  8vo,  Lond.  1810.  f2  copies.  J 
Clark  (James)  Treatise  on  Pulmonary  Consumption,  8vo,  Lond.  1835. 
Farr  (Will.)  On  the  Nature  and  Origin  of  Scrofula,  8vo,  Lond.  1820. 
Frank  (Jo.  Petr.)  De  Rachitide  Acuta  et  Adultorum,  Ticiui,  1788,  ext.  in 

Frank.  Delect.  Tom.  V.  p.  304. 
Gautierus  (Joseph.)  Observationes  de  Struma  et  Cretiuismo,  8vo,  Vindel. 

1794. 

Glisson  (F.)  De  Rachitide,  8vo,  Lond.  1655. 

Hamilton  (Robert)  On  Scrofulous  AiFections,  &c.  12mo,  Lond.  1791. 
Hendy  (James)  On  the  Glandular  Disease  of  Barbadoes,  8vo,  Lond.  178 1. 
Hufeland  (C.  G.)  Traite  de  la  Maladie  Scrophuleuse,  8vo,  Paris,  1821. 
Kortum  (C.  G.  T.)  De  Vitio  Scrofuloso,  2  tom.  8vo,  Lemgov.  1798. 
Lloyd  (E.  A.)  Treatise  on  the  Nature  and  Treatment  of  fc'crophula,  8vo, 
Lond.  1821. 

Lombard  (H.  C.)  Essai  sur  les  Tubercules,  4to,  Paris,  1827. 

Lugol  (M.)  Essays  on  the  Effects  of  Iodine  in  Scrofulous  Diseases,  trans- 
lated by  O'Shaughnessy,  8vo,  Lond.  1831. 

Mauson  (A.)  Medical  Researches  on  the  Effects  of  Iodine  in  Bronchocele, 
&c.  8vo,  Lond.  1825. 

Mossman  (George)  On  Scrofula  and  Glandular  Consumption,  8vo,  Brad- 
ford. 

Nisbet  (Wm.)  On  the  Nature  and  Treatment  of  Scrofula  and  Cancer,  8vo, 
Edin.  1795. 

Rogers  (Nathaniel)  Essay  on  Tubercles,  8vo,  Edin,  1832. 
Russel  (James)  Treatise  on  Scrofula,  8vo,  Edin.  1808. 
Russel  (Richard)  On  the  Economy  of  Nature  in  Acute  and  Chronic  Dis- 
eases of  the  Glands,  8vo,  Lond.  1755. 
White  (Thomas)  Treatise  on  Scrofula,  8vo,  Lond.  1784. 
 The  same  book,  2d  Edit.  8vo,  Lond.  1787. 

j.  Scirrhus. 

( rirf.  Surgery,  Part  LJChap.  5.) 

k.  Melanosis. 

Fawdington  (Thos.)  A  Case  of  Melanosis,  with  Observations  on  tlio 
Pathology  of  the  Disease,  8vo,  Lond.  182G. 

1.  Fungtis  HtEinalodcs. 

( rid.  Surgery,  Part  I.  Chap.  5.) 
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6.    WORKS  ON  DISEASES  OF  PARTICVLAR  ORGANS. 


a.  Diseases  of  the  Skin. 

*  a.  Diseases  of  the  Ski7i  Generally. 

Alibert  (J.  L.)  Precis  Theorique  et  Pratique  sur  les  Maladies  de  la  Peau, 

2  torn.  8vo,  Paris,  1818. 
 Monographic  des  Dermatoses  ou  precis  Theorique  et  Pratique  des 

Maladies  de  la  Peau,  4to,  Paris,  1832. 
Bateman  (Thomas)  Practical  Synopsis  of  Cutaneous  Diseases,  8vo,  Lond. 

1813. 

 The  same  book,  6th  Edit.  1824. 

 The  same  book,  7th  Edit.  1829. 

— —  Delineations  of  Cutaneous  Diseases,  4to,  Lond.  1817.  ^2  copies, J 
Cazenave  (A.)  et  Schedel  (H.  T.)  Abrege  pratique  des  Maladies  de  la 

Peau,8vo,  Paris,  1828. 
Giroud  (Louis)  Considerations  sur  les  Maladies  Cutanees,  4to,  Paris,  1832. 
Lorry  (A.  C.)  De  Morbis  Cutaneis,  4to,  Paris,  1777. 
Paget  (John)  An  Essay  on  the  Comparative  Merits  of  Artificial  and 

Natural  Classification  as  applied  to  the  Diseases  of  the  Skin,  8vo, 

Edin.  1833. 

Plenck  (Joseph.  Jac.)  De  Morbis  Cutaneis,  8vo,  Vienn.  1783. 

Plumbe  (Sam.)  On  Diseases  of  the  Skin,  8vo,  Lond.  1824. 

Rayer  (P.)  Traite  Theorique  et  Pratique  des  Maladies  de  la  Peau,  2 

tomes,  8vo,  Paris,  1826,  avec  Atlas  in  8vo. 

 The  same  book,  trans,  by  Willis,  8vo,Lond.  1835,  with  Atlas  in  4to, 

Thomson  (Anthony  Todd)  Atlas  of  Delineations  of  Cutaneous  Eruptions, 

8vo,  Lond.  1829. 
Turner  (Daniel)  On  the  Diseases  of  the  Skin,  8vo,  Lond.  1736. 
Willan  (R.)  On  Cutaneous  Diseases,  Vol.  L  4to,  Loud.  1808.  (^2  copies. J 

*  b.  Particular  Diseases  of  the  Skin. 

Alley  (George)  On  an  Eruptive  Disease  occasioned  by  Mercury  8vo 
Dublin,  1804.  J>  > 
 On  the  Hydrargyria,  4to,  Lond.  1810. 

Caignou  (E.  De)  et  Quemont  (A.)  Le9ons  du  Docteur  Broussais  sur  les 
Phlegmasies  Gastriques  et  Cutane'es  Aigues,  8vo,  Paris,  1819. 

Hamilton  (Robert)  On  Leprosy,  &c.  8vo,  Lond.  1801. 

Hill  (James)  Cases  in  Surgery,  including  an  Account  of  the  Disease  call- 
ed Sibbens,  12mo,  Edin.  1772. 

Jansen  (W.  X.)  De  Pellagra,  8vo,  Lugd.  Bat.  1787,  ext.  in  Frank.  De- 
lect. Tom.  IX.  p.  325. 

Macilwain  (George)  On  the  Constitutional  Origin  of  the  various  Forms 
of  Porrigo,  8vo,  Lond.  1833. 

Mosely  (Ben.)  On  Yaws,  &c.  8vo,  Lond.  1800. 

Murray  (Jo.  And.)  De  Vermibus  in  Lepra  obviis  et  de  Lumbricorum 

Setis,  12mo,  Gott.  1769. 
Schillingius  (G.  G^  De  Lepra,  8vo,  Lugd,  Bat.  1778. 
Titius  (S  C.)  De  Pellagra;  morbi  inter  Austria;  Incolas  ffrassantis  Patho- 

logia,  Viteberg.  1792,  ext.  in  Frank.  Delect.  Tom.  XII.  p  121 

0 


122 


SPECIAL  PATHOIiOGT. 


b.  Diseases  of  the  Nervous  System. 
*  a.  Diseases  of  the  Nervous  Si/stem  in  General. 

Abercrombie  (John)  On  Diseases  of  the  Brain  and  Spinal  Cord,  8vo, 
Edin.  1828. 

 The  same  book,  2d  Edit.  1830. 

 Le  meme  livre,  trad.  8vo,  Paris,  18.32. 

 The  same  book,  a  new  Edit.  12mo,  1834. 

Cheyne  (George)  The  English  Malady,  or  a  Treatise  of  Nervous  Diseases, 

&c.  8to,  Lond.  1734'. 
Cooke  (John)  On  Nervous  Diseases,  2  vols.  8vo,  Lond.  1820-23. 
Duges  (Ant.)  Essai  Physiologico-Pathologique  sur  la  nature  des  princi- 

pales  Nevroses,  &c.  2  torn.  8vo,  Paris,  1823. 
Garpia  (J.  M.)  Theorie  Nouvelle  sur  les  Maladies  Canc^reuses,  Nerveuses, 

&c.  2  torn.  8vo,  Paris,  1772. 
Hall  (M.)  On  the  Nervous  System  and  its  Diseases,  8vo,  Lond.  183G. 
Lallemand  (F.)  Recherches  Anatomico-Pathologiques  sur  I'Encephale  et 

ses  dependences,  2  torn.  8vo,  Paris,  1820. 
Prichard  (J.  C.)  Treatise  on  Diseases  of  the  Nervous  System,  Part  L 

8vo,  Lond.  1822. 

Reid  (John)  Essays  on  Hypochondriacal  and  other  Nervous  Affections, 
8vo,  Lond.  1816. 

Rowley  (Will.)  On  Various  Diseases,  Nervous,  Hysterical,  &c.  8vo, 
Lond.  1778. 

Swan  (Joseph)  On  the  Nervous  System,  8vo,  Lond.  1822. 

Thaer  (Albrecht)  De  Actione  Systematis  Nervosi  inFebribus,  Gott.  1774, 

ext.  in  Ludwig.  Script.  Neurolog.  Tom.  HL  p.  liO. 
Travers  (B.)  On  the  Pathology  of  the  Nervous  System,  &c.  2  vols.  8vo, 

Lond.  1835. 

Whytt  (Robt.)  On  Nervous,  Hypochondriacal,  and  Hysterical  Disorders, 
and  on  Nervous  Sympathy,  3d  Edit.  8vo,  Edin.  1 767. 

Willis  (Th.)  Pathologia  Cerebri  et  Nervosi  Generis,  12mo,  Amstelod. 
1668. 


*  b.  Diseases  of  Particular  Parts  of  the  Nervous  System. 

•  *  a.  Diseases  of  the  Brain. 

*  *  •  a.  Diseases  of  the  Brain  Generally. 

Bayle  (A.  L.  J.)  Sur  les  Maladies  du  Cerveau,  &c.  8vo,  Paris,  1826. 
Bellini  (L.)  De  Morbis  Capitis,  &c.  Edit.  2da,  4to,  Francof.  et  Lips.  1698. 
Bouillaud  (M.  J.)  Traite  Clinique  et  Physiologique  de  I'Eucephahte,  8vo, 
Paris  1825. 

Duffin  (e!  W.)  Essay  on  Injuries  of  the  Head,  8vo,  Edin.  1822. 
Haguenot  (Dom.)  Tractatus  de  Morbis  Capitis,  12mo,  Aven.  1751. 
Kloekhof  (C.  A.)  De  Morbis  Animi  ab  iufirmato  tenore  MeduUae  Cerebri, 
8vo,  Traject.  1735. 
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Lazermo  (J.)  De  Morbis  Internis  Capitis,  12mo,  Liigd,  Bat.  1756. 
Mills  (Thos.)  Inquiry  iuto  the  effects  produced  on  the  Braiu,  Lungs,  &c. 

by  Diseases  of  the  Liver,  8vo,  Dublin,  1819. 
Monro  r  A  Tertius)  Morbid  Anatomy  of  the  Brain,  Vol.  L  8vo,  Edin.  18-^  /. 
Ploucquet  (G.  G.)  et  Baur  (C.  L.)  De  Cephalalgia  in  species  digesta, 

ext.  in  Lud.  Script.  Neur.  Tom.  III.  p.  294.  . 
Rostan  (L.  N.)  Recherches  sur  le  Ramollissement  du  Cerveau,  Svo,  1  aris, 

1820. 

Sablairoles  (J.)  Sur  I'influence  des  Organes  Digestifs  des  Enfans  sur  le 

Cerveau,  8vo,  Paris,  1826. 
Schneiderus  (C.  V.)  De  Morbis  Capitis,  4to,  Vittenb.  1669. 
Tissot  (S.  A.  D.)  De  Cephaltea,  &c.  Laus.  1760,  ext.  in  Sandifort. 

Thesaur.  Tom.  X. 
Vaughan  (Walter)  Essay  on  Headaches,  Svo,  Lond.  1825. 
Wadd  (W.)  On  Malformations  and  Diseases  of  the  Head,  4to,  Lond.  1819. 
Wepferus  (Jo.  Jac.)  De  Affectibus  Capitis,  4to,  Scaph.  1727. 


*  *  *  b.  Diseases  of  the  Brain  in  Particular. 
•  *  •  *  a.  Affections  of  the  Membranes. 

•  «  •  *  •  a.  Meningitis' 

Balfour  (J.  H.)  Case  of  Peculiar  Disease  of  the  Skull  and  Dura  Mater, 
Svo,  Edin.  1834. 

Brendelius  (J.  G.)  De  Cognatione  ParaphrenitidiSj  &c.  Svo,  Gott.  1732, 

ext.  in  Frank.  Delect.  Tom.  VI H.  p.  71. 
Duchatelet  (P.)  Sur  rinllammation  de  I'Arachnoide,  Svo,  Paris,  1823. 

•  «  ♦  »  •  Ij.  Hydrocephalus. 

Coindet  (J.  F.)  Memoire  sur  1' Hydrence'phale,  Svo,  Paris,  1817. 
Craigie  (D.)  Case  of  Chronic  Hydrocephalus,  Svo,  Edin.  1832. 
Ekraark  (Cav.)  Dissertatio  exhibens  Hydrocephalum  Internum  Anno- 

rum  XLV.  Upsal.  1763,  ext.  in  Sandifort.  Thesaur.  Tom.  II. 
Gaudelius  (Jo.)  De  Hydrocephalo,  Gott.  1793,  ext.  iu  Frank.  Delect.  Tom. 

XII.  p.  96. 

Golis  (L.  A.)  Treatise  on  the  Hydrocephalus  Acutus,  translated  from  the 

German,  by  Gooch,  Svo,  Lond.  1821. 
Quin  (C.  W.)  On  Dropsy  of  the  Brain,  Svo,  Edin.  1768. 
Sniytli  (James  Carmichael)  On  Hydrencephalus,  Svo,  Lond.  1814. 
AVhytt  (Robt.)  On  Dropsy  of  the  Brain,  Svo,  Edin.  1768. 
Yeats  (G.  D.)  On  the  early  symptoms  which  lead  to  Water  in  the  Braiu, 

Svo,  Lond.  1815. 

 Appendix  to  the  same  book,  Svo,  Lond.  1819. 

 The  same  book,  2d  Edit.  Svo,  Loud.  1S23. 

*  *  *  *  *  c.  Delirium  Tremens, 

Lind  (Janus  Georgius)  De  Delirio  Tremente,  12rao,  Haunia*,  1822. 
Sutton  (Thomas)  On  Delirium  Tremens,  Peritonitis,  and  some  other  In- 
ternal Inflammatory  Affections,  and  on  Gout,  Svo,  Loud.  1813. 
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*  "  *  •  b.  Apoplexy  and  Paralysis. 

Calmeil  (L,  F.)  De  la  Paralysie  consid^ree  chez  les  A\\6a6s,  8vo,  Paris, 
1826. 

Cheyne  (John)  Cases  of  Apoplexy  and  Lethargy,  Svo,  Lend.  1812. 
Cramer  (C.)  De  Paralysi,  et  Setaceorum  ad  versus  earn  eximio  usu,  Gott. 

1768,  ext.  in  Sandifort.  Thesaur.  Tom.  I. 
Kirkland  (Thomas)  On  Apoplectic  and  Paralytic  Affections,  Svo,  Lond. 

1792. 

Kortum  (C.  G.  T.)  De  Apoplexia  Nervosa,  Gott.  1785,  ext.  in  Frank. 

Delect.  Tom.  VI.  p.  1. 
—  Idem  liber,  ext.  in  Lud.  Script.  Neur.  Tom.  IV. 
Parkinson  (James)  On  the  Shaking  Palsy,  8vo,  Lond.  1817. 
Pereboom  (Corn.)  De  Paralysi  imprimis  Nervea,  Hornae,  1773,  ext.  in 

Schleg.  Thes. 

Portal  (Le  Baron)  Sur  I'Apoplexie  et  sur  les  moyens  de  la  pre'venir,  8vo, 
Paris,  1811. 

Pott  (Percival)  Sur  la  Paralysie,  &c.  trad,  par  M.  Beerenbrok,8vo,  Brux. 
1779. 

Rochoux  (J.  A.)  Recherches  sur  I'Apoplexie,  8vo,  Paris,  1814. 
Schneiderus  (C.  V.)   De  Apoplexia,  Leipopsychia,  et  Paralysi,  4to, 
Franc.  1672. 

Tissot  (S.  A.  D.)  De  Apoplexia,  &c.  Lond.  1761,  ext.  in  Sandifort.  The- 
saur. Tom.  ll. 

Wepferus  (Jo.  Jac.)  Historioe  Apoplecticorum,  &c.  12mo,  Amstel.  1724. 
Zulianus  (F.)  De  Apoplexia  prsesertim  Nervea,  8vo,  Lips.  1780. 


•  •  •  •  c.  Mental  Diseases. 


Arnold  (T.)  On  Insanity,  2  vols.  Svo,  Leicester,  1782-86. 

Bakewell  (Thomas)  Letter  to  the  Chairman  of  the  Select  Committee  of 

the  House  of  Commons  on  Mental  Derangement,  Svo,  Stafford,  1815- 
Battle  (W.)  Treatise  on  Madness,  4to,  Lond.  173S. 
Bose  (E.  G.)  De  Morbis  Mentis  delicta  excusantibus,  Svo,  Lips.  1774, 

ext.  in  Frank.  Del.  Tom.  IX.  p.  93. 
Burrows  (G.  M.)  Inquiry  into  certain  Errors  relative  to  Insanity,  &c. 

Svo,  Lond.  1S20. 
 Commentaries  on  Insanity,  Svo,  Lond.  1828. 

Calmeil  (L.  F.)  De  la  Paralysie  cousideree  chez  les  Alie'nes,  Svo,  Pans, 
1826. 

Combe  (Andrew)  On  the  Effects  of  Injuries  of  the  Brain  upon  the  Mani- 
festations of  the  Mind,  Svo,  Edin.  1824. 

 Observations  on  Mental  Derangement,  Svo,  Edm.  1831. 

Conolly  (John)  An  Inquiry  concerning  the  indications  of  Insanity,  Svo, 

Lond.  1830.  ^      ^      .  x>  i.  i^o-r 

Cox  (J.  M.)  Dissertatio  Inauguralis  de  Mama,  4to,  Lugd.  Bat.  1787. 

 Practical  Observations  on  Insanity,  Svo,  Lond.  1804. 

Crichton  (Alex.)  On  Mental  Derangement,  2  vols.  Svo,  Lond.  1798. 
Crowther  (Bryan)  Practical  Remarks  on  Insanity,  Svo,  Lond.  1811. 
Crowther  (C.)  Observations  on  the  Management  of  the  Pauper  Lunatic 

Asylum  at  Wakefield,  Svo,  Wakefield,  1830. 
Daquin  (Jos.)  La  Philosophic  de  la  Folie,  Svo,  Pans,  1792. 
Dewar  (Henry)  Essay  on  Insanity,  4to,  Edin.  1818. 
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Faulkner  (B.)  Observations  on  the  Treatment  of  Insanity,  8vo,  Lond. 

1790.  „  . 

Fode're  (F.  E.)  Traite  dii  Delire,  2  torn.  8vo,  Pans,  1817. 

 Traite?  du  Cre'tinisme,  &c.  8vo,  Paris,  1800. 

Georo-et  (M.)  De  la  Folic,  8vo,  Paris,  1820. 

Hallaran  (W.  S.)  On  the  Causes  and  Cure  of  Insanity,  8vo,  Cork,  1818. 
Halliday  (Sir  Andrew)  General  View  of  the  Present  State  of  Lunatics 

and  Lunatic  Asylums  in  Great  Britain  and  Ireland,  Svo,  Loud.  1828. 
 Letters  to  Lord  Robert  Seymour,  with  a  Report  of  the  number  of 

Lunatics  and  Idiots  in  England  and  Wales,  8vo,  Lond.  1829. 
Haslam  (John)  On  Madness  and  Melancholy,  2d  Edit.  8vo,  Lond.  1809. 

 Illustrations  of  Madness,  8vo,  Lond.  1810. 

 On  the  Moral  Management  of  Insane  Persons,  Svo,  Lond.  1817. 

 Medical  Jurisprudence  as  it  relates  to  Insanity  according-  to  the  law 

of  England,  Svo,  Lond.  1817. 
Hill  (George  Nesse)  Essay  on  Insanity,  Svo,  Lond.  1814.  f2  copies.) 
Johnstone  (John)  On  Madness,  Svo,  Birmingham,  1800. 
Kloekhof  (C.  A.)  De  Morbis  Animi  ab  infirmato  tenore  MeduUse  Cerebri, 

Svo,  Traject.  1753. 
Knight  (P.  S.)  On  the  Causes,  Symptoms,  and  Treatment  of  Derange- 
ment of  the  Mind,  Svo,  Lond.  1827. 
Marshall  (A.)  Morbid  Anatomy  of  the  Brain  in  Mania  and  Hydrophobia, 

Svo,  Lond.  1815.  f  "2.  copies.) 
Monro  (John)  Remarks  on  Dr.  Battle's  Treatise  on  Madness,  Svo,  Lond. 

1775. 

Morrison  (Alexander)  Outlines  of  Lectures  on  Mental  Diseases,  Svo, 

Edin.  1825. 

 The  same  book,  Svo,  Paris,  1826. 

Perfect  (W.)  Select  Cases  of  Insanity,  Svo,  Rochester,  1787. 

Pinel  (Ph.)  Traite  Medico-Philosophique  sur  I'Alie'nation  Mentale,  Svo, 

Paris,  1801. 

 The  same  book,  translated  by  Davies,  Svo,  Sheffield,  1806. 

— —  Le  meme  livre,  2de  Edit.  Svo,  Paris,  1809.  (3  copies.) 

Prichard  (Jas.  Cowley)  A  Treatise  on  Insanity  and  other  Disorders  af- 
fecting the  Mind,  Svo,  Loud.  1835. 

Spurzheim  (F.  G.)  Observations  on  Insanity,  Svo,  Loud.  1817. 

Voisin  (F.)  Des  Causes  Morales  et  Physiques  des  Maladies  Mentales. 
Svo,  Paris,  1826. 

Willis  (Francis)  Treatise  on  Mental  Derangement,  Svo,  Lond.  1823. 


§  Melancholia  and  Hypochondriasis. 


Blackmore  (Rich.)  On  Hypochondriacal  and  Hysterical  Affections.  Svo, 
Lond. 1725. 

Dubois  (F.)  Histoire  Philosophique  de  I'Hypochondrie  et  de  I'Hysterie 
8vo,  Paris,  1833.  ^  ' 

Falret  (J.  P.)  De  I'Hypochondrie  et  du  Suicide,  Svo,  Paris,  1822. 

l-lemyng  (Mil.)  De  Morbis  Hypoohondriacis  et  Hystericis  Poema.  Svo 
Eborac.  1740. 

Fracassinus  (Ant.)  Opuscula  Pathologica  de  Malo  Hypochondriaco,  &c. 
<lto,  Lips.  1758. 

G^^KVp^'m" ?''n        Me<;hanica  Investigatio,  4to,  Veronae,  1764. 
Gattenhoff  (G.  M.)  De  Hypochondriasi,  Heidelb.  1709,  ext.  in  Frank, 
ueiect.  lom.  I.  p.  i. 

Haslam  (John)  On  iviadncss  and  Melancholy.  2d  Edit.  8vo,  Lond,  1809. 
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Long  (A^  C.)  De  Melancholia  et  Morbis  Melancholicis,  2  torn.  8vo,  Paris, 

Mandeville  (B.)  On  the  Hypochondriac  and  Hysteric  Diseases,  3d  Edit.  . 
8vo,  Lond.  1730. 

Wilson  (A.)  On  Hysteria  and  Hypochondriasis,  8vo,  Lond.  1777. 

Woodforde  (J.)  Treatise  on  Dyspepsia,  with  Observations  ou  Hypochon- 
driasis and  Hysteria,  8vo,  Lond.  and  Sherborne,  1821. 


*  *  b.  Diseases  of  the  Spinal  Marrow,  including  Diseases  and  Distor- 
tions of  the  Spine. 

Banipfield  (R.  W.)  An  Essay  on  Cnrvatures  and  Diseases  of  the  Spine, 

&c.  8vo,  Lond.  1824.. 
Baynton  (Thomas)  Account  of  a  Successful  Method  of  treating  Diseases 

of  the  Spine,  8vo,  Lond.  1813. 
Bell  (Sir  C.)  Observations  on  Injuries  of  the  Spine,  &c.  4to,  Lond.  1824. 
Earle  (Sir  James)  On  the  Cure  of  Curved  Spine,  8vo,  Lond.  1799. 
Frank  (Jo.  Pet.)  De  Vertebralis  Columnse  in  Morbis  Dignitate,  ext.  in 

Frank.  Delect.  Tom.  XL  p.  1. 
Harrison  (Edward)  Pathological  and  Practical  Observations  on  Spinal 

Diseases,  8vo,  Lond.  1827. 
Knox  (R.)  On  the  Treatment  of  the  Lateral  Curvature  of  the  Spine,  8vo, 

Edin.  1823.  (2  copies.) 
Macartney  (James)  On  Curvatures  of  the  Spine,  4to,  Dublin,  1817. 
Newbigging  (P.  S.  K.)  On  Spina  Bifida,  8vo,  Edin.  1834. 
Ollivier  (C.  P.)  De  la  Moelle  Epiniere  et  ses  Maladies,  8vo,  Paris,  1824. 
Pott  (Percival)  Sur  la  Paralysie,  &c.  trad,  par  M.  Beerenbroek,  8vo, 

Brux.  1779. 

Shaw  (John)  On  the  Natuie  and  Treatment  of  Distortions  of  the  Spine, 
8vo,  Lond.  1823,  with  Atlas  in  folio. 

 Further  Observations  on  the  same  Subject,  8vo,  Lond.  1823. 

Ward  (W.  T.)  On  Distortions  of  the  Spine,  &c.  8vo,  Lond.  1822. 


*  *  c.  Diseases  of  the  Nerves. 

Boerhaave  (Hermann.)  Prselectiones  Academicse  de  Morbis  Nervorum, 

2  torn.  12mo,  Lugd.  Bat.  1761. 
Cottunnius  (D.)  De  Ischiade  Nervosa,  Neapoli,  1764,  ext.  in  Thesaur. 

Sandifort.  Tom.  IL 
— —  Idem  liber,  8vo,  Vienu.  1770. 
Coopman  (Geo.)  Neurologia,  &c.  8vo,  Franequer.  1786. 
Crusen  (C.  B.)  De  Tensione  Nervorum,  Gott.  1765,  ext.  in  Lud.  Script. 

Neur.  Tom.  IV.  p.  189. 
Domeier  (W.  Fr.)  Ueber  den  Schlagfluss  vorziiglich  der  Nerven,  8vo, 

Hanover,  1791. 

Duval  (J.  L.)  Sur  quelques  Aflfections  Douloureuses  de  la  Face,  8vo, 
Paris,  1814. 

Falconer  (W.)  Dissertation  on  Ischias,  and  on  the  Effects  of  the  Bath 
Waters  in  this  Disease,  8vo,  Lond.  1805. 

Helneken  (Jo.)  De  Morbis  Nervorum  eorumque  frequentissima  ex  Abdo- 
mine  origine,  ext.  in  Ludwig.  Script.  Ncuorolog.  Tom.  H.  p.  291. 

Hutchinson  (Benjamin)  Cases  of  Neuralgia  Spasmodica  or  Tic  Doul- 
oureux successfully  treated,  8vo,  Loud.  1822. 
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Kiiklatul  (T.)  Two  Dissertations  on  the  Nerves  &c.  8vo,  Lond.  1774. 
Muso-ravcV  Samuel)  On  the  Nerves,  8vo,  Lond.  1776. 
Swan  (Joseph)  On  Diseases  and  Injuries  of  the  Nerves,  8vo  Lond.  1834,. 
Teale  (T  P  )  A  Treatise  on  Neuralgic  Diseases,  8vo,  Lond.  1829. 
Wood  (W.)  On  the  Painful  Subcutaneous  Tubercle,  8vo,  Ediu.  1812. 
^2  copies 

 Further  Observations  on  the  same  Subject,  8vo,  Edin.  1828. 

,  Observations  on  Neuroma,  8vo,  Edin.  1828. 


♦  *  d.  Anomalous  Diseases  of  the  Nervous  Si/stem. 


Catalepsy. 

Fabri  (G.  L.)  Tractatus  de  Catalepsi,  8vo,  Halse,  1780. 

Chorea. 

Andree  (John)  Cases  of  St.  Vitus'  Dance,  &c.  8vo,  Lond.  1746. 

Epilepsy. 

Andree  (John)  Cases  of  Epilepsy,  &c.  8vo,  Lond.  1746. 

Epps  (J.)  Epilepsy,  a  Case  of  20  years  standing  cured,  8vo,  Lond.  1834. 

Portal  (Le  Baron)  Observations  sur  la  Nature  et  le  Traitement  de  I'Epi- 

lepsie,  8vo,  Paris.  1827. 
Threlful  (W.)  On  Epilepsy,  8vo,  Lond.  1772. 

Wenzel(J.)  Observations  sur  le  Cervelet,  et  sur  les  Diverses  Partiesdu  Cer- 
veau  dans  les  Epileptiques,  traduites  par  M.  Breton,  8vo,  Paris,  1811. 

Hydrophobia. 

Arnold  (T.)  Case  of  Hydrophobia  successfully  treated,  8vo,  Lond.  1793. 

Bardsley  (J.  L.)  De  Rabie  Canina,  8vo,  Ediu.  1823. 

Bardsley  (Samuel)  Medical  Reports,  with  an  enquiry  into  Canine  Mad- 
ness, 8vo,  Lond.  1807.  (2  copies.) 

Breithaupt  (Lud.)  De  Hydrophobia,  1794,  ext.  in  Brose  Coll.  Diss.  Gott. 
Tom.  H.  Part.  IL 

Desault  (Pierre)  Sur  la  Rage,  12mo,  Bourdeaux,  1733. 

Hamilton  (Robert)  On  the  means  of  obviating  the  Effects  of  the  Bite  of 
a  Mad  Dog,  8vo,  Ipswich,  1785. 

Lalouette  (J.  F.  A.)  Sur  la  Rage,  8vo,  Paris,  1812. 

Lettsom  (J.  C.)  On  the  Bite  of  Mad  Dogs,  and  other  Rabid  Animals,  8vo, 

Philadelphia,  1793. 
Lipscomb  (George)  On  Canine  Madness,  8vo,  Lond.  1809. 
Lister  (Martin.)  De  Hydrophobia,  &c.  8vo,  Lond.  1694.  (2  copies.) 
Mease  (J.)  On  the  Diseases  produced  by  the  Bite  of  a  Mad  Dog  or  other 

Rabid  Animal,  with  an  Appendix  by  Dr.  Lettsom,  8vo,  Lond.  1793. 

(2  copies.) 

Nugent  (C.)  On  Hydrophobia,  8vo,  Lond.  1753. 

Parry  (Caleb  Hilliar)  Cases  of  Rabies  Contagiosa,  &c.  8vo,  Bath,  1815. 

Ridley  (H.)  De  Hydrophobia,  &c.  8vo,  Lugd.  Bat.  1750. 

Rush  (Benj.)  On  Hydrophobia,  &c.  8vo,  Philadelphia,  1798. 

Savarin-Marestan  (J.  M.)  Sur  les  Hydropisies  Articulaires,  avec  un  Me- 
moire  sur  la  Rage,  8vo,  Paris,  1 803. 

White  (Robert)  Doubts  of  Hydrophobia  as  a  Specific  Disease  being*  com- 
municated by  the  Bite  of  a  Dog,  8vo,  Lond.  1826. 
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Hytteria. 

Andree  (Johnj  Cases  of  Epilepsy,  Hysteric  Fits,  St.  Vitus'  Dance,  &c. 
8vo,  Lond.  1746. 

Dubois  (R)  Histoire  Philosophique  de  I'Hypochondrie  et  de  I'Hysterie 
8vo,  Pans,  1833.  ' 
WoodForde  (J.)  Observations  on  Hysteria,  &c.8vo,  Lond.and  Sherborne, 

Shaking  Palsy. 

Parkinson  (James)  On  the  Shaking  Palsy,  8vo,  Lond.  1817. 

Tetanus. 

Dazille  (M.)  Observations  sur  le  Te'tanos,  8vo,  Paris,  1788. 
MoiTison  (John)  Treatise  on  Tetanus,  8vo,  Newry,  1816. 
Parry  (Cal.  Hil.)  Cases  of  Tetanus  and  Rabies  Contafiiosa,  &c.  8vo 
Bath,  1815. 

Schaw  (D.)  Essay  on  Tetanus,  8vo,  Edin.  1817. 

Trnka  (Wen.)  Commentarius  de  Tetano,  8vo,  Vindob.  1777. 


c.  Diseases  of  the  Respiratory  System. 
*  a.  Diseases  of  the  Respiratory  System  Generally. 

Alder  (Thomas)  Outlines  of  a  Treatise  on  the  Disordered  States  of  the 

Lungs,  8vo,  Lond.  1804'. 
Bellini  (Laurent.)  De  Morbis  Pectoris,  &c.  Edit.  2da,  4to,  Francof.  et 

Lips.  1698. 

■  Idem  liber,  cum  Praefat.  Hermann.  Boerhaavii,  Edit.  5ta,  4to,  Lugd. 
Bat.  1730, 

Bree  (Robert)  On  Disordered  Respiration,  8vo,  Birmingham,  1797. 
 The  same  book,  5th  Edit.  8vo,  Lond.  1816. 

Cloquet  (Jules)  De  ITnlluence  des  Efforts  sur  les  Organes  renfermes  dans 
la  Cavite  Thoracique,  8vo,  Paris,  1820. 

Galenus  (Claudius)  Dissertatio  de  Respirationis  Causis,  Utilitate,  Diffi- 
cultate,  &c.  fol.  Basil.  1336. 

Cranville  (A.  B.)  Further  Observations  on  the  internal  use  of  the  Hydro- 
cyanic Acid  in  Pulmonary  Complaints,  8vo,  Lond.  1819. 

Herholdt  (J.  D.)  Ueber  die  Lungenkrankheiten  und  insbesondere  die 
Lungenschwindsucht,  von  Dr.  J.  J.  Alb.  von  Schonberg,  8vo, 
Nurnberg,  1814. 

Magendie  (F.)  Sur  TEmploi  de  I'Acide  Prussique  dans  Ic  Traitement 

des  Maladies  de  Poitrine,  &c.  8vo,  Paris,  1819. 
Miller  (Thos.)  Inquiry  into  the  Effects  produced  on  the  Brain,  Lungs, 

&c.  by  diseases  of  the  Liver,  8vo,  Dublin,  1819. 
Laennec  (R.  T.  H.)  De  I'Auscultation  Mediate,  &c.  2  tom.  8vo,  Paris, 

1819. 

 Le  meme  livre,  2de  Edit.  2  tom.  8vo,  Paris,  1826. 

 The  same  book,  translated  by  Forbes,  8vo,  Lond.  1821. 
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*  b.  Particular  Diseases  of  the  Respiratory  System. 

Asphyxia. 

Kay  (J.  P.)  The  Physiology,  Pathology,  and  Treatment  of  Asphyxia, 

8vo,  Lond.  1834. 
Lyon  (Pat.)  De  Asphyxiae  causis  et  ratioue,  8vo,Edin.  1819. 

Asthma. 

Bree  (Robert)  On  Disordered  Respiration,  8vo,  Birmingham,  1797, 

 The  same  book,  3th  Edit.  8vo,  Lond.  1813. 

Floyer  (Sir  John)  Treatise  on  Asthma,  8vo,  Lond.  1745. 
Millar  (John)  On  Asthma  and  Hooping-Cough,  8vo,  Lond.  1769. 
(^2  copies.) 

Ridley  (H.)  De  Asthmate  et  Hydrophobia,  8vo,  Lugd.  Bat.  1730. 
Ryan  (Mich.)  On  Asthma,  8vo,  Loud.  1793. 

Simson  (Jac.)  De  Asthmate  Lifantum  Spasmodico,  8vo,  Univ.  And. 
1761. 

Withers  (T.)  Treatise  on  the  Asthma,  8vo,  Loni  1786. 

Bronchitis,  including  Catarrh  and  Influenza. 

Badham  (Charles)  On  the  Inflammatory  Aflfections  of  the  Mucous  Mem- 
brane of  the  Bronchire,  12mo,  Lond.  1808. 

Baker  (George)  De  Catarrho  et  de  Dysenteria  Londinensi  Ann.  1762 
Epidemica,  4to,  Lond.  1764. 

Beddoes  (Thos.)  On  Catarrh,  &c.  8vo,  Lond.  1793. 

Cheyne  (John)  Pathology  of  the  Larynx  and  Bronchia;,  8vo,  Edin. 
1809. 

Grant  (Wm.)  On  the  Influenza  which  appeared  in  London  in  1775  and 

1782,  8vo,  Lond.  1782. 
Hastings  (Cha.)  Treatise  on  Inflammation  of  the  Mucous  Membrane  [of 

the  Lungs,  8vo,  Lond.  1S20. 
Mudge  (John)  On  Catarrh,  &c.  12mo,  Lond.  1782. 
Pearson  (Rich.)  On  the  InflQenza,  8vo,  Lond.  1803. 
Schneiderus  (C.  V.)  De  Catarrhis,  &c.  5  tom.  4to,  Vittemb.  1660. 

Bronchocele- 

Fodere  (F.  E.)  Traite'  du  Goitre,  et  du  Cre'tinisme,  8vo,  Paris,  1800. 
Inglis  (Arch.)  Essay  on  Bronchocele,  8vo,  Edin.  1825. 
Manson  (A.)  Medical  Researches  on  the  Effects  of  Iodine  in  Bron- 
chocele, &c.  8vo,  Lond.  1823. 
Mosely  (Benj.)  On  Bronchocele,  &c.  8vo,  Lond.  1800. 
Wilmer  (B.)  On  Bronchocele,  8vo,  Lond.  1779. 

Croup. 

Albers  (J.  A.)  Commentatio  de  Tracheitide  Infantum  vul  go  Group 

vocata,  4to,  Lipsite,  1816. 
Alexander  (D.)  On  Croup,  8vo,  Iluddersfield,  1794. 
Cheyne  (John)  Pathology  of  the  Larynx  and  Bronchia;,  8vo,  Edin. 

1809. 

Cletus  (Aetius)  De  Morbo  Strangulatorio,  12mo,  Romie,  1637. 
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Desrnelles  (H  M.  J.)  Traite  du  Croup,  8vo,  Paris,  1821. 
Double  (F  J  )  Traite  du  Croup,  8vo,  Paris,  1811. 

^^t"'""'  Cause,  and  Cure  of  Croup,  8vo. 
iiain.  1765.  ' 

Michaelis  (C.  F.)  De  Angina  Polyposa,  8vo,  Gott.  1778. 

Porter  (W.  H.)  Observations  on  the  Surgical  Pathology  of  the  Larynx 

and  Trachea,  8vo,  Dublin,  1826.       °  f  j  / 

Valentin  (Louis)  Recherches  Historiques  et  Pratiques  sur  le  Croup,  8vo, 

x'^EnSj  18  i  2. 

Wilcke  (H.  C.  D.)  De  Angina  Infantum  in  Patria  recentioribus  annis 
observata,  Upsal.  1764-,  ext.  in  Thesaur.  Sandifort.  Tom.  IL 

Emphysema. 

Halliday  (Sir  Andrew)  On  Emphysema,  8vo,  Lond.  1807. 


Hydrothwax. 


Maclean  (L.)  On  Hydrothorax,  8vo,  Sudbury,  1810. 


Pettusaii. 


Butter  (W.)  On  the  Kinkcough,  8vo,  Lond.  1773. 
Harrison  (Jo.)  De  Pertussi,  ^to,  Gott.  1793. 

Millar   (John)    On   Hooping-Cough  and  Asthma,  8vo,  Lond.  1769. 
(2  copies.) 

Strack  (Carolus)  De  Tussi  Convulsiya  Infantum,  8vo,  Mogunt.  1777, 

ext.  in  Frank.  Delect.  Tom.  III.  p.  218. 
"Watt  (Robert)  On  Chincough,  Svo,  Glasgow,  1813. 

Phthisis. 

Armstrong  (John)  Practical  Illustrations  of  Pulmonary  Consumption, 

&c.  8vo,  Lond.  1818. 
 The  same  book,  Sd  Edit.  Lond.  1818. 

Baron  (John)  On  the  Tuberculated  Accretions  of  Serous  Membranes, 

&c.  Svo,  Lond.  1819. 
 Illustrations  of  the  Enquiry  respecting  Tuberculous  Diseases,  Svo, 

Lond.  1823. 

Bayle  (G.  L.)  Recherches  sur  la  Phthisic  Pulmonaire,  Svo,  Paris,  1810. 
Beddoes  (Thos.)  Essay  on  Consumption,  for  the  use  of  Parents  and 

Preceptors,  Svo,  Bristol,  1799. 
— —  On  Calculus,  Sea- Scurvy,  Consumption,  Catarrh,  Fever,  &c.  Svo, 

Lond.  1793. 

 Letter  to  Dr.  Darwin,  on  a  New  Mode  of  treating  Consumption, 

&c.  Svo,  Bristol,  1793.  (2  copies.) 
Bennet  (Christoph.)  Tabidorum  Theatrum,  12mo,  Lugd.  Bat.  1714. 
Bourne  (Robert)  On  the  Effects  of  Uva  Ursi  in  Consumption,  Svo,  Lond. 

1805. 

Clarke  (Jas.)  A  Treatise  on  Pulmonary  Consumption,  Svo,  Lond.  1835. 
Crichton  (Sir  Alex.)  Relation  de  quelques  Experiences  avec  la  Vapeur 

du  Goudron  dans  le  Traitement  de  la  Phthisie  Pulmonaire,  trad,  do 

r  Anglais,  Svo,  St.  Petersbourg,  IS  1 7. 
Desault  (Pierre)  Sur  les  Maladies  Veneriennes,  la  Rage  et  la  Phthisic, 

12mo,  Bordeau.x,  1733. 
Duncan  (Andrew,  Sen.)  On  Consumption,  Svo,  Edin.  1813. 
Granville  (A.  B.)  Fnrtlier  Observations  on  the  Internal  Use  of  the 

Hydrocyanic  Acid  in  Pulmonary  Complaints,  Svo,  Lond.  1819. 
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Hawkiidg'e  (John)  On  Consumption,  &c.  8vo,  York,  1764. 

Hunter  (A.)  On  Phthisis  Pulmonalis,  8vo,  York,  1792. 

Leigh  (C.)  Phthisiologia  Lancastrieusis,  necnon  de  Mineralibus  Aquis, 

°12mo,  Lond.  1694. 
Lombard  (H.  C.)  Essai  sur  les  Tubercules,  4to,  Paris,  1827. 
Louis  (E.  C.  A.)  Recherches  Anatomico-Pathologiques  sur  la  Phthisic, 
8vo,  Paris,  1825. 

 The  same  book,  translated  by  Charles  Cowan,  8vo,  Lond.  1835. 

 Examen  de  I'Examen  de  M.  Broussais  re'lativement  a  la  Phthisie 

et  a  I'AfFection  Typhoide,  8vo,  Paris,  1834. 

Mansford  (John  G.)  Inquiry  into  the  Influence  of  Situation  on  Pulmon- 
ary Consumption,  and  on  the  Duration  of  Life,  8vo,  Lond.  1818. 

May  (W.)  Essay  on  Pulmonary  Consumption,  &c.  8vo,  Plymouth,  1792. 

Pears  (Charles)  Cases  of  Phthisis  Pulmonalis  cured  by  Tonics,  8vo, 
Lond.  1801. 

Raulin  (M.)  Traite'  de  la  Phthisie  Pulmonaire,  8vo,  Paris,  1782. 
Regnault  (J.  B.)  On  the  Use  of  the  Lichen  Islandicus  in  Pulmonary 

Consumption,  8vo,  Lond.  1802. 
Reid  (Thomas)  On  the  Nature  and  Cure  of  Phthisis  Pulmonalis,  8vo, 

Lond.  1782. 

Robinson  (N.)  On  the  Method  of  Treating  Consumptions,  8vo,  Lond. 
1727. 

Rogers  (N.)  Essay  on  Tubercles,  8vo,  Edin.  1832. 

Ryan  (Mich.)  On  Consumption  of  the  Lungs,  8vo,  Dublin,  1787. 

Sanders  (James)  Remarks  on  the  Opinions  of  Dr.  Rush,  8vo,  Edin.  1806. 

 On  Pulmonary  Consumption,  8vo,  Edin.  1808. 

Simmons  (S.F.)  On  the  Treatment  of  Consumptions,  8vo,  Lond.  1780. 
Smyth  (J.  Carmichael)  On  the  Use  of  Swinging  in  Phthisis  Pulmonalis, 

8vo,  Lond.  1787. 
Southey  (H.  H.)  On  Pulmonary  Consumption,  8vo,  Lond.  1814. 
Watt  (Robert)  Cases  of  Diabetes  and  Consumption,  8vo,  Paisley,  1808. 
Young  (Thos.)  On  Consumptive  Diseases,  8vo,  Lond.  1815. 

Pleuritiii  and  Pneumonia, 

Huxham  (John)  On  Peripneumony,  &c.  2d  Edit.  Svo,  Lond.  1750, 
Wendt  (Fr.)  De  Pleuritide  et  Peripneumonia,  Gott.  1762,  ext.  in  Sandi- 
fort.  Thesaur.  Tom.  11. 


d.  Diseases  of  the  Circulatory  Organs. 
*  a.  Diseases  of  the  Circulatory  Organs  Generally. 

Berlin  (R.J.)  Traite  des  Maladies  du  Cceur  et  des  Gros  Vaisseaux,  Svo, 
Pans,  1824.  ' 

Bouillaud  (J.)  Traite'  Clinique  des  Maladies  du  Cceur,  2  torn.  Svo, 
Pans,  1835. 

Burns  (Allan)  On  Diseases  of  the  Heart,  Svo,  Edin.  1809.  ^2  copies.) 
Corvisart  (J.  N.)  Sur  les  Maladies  du  Cceur,  Svo,  Paris,  1811. 
- —  The  same  book,  translated  by  Hebb,  Svo,  Lond.  1813. 
Cox  (Daniel)  On  the  Intermitting  Pulse,  Svo,  Lond.  1725. 
lilliotson  (John)  On  the  recent  Improvements  iu  the  Diagnosis  of  Dis- 
eases  of  the  Heart,  fol.  Lond.  1830. 
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Hope  (J.)  A  Treatise  on  the  Diseases  of  the  Heart,  8vo,  Lond.  1832. 
Laennec  (II.  T.  H.)  De  1' Auscultation  Mediate,  &c.  2  torn.  8vo,  Paris, 
1819- 

  The  same  book,  translated  by  Forbes,  8vo,  Lond.  1821. 

 l,e  merae  livre,  2de  Edit.  2  torn.  8vo,  Paris,  182G. 

—  The  same  book,  trans,  by  Forbes,  8vo,  Lond.  1827. 
Matani  (Ant.)  De  Aneurismaticis  Prfecordiorum  Morbis,  4to,  Lib,  1761. 
Reeder  (F.)  On  Diseases  of  the  Heart,  8vo,  Lond.  1821. 
8enac  (Pierre)  Traite  de  la  Structure  du  Cceur,  de  son  Action,  et  de  ses 

Maladies,  2  torn,  ito,  Paris,  1749. 
Testa  (A.  G.)  Delle  Malattie  del  Cuore,  loro  cagioni,  specie,  segni,  e 

cura,  2da  Ed.  3  torn.  Svo,  Firenze,  1823. 
Warren  (J.  C.)  On  Organic  Diseases  of  the  Heart,  8vo,  Boston,  1809. 


*  b.  Particular  Diseases  of  the  Circulatory  Organs. 

*  •  a.  Particular  Diseases  of  the  Heart. 

Angina  Pectoris. 

Butter  (W.)  On  Angina  Pectoris,  Svo,  Lond.  1791. 
Desportes  (E.  H.)  De  I'Angine  de  Poitrine,  Svo,  Paris,  1811. 
Hume  (G.)  Observations  on  the  Angina  Pectoris,  &c.  8vo,  Dublin,  1804. 
Jurine  (L.)  Sur  I'Angine  de  Poitrine,  Svo,  Paris,  1815. 
Parry  (Caleb  Hilliar)  On  the  Causes  and  Cure  of  Syncope  Anginosa,  Svo, 
Bath,  1799. 

Carditis. 

Davis  (J.  F.)  On  Carditis,  12mo,  Bath,  1808. 

•  •  b.  Diseases  of  the  Arteries  and  Veins. 

Hodgson  (Joseph)  On  the  Diseases  of  Arteries  and  Veins,  Svo,  Lond. 
Is  15,  with  Atlas  in  folio.  ,    ,r  •       .    j  n  t> 

 Traite  des  Maladies  des  Arteres,  et  des  Vemes,  traduit  par  G.  Bres- 

chet,  2  torn.  Svo,  Paris,  1819. 
Matani  (Ant.)  De  Aneurismaticis  Prsecordiorum  Morbis,  4to,  Lib.  ITbl. 
Monro  (Alex.  Tertius)  On  Aneurism  of  the  Abdominal  Aorta,  Svo,  Edin. 
1827 

Pohl  (J  E  )  et  Menz  (C.  C.  F.)  De  Varice  interno  Morborum  Causa, 
Lips.  1783,  ext.  in  Frank.  Delect.  Tom.  VIII.  p.  269 

Turner  (Thomas)  Practical  Treatise  on  the  Arterial  System,  Svo,  Lond. 
1825.  (2  copies.) 

e.  Diseases  of  the  Digestive  Organs. 
*  a.  Diseases  of  the  Digestive  Organs  Generally. 

Abercromhic  (John)  Researches  on  the  Pathology  of  the  Intestinal  Canal, 
Parts  I.  II.  and  III.  Svo,  Edin.  1820. 
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Abercrombie  (John)  On  Diseases  of  the  Abdominal  Viscera,  8vo,  Edin. 
1 828 

 The  same  book,  2d  Edition,  1830. 

Armstrono-  (John)  The  Morbid  Anatomy  of  the  Bowels,  Liver  and  Sto- 

machtFascio.  I.  11.  III.,  4to,  Lond.  1828. 
Bai-ry  (Sir  E.)  On  the  Three  Digestions  and  Discharges  of  the  Human 

Body,  and  the  Diseases  of  their  Principal  Oro^ans,  8vo,  Lond.  1759. 
Billard  (C.)  Recherches   d'Anatomie  Pathologique  sur  la  Membrane 

Muqueuse  Gastro-lntestinale,  8vo,  Paris,  1825. 
Caignou  (E.  De)  et  Quemont  (A.)  Lecons  du  Docteur  Broussais  sur  les 

Phlegraasies  Gastriques  et  Cutanees  Aigues,  8vo,  Paris,  1819. 
Hare  (Thos.)  A  View  of  the  Structure,  Functions,  and  Disorders  of  the 

Stomach,  8vo,  Lond.  1821. 
Johnson  (James)  Essay  on  the  Morbid  Sensibility  of  the  Stomach  and 

Bowels  as  the  Cause  of  Indigestion,  8vo,  Lond.  1827. 
Matthffii  (J.  C.  G.)  De  Plethora?  Abdominalis  Causis  et  Sequelis,  1790, 

ext.  in  Brose  Coll.  Diss.  Gott.  Tom.  I.  Part.  II. 
Monro  (Alex.  Tertius)  Morbid  Anatomy  of  the  Human  Gullet,  Stomach, 

and  Intestines,  8vo,  Edin.  1811. 

 The  same  book,  2d  Edit.  8vo,  1830.  (2  copies. J 

O'Beirne  (J.)  New  Views  of  the  Process  of  Defecation,  8vo,  Dub.  1833. 
Pemberton  (C.  R.)  On  the  Diseases  of  the  Abdominal  Viscera,  2d  Edit. 

8vo,  Lond.  1807. 
 The  same  book,  3d  Edit.  8vo,  Lond.  1814. 

Rees  (G.)  Practical  Observations  on  Disorders  of  the  Stomach,  8vo, 
Lond.  1810. 

Wedekind  (G.  C.  T.)  De  Morbis  Primarura  Viarum,  4to,  Norimb.  1792. 

Wilson  (Andrew)  On  Autumnal  Disorders  of  the  Bowels — on  Sudden 
Deaths  at  the  same  season — on  the  Natural  Causes  of  the  Bile's 
Putrescency — and  on  Spasms,  8vo,  Newcastle,  17G5. 


*  b.  Particular  Diseases  of  the  Digestive  Organs. 
*  *  a.  Diseases  of  the  Mouth. 

Arnaud  (Georg.)  De  Aphthis  Commentatio,  8vo,  Getting.  1787. 
Arnemann  (Justus)  Commentatio  de  Aphthis,  ext.  in  Frank.  Delect, 
Tom.  V.  p.  319. 

Berdmore  (Thomas)  On  the  Disorders  and  Deformities  of  the  Teeth  and 

Gums,  12mo,  Lond.  1770. 
Gariot  (J.  B.)  Traite  des  Maladies  de  la  Bouche,  8vo,  Paris,  1805. 
Jourdaiu  (M.)  Traite'  des  Maladies  de  la  Bouche,  2  torn.  8vo,  Paris,  1778 
Lentmus  (L  F.  B.)  De  Aphthis,  8vo,  Lips.  1789,  ext.  in  Frank.  Delect. 

Tom.  XL  p.  273. 
Plenck  (Jo.  Jac.)  De  Morbis  Dentium,  8vo,  Viennae,  1778. 

(For  further  Works  on  the  Teeth,  Vid.  p.  10.   Vid.  also  Surgery  of  Mouth  and  Teeth,  under 

Surgery,  Part  I.  Chap.  5.) 


*  *  b.  Diseases  of  the  Throat  and  Gullet. 
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Bleuland  (Janus)  Observationes  Anatomico-Medicae  de  CEsopliaffi  struc- 
tura,4to,  Lu<r-d.  Bat.  1785.  ^ 

Bretonneau  (P.)  Des  Inflammations  Speciales  dii  Tissu  Muqueux,  et  en 
particulier  de  la  Diphtherito,  8vo,  Paris,  1826. 

Home  (Sir  Everard)  Practical  Observations  on  the  Treatment  of  Stric- 
tui-es  m  the  Urethra  and  (Esophagus,  2d  Edit.  2  voLs.  8vo,  Lond. 

— — ^^The  same  book,  3d  Edit.  8vo,  Lond.  1805. 

Huxham  (John)  On  the  Malignant  Ulcerous  Sore  Throat,  8vo,  Lond. 

Monro  (Alex.  Tertius)  On  Spasms  of  the  Canals  for  the  Food,  Bile,  and 

Urine,  8vo,  Edin.  1826. 
Pina  (Geronimo  Gily  de)  Tratado  de  la  Curacion  del  Garrotillo,  12mo, 

Zarago9a,  1636. 

Tamayo  (Andreas  De)  Tratados  de  Algebra,  y  Garrotillo,  12mo,  Valen. 
1621. 

Wilcke  (H.  C.  D.)  De  Angina  Infantum  in  Patria  recentioribus  annis  ob- 
servata,  Upsal.  1764.,  ext.  in  Sandifort.  Thesaur.  Tom.  II. 


*  ♦  c.  Diseases  of  the  Stomach  and  Intestines. 

Ascites. 
{Vid.  Dropsy,  p.  II7.) 


Cholera, 


Abercrombie  (John)  Suggestions  on  the  Malignant  Cholera,  8vo,  Edin. 
1832. 

Ainslie  (Sir  Whitelaw)  On  the  Cholera  Morbus  of  India,  8vo,  Lond. 
1825. 

Allison  (E.  D.)  Letters  on  the  Early  Interment  of  Persons  who  die  of 
Cholera,  8vo,  Edin.  1832. 

Becker  (F  .W.)  Letter  on  the  Cholera  in  Prussia,  8vo,  Lond.  1832. 

Bell  (Geo.  H.)  Letter  to  Sir  Henry  Halford  on  the  Tendency  of  the  pro- 
posed Regulations  regarding  Cholera,  8vo,  Edin.  1831. 

  Treatise  on  Cholera  Asphyxia  or  Epidemic  Cholera,  8vo,  Edin. 

I83I, 

 The  same  book,  2d  Edit.  8vo,  Edin.  1832. 

Blane  (Sir  Gilbert)  Warning  to  the  British  Public  on  the  Cholera  of 

India,  8vo,  Lond.  1831. 
Christie  (A.  T.)  On  Cholera,  &c.  8vo,  Ediu.  1828. 
 On  the  Epidemic  Cholera,  8vo,  Lond.  1833. 

Clanny  (W.  R.)  On  Hyperanthraxis,  or  the  Cholera  of  Sunderland,  Bvo, 
Lond.  1832. 

Craigie  (D.)  Account  of  the  Cholera  in  Newburn,  8vo,  Edin.  1832. 

  Observations,  Pathological  and  Therapeutic,  on  the  Epidemic 

Cholera,  8vo,  Edin.  1832. 

Deville  (J.  J.)  Me'moire  et  Observations  sur  I'Epide'mie  de  Cholera  Mor- 
bus qui  a  regne  au  Bengal  pendant  I'e'te'  de  1818,  8vo,  Paris,  1819. 

Dieffenbach  (J.  F.)  Physiologisch-Chirurgische  Beobachtungen  bei 
Cholera-kranken,  8vo,  Berlin,  1832. 

Hamilton  (W.)  Observations  on  the  Nature,  Causes,  and  Treatment  of 
Cholera  Morbus,  8vo,  Edin.  1832. 

Hawkins  (Bisset)  History  of  the  Epidemic  Spasmodic  Cholera  of  Russia, 
8vo,  Lond.  1831. 

Keir  (James)  On  Cholera,  8vo,  Edin.  1832. 
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Kennedy  (Jas.)  History  of  the  Contagious  Cholera,  &c.  8vo,  Lond.  1831. 
Kirchhove  (J.  R.  L.  tie)  Considerations  sur  la  Nature  et  Traitement  du 

Cholera  Morbus,  8vo,  Anvers,  1833. 
Lawrie  (James  A.)  Essay  on  Cholera,  founded  on  Observations  of  the 

Disease  made  in  various  parts  of  India,  &c.  8vo,  Glasgow,  1832. 
Le  Fevre  (Geo.  Wm.)  Observations  on  the  Nature  and  Treatment  of 

Cholera  Morbus  in  St.  Petersburg,  8vo,  Lond.  1831. 
Lizars  (John)  Substance  of  the  Investigations  regarding  Cholera  Asphyxia, 

8vo,  Edin.  1832. 

Marshall  (J.)  Observations  on  Cholera  as  it  appeared  at  Port-Glasgow 

in  1831,  8vo,  Edin.  1831. 
Moir  (D.  M.)  Practical  observations  on  Malignant  Cholera,  8vo,  Edin. 

1832. 

Molison  (Thos.)  Remarks  on  the  Cholera  as  it  occurred  at  Newcastle, 
8vo,  Edin.  1832. 

 The  same  book,  2d  Edit. 

 The  same  book,  4th  Edit. 

Moreau  de  Jonnes  (Alex.)  Rapport  au  Conseil  Superieur  de  Sante  sur  le 

Cholera  Morbus  Pestilentiel,  8vo,  Paris,  1831. 
Morris  (Fred.  W.)  Remarks  on  Spasmodic  Cholera,  8vo,  Halifax,  1832. 
Orton  (Reginald)  Essay  on  the  Epidemic  Cholera  of  India,  8vo,  Lond. 

1831. 

Quin  (Fredericus  F.)  Du  Traitement  Homoeopathique  du  Cholera,  8vo, 
Paris,  1832. 

Searle  (Charles)  On  Cholera,  its  Nature,  Cause,  and  Treatment,  &c.  8vo, 
Lond.  1830. 

Tweedie  (Alex.)  A  Practical  Treatise  on  Cholera,  8vo,  Lond.  1832. 
Wilkinson  (John )  On  Cholera,  8vo,  Edin.  1832. 

— —  Outlines  for  a  proper  Theory  and  Cure  of  Cholera,  8vo,  Edin.  1832. 

Colica  Pictonum. 

Fourage  (J.  P.)  De  Colica  Pictonum,  8vo,  Herb.  1777,  ext.  in  Frank. 

Delect.  Tom.  III.  p.  256. 
Hardy  (James)  On  the  Colic  of  Pictou  and  Devonshire,  8vo,  Lond.  1786. 
Huxham  (John)  De  Morbo  Colico  Damnoniorum  eoque  maxime  Epi- 

demico  Anno  1724,  8vo,  1738. 

Constipation. 

Hossack  (David)  On  the  Use  of  Emetics  in  Constipation  of  the  Bowels, 
8vo,  New  York,  1822. 

Dysenter]/. 


Akenside  (Marcus)  De  Dysenteria  Coftimentatio,  8vo,  Lond.  1764, 

 Idem  liber,  ext.  in  Schlegel.  Thesaur.  Tom.  I.  Part.  II.  p.  277. 

Assalini  (P.)  Observations  sur  la  Flux  Dysente'rique,  &c.  2de  Edit.  12mo. 

Paris,  1805.  (^2  copies. J 
Baker  (Georg.)  De  Dysenteria  Londinensi  Ann.  1762  Epidemica.  4to 

Lond.  1764. 

- —  Idem  liber,  ext.  in  Sandifort.  Thesaur.  Tom.  II.  p.  365 
Balhngall  (Sir  Geo.)  On  Fever,  Dysentery  and  Liver  Complaints,  8vo, 
lidin.  1818. 

Bamplicld  (R.  W.)  On  Tropical  Dysentery,  &c.  8vo,  Lond.  1819. 
Sr'I-w-.i    N.)  On  Dysentery,  &c.  8vo,  Lond.  1811.  ^2  copies.) 
Bay  (Wjliiam)  On  Dysentery,  8vo,  New  York,  1797 
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Degcner  (J.  Hart.)  De  Dysenteria  Biliosa  Contagiosa,  8vo.  Trai  ad 
linen.  1754'.  '  j- 

Dewar  (Henry)  On  the  Dysentery  in  the  British  Army  durin-  1701 
8vo,  Lond.  1803.  '         "  ' 

Harty  (W.)  Observations  on  Dysentery,  8vo,  Lond. 

Houlstou  (Thomas)  On  Poisons,  and  on  the  Use  of  Mercury  in  Dysentery 
8vo,  Edin.  1787.  j        j  j> 

Somers  (E.  S.)  De  Dysenteria,  &c.  8vo,  Lond.  1816. 

 Medical  Suggestions  for  the  Treatment  of  Dysentery,  8vo,  Lond. 

1816. 

Wade  (J.  P.)  Evidences  of  a  Successful  Method  of  treating  Fever  and 

Dysentery  in  Bengal,  8vo,  Lond.  1791. 
Wilson  (Andrew)  On  the  Autumnal  Dysentery,  8vo,  Lond.  1761. 

 The  same  book,  2d  Edit.  8vo,  Lond.  1777. 

Zimmerman  (John  George)  On  Dysentery,  2d  Edit.  8vo,  Lond.  1774. 

Gastro-Enteritia. 

Broussais  (F.  J,  A.)  Histoire  des  Phlegmasies,  &c.  2  torn.  8vo,  Paris 
1808.  ' 

 Examen  des  Doctrines  Me'dicales,  et  des  Systcmes  de  Nosolocie 

2tom.  8vo,  Paris,  1821.  °  ' 

 Histoire  des  Phlegmasies  Chroniques,  3  tom.  8vo,  Paris,  1822. 

Gairdner  (John)  On  Perforation  of  the  Stomach  of  Infants  after  Death 
8vo,  Edin.  1823. 

 Case  of  Disorganisation  of  the  Stomach  of  an  Infant,  8vo,  Edin. 

1826. 

Louis  (P.  C.  A.)  Recherches  Anatomico-Pathologiques  sur  la  Gastro- 
Enterite,  2  tom.  8vo,  Paris,  1829. 

Heemorrkoida  and  Diseases  of  the  Rectum. 
(Vid.  Surgery,  Part  I.  Chap.  5.) 


Indigestion, 

Daubenton  (M.)  On  Indigestion,  trans,  by  Bucbau,  12mo,  Lond.  1813. 
Elliotson  (John)  On  the  Efficacy  of  Hydrocyanic  Acid  in  Affections  of 

the  Stomach,  8vo,  Lond.  1820. 
Forrest  (G.)  De  Ventriculi  Concoctione  Isesa,  8vo,  Edin.  1765. 
Hare  (Thomas)  A  View  of  the  Structtire,  Functions,  and  Disorders  of 

the  Stomach,  8vo,  Lond.  1821. 
Johnson  (James)  Essay  on  the  Morbid  Sensibility  of  the  Stomach  and 

Bowels  as  the  Cause  of  Indigestion,  8vo,  Lond.  1827. 
Philip  (Alex.  Wilson)  Tre.atise  on  Indigestion  and  its  consequences, 

2d  Edit.  8vo,  Lond.  1822.  . 
 On  the  Treatment  of  the  more  protracted  Cases  of  Indigestion,  8vo, 

Lond.  1827. 

Rees  (G.)  Practical  Observations  on  Disorders  of  the  Stomach,  8vo, 
Lond.  1810. 

Stone  (Arthur)  Practical  Treatise  on  Diseases  of  the  Stomach,  8vo, 
Lond.  1806. 

Uwins  (David)  Treatise  on  Diseases  directly  or  indirectly  connected 

with  Indigestion,  8vo,  Lond.  1827. 
Woodforde  (J.)  Treatise  on  Dyspepsia,  8vo,  Sherborne,  1820. 
 The  same  book,  2d  Edit,  with  Observations  on  Hypochondriasis 

and  Hysteria,  8vo,  Lond.  and  Siierbornc,  1821. 
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Marasmus. 

Ayre  (Joseph)  On  the  Nature  and  Treatment  of  Marasmus,  &c.  8vo, 

Lond.  1818.  ,  ,      ^  .  „ 

Mossman  (George)   On  Scrofula  and  Glandular  Consumption,  8vo, 

Bradford. 

Peritonitis. 

Sutton  (Thos.)  On  Peritonitis,  &c.  8vo,  Lond,  1813. 

Ti/mpanitis. 

Trnka  (Wen.)  Historia  Tympanitidis,  8vo,  Vindob.  1788. 

Andry  (Nicolas)  Sur  la  Generation  des  Vers  dans  le  Corps  de  PHorame, 
12mo. 

Bosch  (J.  J.  Vanden)  Historia  Constitutionis  Epidemicae  Verminosae 
annorum  1760-63,  8vo,  Lugd.  Bat.  1769.  ('2  copies. J 

Bradley  (Thomas)  Treatise  on  Worms,  12mo,  Lend.  1813. 

Bremser  (J.  G.)  Traite  Zoologique  et  Fhysiologique  sur  les  Vers  Intestin- 
aux  de  I'Homme,  8vo,  Paris,  1824,  avec  Atlas  in  4to. 

 Icones  Heliniuthum,  &c.  fol.  Vienuse,  1824. 

Brera  (Val.  L.)  Treatise  on  Verminous  Diseases,  translated  by  Coffin, 
8vo,  Boston,  1827. 

Chamberlaine  (Wm.)  On  the  Efficacy  of  Cowhage  in  Worms,  8vo, 
Lond.  1784. 

Clerc  (Dan.  Le)  Historia  Latorum  Lumbricorum,  ito,  Genev.  1715. 
Coulet  (Steph.)  Tractatus  Historicus  de  Ascaridibiis  et  Lumbrico  Lato, 

8vo,  Lugd.  Bat.  1729. 
Murray  (Jo.  And.)  De  Vermibus  in  Lepra  obviis  et  de  Lumbricorum 

Setis,  12mo,  Gott.  1769. 
Pallas  (P.  S.)  De  Infestis  Viventibus  inter  Viventia,  Lugd.  Bat.  1760, 

ext.  in  Sandifort.  Thesaur.  Tom.  I. 
Phelsum  (M.  Van)  Historia  Physiologica  Ascaridum,  8vo,  Leovardise, 

1762. 

Retzius  (And.  J.)  De  Vermibus  Intestinalibus,  8vo,  Holm.  1786,  ext.  in 

Frank.  Delect.  Tom.  IX.  p.  1. 
Rhind  (Wm.)  Treatise  on  the  Nature  and  Cure  of  Intestinal  Worms  of 

the  Human  Body,  8vo,  Lond.  1829. 
Rudolphi  (C.  A.)  Entozooriim  sive  Verraium  Intestinaliura  Historia 

Natiiralis,  2  torn,  (in  3  compact.)  8vo,  Amst.  1808-1810. 

  Entozoorum  Synopsis,  8vo,  Berolin.  1819. 

Werner  (P.  C.  F.)  De  Vermibus  Intestinalibus,  8vo,  Lips.  1782-86. 


*  *  d.  Diseases  of  the  Liver, 

Armstrong  (John)  Morbid  Anatomy  of  the  Bowels,  Stomach,  and  Liver 
Fascic.  I.  II.  III.  4to,  Lond.  1828.  ' 
Bianchi  (J.  B.)  Historia  Hepatica,  &c.  2  torn.  4to,  Genev.  1725. 
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Coe  (T.)  On  Biliary  Concretions,  8vo,  Lond.  1757. 

Crawford  (J.)  Essay  on  a  Disease  of  the  Liver  common  in  Hot  Climates. 

8vo,  Lond.  1772. 
Dclius  (H.  F.)  De  Cholelithis,  4to,  Erlang.  1782. 

I'aithorn  (John)  On  Liver  Complaints  and  Bilious  Disorders,  4th  Edit. 
8vo,  Lond.  1820. 

Frank  (Jo.  Pet.)  De  Larvis  Morborura  Biliosis,  8vo,  Gott.  1784,  ext.  in 

Frank.  Delect.  Tom.  L  p.  1 79. 
Girdlestone  (T.)  Essay  on  Hepatitis,  and  the  Spasmodic  Affections  of 

India,  8vo,  Lond.  1787. 
Griffith  (C.)  On  Hepatitis,  8vo,  Lond.  1816. 

Haassius  (Jo.  Gottl.)  De  Abscessibus  Hepatis,  Lipsise,  1776,  ext.  in 

Frank.  Delect.  Tom.  V. 
Lysons  (Dan.)  Essays  on  Diseases  of  the  Liver,  &c.  8vo,  Bath,  1772. 
 The  same  book,  2d  Edit,  1783. 

Mills  (Thomas)  Enquiry  into  the  effects  produced  on  the  Brain,  Lungs, 

&c.  by  Diseases  of  the  Liver,  8vo,  Dublin,  1819. 
Monro  (Alex.  Teriius)  On  Spasm  of  the  Canals  for  the  Bile,  Food,  and 

Urine,  8vo,  Edin.  1826. 
Noeldecke  (G.  J.  F.)  De  Pathologia  Phthiseos  Hepaticse,  Gott.  1794,  ext. 

in  Brose  Coll.  Diss.  Tom.  H.  Part.  II. 
Portal  (Le  Baron)  Sur  la  Nature  et  le  Traitemeut  des  Maladies  du  Foie, 

8vo,  Paris,  1813. 
Powell  (Richard)  On  the  Bile  and  its  Diseases,  8vo,  Lond.  1800. 
Richter  (Gul.  Mich.)  Experimenta  et  Cogitata  circa  Bills  Natnram,  ac- 

cedit  H.  F.  Delii  de  Bile  Humana  Epistola,  &c.  4to,  Erlang.  1788. 
Saunders  (William)  On  the  Liver,  8vo,  Lond.  1793. 

 The  same  book,  2d  Edit.  8vo,  Lond.  1795.  ("2  copies. J 

Soemmerring  (S.  T.)  De  Concrementis  Biiiariis,  8vo,  Traject.  1797. 
Wallace  (Wm.)  Researches  respecting  the  Medical  Powers  of  Chlorine, 

particularly  in  Diseases  of  the  Liver,  8vo,  Lond.  1822. 
Wilson  (And.)  On  the  Natural  Causes  of  the  Bile's  Putrescency,  &c. 

8vo,  Newcastle,  1765. 

*  *  e.  Diseases  of  the  Spleen. 


Drelincurtius  (Car.)  De  Lienosis,  12mo,  Lugd.  Bat.  1711. 

Schmidt  (C.  H.)  Coramentatio  de  Pathologia  Lienis,  4to,  Gott.  1816. 


f.  Diseases  of  the  Absorbent  Si/stem. 

Becker  (F.  W.)  De  Glandulis  Thoracis  Lymphaticis  atque  Thyrao  Speci- 
men Pathologicnra,  4to,  Berol.  1826. 

Goodlad  (W.)  On  the  Diseases  of  the  Absorbent  System,  8vo,  Lond. 
1814.  ,  ^, 

Russel  (Richard)  On  the  Economy  of  Nature  in  Acute  and  Chronic 
Diseases  of  the  Glands,  8vo,  Lond.  1755. 

Soemmerring  (S.  T.)  De  Morbis  Vasorum  Absorbentium,  8vo,  Traject. 
J  795. 
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g.  Diseases  of  the  Urinaiy  and  Generative  Orgayis.f 

Diabetes- 

Girdlestone  (T.)  Case  of  Diabetes,  8vo,  Yarmouth,  1799. 

Latham  (J.)  Facts  and  Opinions  concerning  Diabetes,  8vo,  Lend.  1811. 

Lister  (Martin.)  De  Diabete,  &c.  Lond.  1694.  ("2  copies.) 

Prout  (W.)  On  Diabetes,  &c.  8vo,  Lond.  1825. 

Rollo  (John)  Two  Cases  of  Diabetes  Mellitus,  with  Observations  on  the 
Use  of  Acids,  &c.  in  Lues  Venerea,  and  on  Sugar,  by  W.  Cruick- 
shank,  2  vols.  8vo,  Lond.  1797. 

 The  same  book,  2d  Edit.  8vo,  Lond.  1798. 

 Notes  of  a  Diabetic  Case,  8vo,  Deptford,  1797. 

Trnka  (Wen.)  Commentarius  de  Diabete,  8vo,  Vienn.  1778, 

Venables  (Robert)  On  Diabetes,  8vo,  Lond.  1823. 

Watt  (Robert)  Cases  of  Diabetes  and  Consumption,  8vo,  Paisley,  1808. 

Nephritis. 

Schmoller  (F.  H.)  De  Nephritide,  ito,  Jenie,  1680. 


t  The  principal  works  on  this  subject  are  inserted  under  Surgery,  Part  I.  Chap.  S.^Diabetes 
and  Nephritis  nave  been  retained  here  as  being  purely  Medical  Diseases. 
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I.  GENERAL  WORKS  ON  SURGERY. 


A.  ELEMENTARY  AND  SYSTEMATIC  WOBKS. 


Aiken  (John)  Elements  of  the  Theory  and  Practice  of  Physic  and 

Surgery,  2  vols.  8vo,  Lond.  1782. 
Allan  (Robert)  System  of  Pathological  and  Operative  Surgery,  3  vols. 

8vo,  Edin.  1819-27. 
Bell  (Benjamin)  System  of  Surgery,  6  vols.  8vo,  C with  a  Duplicate  of 

Vol.  I.J  Edin.  1783-88. 

 The  same  book,  7th  Edit.  7  vols.  8vo,  Edin.  1801. 

Bell  (John)  Principles  of  Surgery,  3  vols.  4to,  (bound  in  4,)  Edin. 

1801-1808. 

 The  same  book,  new  Edit,  by  Sir  Charles  Bell,  4  vols.  8vo,  Lond. 

182G. 

Boyer  (M.  le  Baron)  Traitedes  Maladies  Chirurgicales,  9  tomes,  8vo, 
Paris,  1818-24. 

Burns  (John)  Principles  of  Surgery,  Vol.  L  8vo,  Lond.  1829. 
Callisen  (Hen.)  Listitutiones  Chirurgise,  8vo,  Hafuiie,  1777. 

 Principia  Chirurgite  Hodiernaj,  2  tom.  8vo,  Hafnise,  1788. 

 Systeraa  Chirurgise   Hodiernie,  Edit.  4ta,  2  tom.  8vo,  Hafniae, 

1815-17. 

Chopart  (M.)  et  Desault  (P.  J.)  Traite  des  Maladies  Chirurgicales,  2 

torn.  8vo,  Paris,  1796. 
Cloquet  (Jules)  Patbologie  Chirurgicale,  4to,  Paris,  1831. 
 The  same  book,  trans,  by  Garlic  and  Copperthwaite,  12mo,  Lond. 

1832. 

Cooper  (Sir  Astley)  Lectures  on  the  Piinciples  and  Practice  of  Surgery, 
with  Notes  and  Cases  by  F.  Tyrrel,  3  vols.  8vo,  Lond.  1824. 

Cooper  (Sam.)  First  Lines  of  the  Practice  of  Surgery,  5th  Edit.  9vo, 
Lond.  1820. 

  Surgical  Dictionary,  Svo,  Lond.  1809. 

 The  same  book,  3d  Edit.  8vo,  Lond.  1818. 

•  The  same  book,  Cth  Edit.  8vo,  Lond.  1830. 

Cortcsius  (Jo.  Baptista)  In  Univcrsam  Chirurgiam  absoluta  Institutio, 

4to,  Messante,  1G33. 
Dolpcch  (J.)  Precis  Elc'mentairc  des  Maladies  Chirurgicales,  3  tom.  Svo. 

Paris,  181G.  »  • 
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Desault  (P.  J.)  Oiuvres  Chirurgicales,  par  Bichat,  2  torn.  8vo,  Paris,  180 1 . 
( 2  copies.  J 

 et  Chopart,  Traite  des  Maladies  Chirurgicales,  2  torn.  Svo,  Paris, 

1796. 

 The  same  hook,  trans,  hy  TurnhuU,  Vol.  I.  Svo,  Lond.  1797. 

Fahricius  (Ah  Aqnapendente)  Opera  Chirurgica,  fol.  Lugd.  Bat.  1723. 
Gorter  (Jo.  de)  Chirnrgia  Repurgata,  4to,  Lugd,  Bat.  174-2. 
Hehenstreit  (D.  J.  E.)  Dissertatio  de  Fonte  Auxiliorum  Chirurgico,  4to, 
Lips.  1753. 

Heister  (Laur.)  Institutiones  Chirurgise,  2  torn.  4to,  Amst.  1739. 
Lassus  (P.)  De  la  Medecine  Operatoire,  2  torn.  8vo,  Paris,  1793. 
Latta  (J.)  Practical  System  of  Surgery,  3  vols.  8vo,  Edin.  1794. 
Leveille  (J.  B.  F.)  Nouvelle  Doctrine  Chirurgicale,  4  torn.  Svo,  Paris, 
1812. 

Liston  (Rohert)  Elements  of  Surgery,  Svo,  Lond.  1831. 

Monteggia  (G.  B.)  Instituzioni  Chirurgiche,  Edit.  2da,  8  torn,  in  4,  Svo, 

Milano,  1813-16. 
Morand  (M.)  Opuscules  de  Chirurgie,  2  torn.  4to,  1768-72. 
Pare  (Amh.)  Opera  Chirurgica,  ext.  in  Uffenhach.  Thes. 

 Whole  Works,  hy  Johnston,  fol.  Lond.  1678. 

Pearson  (John)  Principles  of  Surgery,  Part  L  Svo,  Lond.  1788. 
 The  same  hook,  iid  Edit.  Svo,  Lond.  1808. 

Petit  (J.  L.)  Traite  des  Maladies  Chirurgicales,  3  torn.  8vo,  Paris,  1783. 
Platnerus  (Jo.  Zacch.)  Institutiones  Chirurgise  Rationalis,  Svo,  Lips. 
1758. 

Read  (Dr.)  Whole  Practice  of  Chirurgery,  Svo,  Lond.  1687. 
Richerand  (Anthelme)  Nosographie  Chirurgicale,  2de  Edit.  4  torn.  Svo, 
Paris,  1808. 

Richter  (A.  G.)  Anfangsgriinde  der  Wundarzneykunst,  6  Bande,  Svo, 
Goett.  1799. 

Roche  (L.  Ch.)  et  Sanson  (L.  J.)  Nouveaux  Ele'mens  de  Pathologic 

Me'dico-Chirurgicale,  3  tom.  Svo,  Paris,  1828. 
Roux  (P.  J.)  Nouveaux  Ele'mens  de  Medecine  Ope'ratoire,  Tom.  L  en 

2  Parties,  Svo,  Paris,  1813. 
Sahatier  (R.  B.)  La  Me'decine  Operatoire,  3  torn.  Svo,  Paris,  1796. 

 Le  meme  livre,  2de  Edit.  3  tom.  Svo,  Paris,  1811. 

Sharp  ( Samuel)  Treatise  on  the  Operations  in  Surgery,  Svo,  Lond.  1751. 
Syme  (James)  Principles  of  Surgery,  Svo,  Edin.  1831. 
Turner  (Daniel)  The  Art  of  Surgery,  2  vols.  Svo,  Lond.  1736. 
Velpeau  (Alph.)  Nouveaux  Elenieus  de  Medecine  Operatoire,  3  tom.  m 

2,  Svo,  Paris,  1832,  avec  Atlas  in  4to. 
Verduc  (J.  B.)  Pathologic  de  Chirurgie,  2  tom.  12mo,  Paris,  1710. 
Vesalius  (And.)  Chirnrgia  Magna,  Svo,  Ven.  1569. 
Vidius  (Vidus)  Chirurgia,  fol.  Paris,  1544.  , 
Wildberg  (C.  F.  L.)  Lehrhuch  der  Gerichtlichen  Arzneywissenscbalt, 

zura  Gebrauch  Academischer  Vorlesungen,  Svo,  Erfurt.  1824. 


B.  COLLECTIVE  WORKS,  STJHGICAL  ESSAYS,  REPORTS,  CASES,  ScC. 

Abernethy  (John)  Surgical  Works,  2  vols.  8vo,  Lond.  1811. 

  Sui^ical  and  Physiological  Essays,  Parts  1.— IIL  Svo,  Loi 

1793-97 

 Surgical  Observations,  Parts  I  and  IL  Svo,  Lond.  1804-1806. 

"  2 
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Academic  Jioyale  de  Chirurgie,  Memoires  de  I',  5  tomes,  4to,  Paris, 
174.3-74.  ■.  ^ , 

Alix  (M  F.)  Observata  Chirtirsrica,  4-  fascic  (in  1  torn,  compact.)  Idmo, 
'  Altenburg'.  et  Francof.  ad  Majn.  1774-78. 

Arand  (F.)  Observationes  Medico-Chirurgica;,  ]2rao,  Gott.  1770. 

Ariiaiid  (George)  Memoires  de  Cliirurgie,  2  tomes,  4to,  Londres,  1768. 

Balling-all  (Sir  George)  Cliuicul  Lecture  on  Surgery,  4to,  Edin.  1827. 

 Clinical  Lectures  for  March  and  July  1828,  and  February  1829, 

4to,  Edin. 

Barlow  (James)  Essays  on  Surgery  and  Midwifery,  Bvo,  Lond.  1822. 
Bassius  (H.)  Observationes  Anatomico-Chirurgico-Medicai,  4to,  Halse 
Magd.  1731. 

B(<gin  (L.  J.)  Application  de  la  Doctrine  Physiologique  a  la  Chirurgie, 
8vo,  Paris,  1823. 

Bell  (Sir  Chcarles)  Surgical  Observations,  or  Quarterly  Report  of  Cases, 

Vol.  L  8vo,  Lond.  1816. 

 The  same  book.  Vol.  IL  Part  L  8ro,  Lond,  1818. 

Blondus  (Mich.  Ang.)  Opera  Chirurgica,  ext.  in  Ulfeubach.  Thesaun  fol. 

Francof.  1610. 
Bologninus  (Ang.)  Opera  Chirurgica,  ext.  ibid. 
Bromfield  (W.)  Chirurgical  Observations,  2  vols.  8vo,  Lond.  1773. 
Clare  (P.)  On  the  Cure  of  Lues,  on  Abscess,  and  other  Observations  in 

Surgery,  12rao,  Lond.  1780. 
Cocchius  (Ant.)  Grsecorum  Chirurgici  Libri,  fol.  Florent.  1754. 
Conringius  (Herman.)  De   Prsecipuis   Chirurgiae   Controversiis,  4to, 

Francof.  1649. 

Cooper  (Sir  A.)  and  Travers  (B.)  Surgical  Essays,  Parts  I.  and  II.  8vo, 

Lond.  1818-19. 
 The  same  book.  Part  I. 

Cooper  (Bransby  B.)  Surgical  Essays,  tlie  result  of  Clinical  Observa- 
tions at  Guy's  Hospital,  8vo,  Lond.  133.3. 

Delius  (Ilenric.  Fred.)  Adversaria  Argumenti  Physico-Medici,  3  torn. 
4to,  Erlang.  1780. 

Delpech  (J.)  Chirurgie  Clininue  de  Montpcllier,  2  torn.  4to,  Paris, 
1823-28. 

Dcsault  (P.J.)  Journal  de  Chirurgie,  4  torn.  8vo,  Paris,  1791-92. 
Dondi  (Jac.)  Opera  Chirurgica,  1610,  ext.  in  Uffenbach.  Thesaur.  Chirurg, 
Dran  (Henry  Lc)  Observations  in  Surgery,  3d  Edit.  8vo,  Lond.  1758. 

 Surgical  Consultations,  8vo,  Lond.  1766. 

Dublin  Hospital  Reports,  o  vols.  8vo,  Dublin,  1818-30. 

Dupuytren  (Le  Baron)  Lecons  orales  de  Cliniqae  Chirurgicale,  Tom. 

I.  IL  et  in.  8vo,  Paris,  1832. 
Earle  (Heury)  Practical  Observations  in  Surgery,  8vo,  Lond.  1823. 
Ferrius  (Alphons.)  Opera  Chirurgica,  1610,  ext.  in  Uffenbach.  Thesaur. 

Chirurgice. 

Fienus  ^Thoraas)  Libri  Chirurgici  XII.  ito,  Francof.  1649. 

Flechy  (M.  Fechet  de)  Observations  sur  la  Medecine,  la  Chirurgie,  I'Art 

d'Accoucheraent,  et  les  Maladies  Ve'ne'riennes,  12mo,  Paris,  1760. 
Fletcher  (R.)  Medico-Chirurgical  Notes  and  lUustrations,  Part  L  4to 

Lond.  1834. 

Forestus  (Petrus)  Observationum  et  Curationum  Chirurgicarum  Libri 

novem,  Lugd.  Bat.  1604. 
Frank  (J  P.)  Observationes  Medico-Chirargicse,  Mogunt.  1783,  ext.  in 

Frank.  Delect.  Tom.  V.  p.  179. 

 Observationes  Medico-Chirurgicae.Gott.  1784, ext.  ib.Tom.VI.p.  187. 

 De  thirurgo  Medicis  auxiliis  iudigcnte,  Ticiui,  1^87,  ext.  ib.  p.  304. 
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Frank  (J.  P.)  Delectus  Opusculorum  Medicorum  Germania  editorum,  12 

tom.Svo,  Ticini,  1785-95. 
Goodie  (Benj.)  Treatise  on  Wounds,  and  other  Surgical  Subjects,  3  vols. 

8vo,  Norwich,  1707. 
Grainger  (E.)  Medical  and  Surgical  Remarlcs,  8vo,  Lond.  1815, 
Haller  (Albert  Von)  Disputationes  Chirurmca;,  5  torn.  4to,  Amstel, 

1755.  ^        r  o  > 

Heister  (Laurent.)  Medical,  Chirurgical,  and  Anatomical  Observations, 
trans,  by  Wirgman,  4to,  Lond.  1755. 

Hildanus  (G.Fab.)  Opera  Chirurgica,  1610,  ext.  in  Uffenbach.  Thesaur, 
Opera  Omnia,  fol.  Francof.  174G. 

Hill  (James)  Cases  in  Surgery,  including  an  Account  of  the  Disease  call- 
ed Sibbens,  12mo,  Edin.  1772. 

Hogg  (Ant.)  Observata  Medico- Chirurgica,  Jenje,  1762,  ext.  in  Sandifort. 
Thesaur.  Tom.  IIL 

Hollerius  (Jac.)  Opera  Chirurgica,  ext.  in  UlFenbach.  Thesaur. 

Home  (Jo.  Van)  Introductio  ad  Chirurgiam,  I2mo,  Lugd.  Bat.  1G68. 

 Opuscula  Anatomica  et  Chirurgica,  l2mo,  Lips.  1707. 

Howship  (John)  Practical  Observations  in  Surgery  and  Morbid  An- 
atomy, 8vo,  Lond.  1816. 

Hutchison  (A.  Copland)  Practical  Observations  in  Surgery,  8vo,  Lond. 

— ;—  The  same  book,  2d  Edit.  8vo,  Lond.  1826. 

Kirkland  (Thomas)  Inquiry  into  the  Present  State  of  Medical  Surgeiy, 

2  vols.  8vo,  Lond.  1786. 
Larrey (Le  Baron)  Clinique  Chirurgicale,  5  torn.  8vo,  Paris,  1829-36,  avec 

Atlas  in  8vo. 

 Recueil  de  Memoires  de  Chirurgie,  8vo,  Paris,  1821.  ("2  copies.) 

Macfarlane  (John)  Clinical  Reports  of  the  Surgical  Practice  of  the 

Glasgow  Royal  Intirraary,  8vo,  Glasgow,  1832. 
Mangetus  (Jo.  J.)  Bibliotheca  Chirurgica,  4-  torn.  fol.  Genev.  1721. 
Pasta  (And.)  Discorso  Medico-Chirurgico,  8vo,  Bergamo,  1757. 
Pelletan  (P.  H.)  Clinique  Chirurgicale,  3  tomes,  8vo,  Paris,  1810. 
Pott  (Percival)  Chirurgical  Works,  3  vols.  8vo,  Lond.  1779. 
 The  same  book,  edited  by  Sir  James  Earle,  3  vols.  8vo,  Lond. 

1808. 

Pouteau  (Claude)  Me'langes  de  Chirurgie,  8vo,  Lyon,  1760. 
Richter  (A.  G.)  Observationum  XJhirurgicarum  Fascic.  L  IL  IIL  12mo, 
Gott.  1770-80. 

 Medical  and  Surgical  Observations,  trans,  from  the  German  by 

Spens,  Bvo,  Edin.  1794. 
Rossius  (Matth.)  Consultationes  Medica  et  Chirurgicae  Selectae,  12mo, 

Francof.  et  Lips.  1676. 
Rouget  (M.  A.  D.)  Mt^langes  de  Medecine  et  de  Chirurgie,  Bvo,  Paris, 

1810. 

Ruysch  (Fred.)  Opera  Omnia,  2  torn.  4to,  Amst.  1721-25. 

Sanctus  (Marianus)  Opera  Chirurgica,  ext.  in  Uffenbach.  Thes.  Chirurg. 

Sandifort  (Edvard.)  Thesaurus  Dissertationum  et  Opusculorum  ad  Me- 

dicinam  pertinent.  3  tom.  4to,  Roterodam.  et  Lugd.  Bat.  1768-78. 
Saucerotte  (C.)  Mt^langes  de  Chirurgie,  8vo,  Paris,  1801. 
Scientia  (Giuseppe)  Maravigliosi  Secreti  di  Mediciua  et  Chirurgia,  &c. 

12mo,  Venez.  1585. 
Sharp  (Samuel)  Critical  Inquiry  into  the  Present  State  of  Surgery,  8vo, 

Lond,  1754.  , 
Tagaultius  (Joann.)  Opera  Chirurgica,  1610,  ext.  in  Uffenbach.  Thesaur. 

Chirurg. 
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Uffeiibach  (P.)  Thesaurus  Chirurgise,  fol.  Francof.  1610. 
Underwood  (Michael)  Surgical  Tracts,  8vo,  Lend.  1799.  , ,    ,  . 

Vermale  (R.  de)  Observations  de  Chirurgio  Pratique,  8vo,  Manheim, 
1767. 

Vesalius  (And.)  Opera  Omnia,  ciira  Boerhaavii  et  Albini,  2  torn.  fol. 

Lug-d.  Bat.  J725. 
Warner  (Joseph)  Cases  in  Surgery,  3d  Edit.  8vo,  Lond.  1760. 
 The  same  book,  4th  Edit.  8vo,  Lond.  1784. 

Weldon  (Walter)  Cases  and  Observations  in  Surgery,  8yo,  Lond.  1806.. 
White  (Charles)  Cases  in  Surgery,  Part  L  8vo,  Lond.  1770. 
Wilmer  (B.)  Cases  in  Surgery,  8vo,  Lond.  1789. 

Wiseman  (Richard)  Chirurgical  Treatises,  fol.  Loud.  1676.  C2  copies. J 
 The  same  book,  2  vols.  8vo,  Lond.  1719. 


n.  MILITARY  AND  NAVAL  SURGERY. 

(ra.  py.,  105,  IOC.) 


III.  OBSTETRIC  SURGERY,  AND  DISEASES  OF  THE 
FEMALE  ORGANS  OF  GENERATION. 

(Vid.  Midwifery,  Part  I.  Chap.  6.) 


IV.  SURGICAL  ANATOMY. 

(Fid.  p.  17.) 


V.  WORKS  ON  PARTICULAR  DEPARTMENTS  OF 
SURGERY. 

J.  GENERAL  SURGICAL  DISEASES. 
1 .   IVFLAMAfATlON  AND  ITS  CONSEQUENCES. 

a.  Inflammation. 

Bell  (Bcnj.)  On  Ulcers,  White  Swellings,  and  Inflammation,  2d  Edit. 
8vo,  Edin.  1779. 

Broussais  (F.  J.  V.)  Histoire  des  Phleffraasies,  &c.  2  torn.  Svo.  Paris 

1808.  ' 
 Histoire  dcs  Plilegmasies  Chroniques,  3  torn.  Svo,  Paris,  1822. 
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Bums  (John)  On  Inflanimatioii,  2  vols.  8vo,  Glasgow,  1800. 
Gendiia  (A.  N.)  Histoire  Anatomiquo  des  Inflammations,  2  torn.  8vo, 
Paris,  182G. 

Hunt  (John)  On  the  Progress  of  Medical  Science  regarding  Inflamma- 
tion, Gangrene,  and  Gunshot  Wounds,  4-to,  Loughb.  1801. 

Hunter  (John)  On  the  Blood,  Inflammation,  and  Gunshot  Wounds,  4to, 
Lond.  \79i>.  f3  copies. J 

Magenise  (Dan.)  Doctrine  of  Inflammations,  8vo,  Lond.  1708. 

Scott  (John)  Surgical  Observations  on  the  Treatment  of  Chronic  Inflam- 
mation in  various  Structures,  exemplified  in  Diseases  of  the  Joints, 
8vo,  Lond.  1828. 

Serney  (J.  B.)  On  Local  Inflammation,  particularly  of  the  Eye,  8vo, 
Lond.  1809. 

Thomson  (John)  Lectures  on  Inflammation,  8yo,  Edin.  1813. 

—  Le  meme  livre,  trad,  par  Jourdan  et  Boisseau,  8vo,  Paris,  1827. 

b.  Supjmration. 

Abernethy  (John)  On  Tumors  and  on  Lumbar  Abscesses,  8vo,  Lond. 
1811. 

Balfour  (J.  H.)  Probationary  Essay  on  Purulent  Deposits  after  Wounds 

and  Operations,  8vo,  Edin.  1833. 
Brugmanns  (S.  I.)  De  Puogenia,  8vo,  Groningae,  1785. 
Clare  (P.)  On  the  Cure  of  Lues,  ou  Abscess,  and  other  Observations  in 

Surgery,  12mo,  Lond.  1780. 
Grashuis  (J.)  Dissertation  on  Suppuration,  8vo,  Lond.  1752. 
Home  (Sir  Everard)  On  the  Properties  of  Pus,  Uo,  Lond.  1788. 
Olnhausen  (Car.  H.  De)  De  optima  Abscessas  aperiendi  Methodo,  Gott. 

1788,  ext.  in  Brose  Coll.  Diss.  Tom.  I.  Part.  L 
Schoenmezel  (Franc.)  De  Musculis  Psoa  et  Iliaco  Suppuratis,  8vo,  Heid- 

elbergie,  1776,  ext.  in  Frank.  Delect.  Tom.  V.  p.  169. 


c.  Ulceration  and  Ulcers. 


Adams  (Joseph)  Observations  on  Morbid  Poisons,  Phagedsena,  and 
Cancer,  &c.  8vo,  Lond.  1795.  _ 

,  The  same  book,  2d  Edit.  4to,  Lond.  1807.  C2  copies. J 

Astruc  (Jean)  Traite  des  Tumeurs  et  des  Ulceres,  2  tomes,  12mo,  I  aris, 
1759 

Baynton  (Thomas)  New  Method  of  treating  Old  Ulcers  of  the  Legs,  8vo, 

Bell  fBen>miIi7on  Ulcers,  White- Swellings,  and  Inflammation,  2d  Edit. 

Blackldde^tn- Hotc)  On  Phagedi>ena  Gangi^nosa,  8jo  Edin.  1818. 
Home  (Sir  Everard)  On  Ulcers  of  the  Legs,  8vo,  Lond.  1797. 

.  The  same  book,  8vo,  Lond.  1801.  lann 

Navler  (Richard)  On  the  Treatment  of  Ulcers,  8vo,  Gloucester  1800. 
Spender  (Tc)  Observations  on  the  Causes  and  Treatment  of  Ulcerous 

Diseases  of  the  Leg,  8vo,  Lond.  1835.  .  o..„  Tonrl  1783 

Underwood  (Michael)  Treatise  on  Ulcers  m  the  Legs,  8^o,  Lond  1/83. 
Weiy  (TJ^o^»«)  ^"  Wounds  and  Ulcers  on  the  Legs,  8vo,  Lond.  1  /99. 
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d.  Gangrene  and  Hospital  Gangrene. 
Burdin  et  Moreau  (MM.)  Sur  la  Gangrene  des  Hopitaux,  8vo,  Paris, 

DelpL'h  (J.)  Sur  la  Pourriture  d'Hopital,  8vo,  Paris,  1813. 

Hunt  (John)  On  the  Progress  of  Medical  Science  regarding  Inflamma- 
tion, Gangrene,  &c.  4to,  Loughb.  1801. 

O'Halloran  (Silvester)  On  Gangrene  and  Sphacelus,  8vo,  Lond.  1763. 
("2  copies.) 

Spalding  (H.)  Essay  on  Gangrene,  Bvo,  Edin.  1812. 

White  (Charles)  On  Gangrene  from  Local  Injury,  Bvo,  Warrington,  1790. 


2.  WOVUDS. 


a.  Wounds  Generally. 

Bell  (John)  On  tho  Nature  and  Cure  of  Wounds,  8vo,  Edin.  1795. 
Bohmus  (J.)  De  Renunciatione  Vulnerum,  12mo,  Amstelod.  1710. 
Gooche  (Benj.)  Treatise  on  Wounds  and  other  Surgical  Subjects,  3  vols. 

8vo,  Norwich,  1767.  , 
Haberlein  (C.)  De  Vulneribus  Sectis,  4to,  Vind.  1807. 

Lombard  (  )  Clinique  des  Plaies  R^centes,  8vo,  Strasbourg,  1800. 

Moore  (James)  On  the  Process  of  Nature  in  the  filling  up  of  Cavities, 

Healing  of  Wounds,  &c.  4to,  Lond.  1789. 
Omond  (Robert)  Probationary  Essay  on  the  Nature  of  Adhesive  Action, 

8vo,  Edin.  1832. 

Roux  (P.  J.)  Considerations  sur  les  Blesses  des  Trois  Jours,  8vo,  Paris, 
1830. 

Sanson  (L.J.)  De  la  Reunion  Tmme'diate  des  Plaies,  8vo,  Paris,  IBSi. 
Thomassin  (M.)  Dissertation  sur  I'Extraction  des  Corps  etrancers  des 

Plaies,  8vo,  Strasbourg,  1788.  " 
Wachsmuth  (Geo.  Gul.)  De  Lethalitate  "Vulnerum  rite  dijudicanda  Gott 

1790,  ext.  in  Brose  CoU.  Diss.  Tom.  L  Part.  II. 

b.  Poisoned  Wounds, 

Adams  (Joseph)  On  Morbid  Poisons,  &c.  8vo,  Lond.  1795. 
Aitkin  (T.  J.)  Essay  on  the  Effects  of  Puncture  received  iu  Dissection 
8vo,  Edin.  1826.  u  uu, 


c.  Gunshot  Wounds. 

Bell  (Sir  Charles)  On  Gunshot  Wounds,  8vo,  Lond.  1814-. 
Chevalier  (T.)  On  Gunshot  Wounds,  12mo,  Lond.  1806 
DcH-ar  (Henry)  On  a  particular  sort  of  Gunshot  Wound,  8vo.  Edin. 
1813. 

Dran  (Henry  Le)  On  Gunshot  Wounds,  12rao,  Lond.  1743. 
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Gunshot  Wound. — Case  of  John  Bodlo,  wounded  by  a  Musket  Ball  at 
the  Skirmish  of  Clifton  Moor,  Dec.  21,  1745,  8vo. 

Guthrie  (G.J.)  On  Gunshot  Wounds  of  the  Extremities,  8vo,  Lend. 
1813. 

Hunt  (John)  On  the  Progress  of  Medical  Science  renfardin*  Inflamma- 
tion, Gangrene,  and  Gunshot  Wounds,  4to,  Loughb.  1801. 

Hunter  (John)  On  the  Blood,  Inflammation,  and  Gunshot  Wounds,  4to, 
Lond.  1794. 

Hutchison  (A.  Copland)  Further  Observations  on  the  proper  period  for 
Amputation  in  Gunshot  Wounds,  8vo,  Lond.  1817. 

Meher  (Jean)  Traite  des  Plaies  d'Armes  a  feu,  8vo,  Paris,  1800. 

Kanby  (John)  Method  of  Treating  Gunshot  Wounds,  8vo,  Lond.  1774. 

Ravaton  CM.)  Chirurgien  d'Armee,  ou  traite  des  Plaies  d'Armes  a  feu, 
Bvo,  Paris,  1768. 

Thomson  (John)  Report  of  Observations  made  in  the  British  Military 
Hospitals  in  Belgium  after  the  Battle  of  Waterloo,  8vo,  Ediu.  181G. 
(2  copies. J 


3.  TETA'SVS. 
(Fid  p.  128.) 


4.   CONSTITUTIONAL  IRRITATION. 


Travers  (Benj.)  Inquiry  into  the  disturbed  State  of  the  Vital  Functions, 
called  Constitutional  Irritation,  8vo,  Lond.  1826.  . 

 A  Further  Enquiry  concerning  Constitutional  Irritation  and  the 

Pathology  of  the  Nervous  System,  Bvo,  Lond.  1833. 


5.    TUMORS  AND  MORBID  GROTTTHS. 

a.  Tumors  Generally. 

Abernethv  rJ.)  On  Tumors,  and  on  Lumbar  Abscesses,  8vo,  Lond.  1811. 
ISruc  (J.)  Traite  des  Tumenrs  et  des  Ulceres,  2  torn.  8vo,  Pans,  1739. 
Gourraigne  (Hugo)  De  Tumoribus  Humoralibus  in  Genere,  8vo. 

b.  Particular  Tumors  and  Morbid  Growths. 

*  a.  Scirrhus  and  Cancer. 

Adams  (Joseph)  Observations  on  Morbid  Poisons.  Phagedena,  and 
Cancer,  &c.  8vo,  Lond.  1793.  /-j  roincs  ) 

Dublin,  1806. 
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Ewart  (John)  History  of  two  Cases  of  Cancer  of  the  Mamma  treated  by 

Carbonic  Acid,  8vo,  Bath,  1794.. 
Fearon  (H.)  On  Cancers,  8vo,  Lond.  1790. 

Garfia  (J.  M.)  The'orie  Noiivelle  sur  les  Maladies  Cancereuses,  Ner- 

veusos,  &c.  2  torn.  8vo,  Paris,  1772. 
Grasliiiis  (J.)  De  Scirrho  et  Carcinomate,  8vo,  Auist.  1741. 
I      Home  (Sir  E.)  On  Cancer,  Svo,  Loud.  1805. 
I      Honard  (J.)  On  Cancer,  Svo,  Lond.  1811. 

Huie  (R.)  On  Scirrhus  and  Cancer,  8vo,  Edin.  1822. 
Nisbet  (W.)  On  the  Nature  and  Treatment  of  Scrofula  and  Cancer,  Svo, 
Edin.  1795. 

Pearson  (John)  On  Cancerous  Complaints,  Svo,  Lond.  1793. 
Peyrilhe  (Ber.)  De  Cancro,  Antverp.  1775,  ext.  in  Schlegel.  Thes. 
Rouppe  (L.)  De  Cicutte  Extract!  effectu  in  Cancro,  Svo,  Lugd.  Bat.  1794!. 
Scarpa  (Ant.)  On  Scirrhus  and  Cancer,  trans,  by  Brig'gs,  Svo,  Lond.  1S22. 
Simmons  (W.)  On  the  Cesarean  Operation,  on  Cancer,  &c.Svo,  Lond.  1798. 
Thomas  (William)  On  Scirrhus  and  Cancer,  Part  IL  Svo,  Lond.  1817. 
Young  (S.)  On  the  Nature  and  Action  of  Cancer,  Svo,  Lond.  1805. 

*  b.  Encj/sled  Tumors. 

Cooper  (Sir  A.)  On  Encysted  Tumors,  ext.  in  Cooper  and  Travers' 

Surgical  Essays,  Part  II.  Svo,  Lond.  1829. 
Weidman  (J.  P.)  De  Steatomatibus,  4to,  Mog.  1S17. 

*  c.  Fungus  Hcemalodes. 

Maunoir  (J.  P.)  Memoire  sur  le  Fongus  Me'dullaire  et  Heraatodc,  Svo, 
Paris,  1830. 

Wardiop  (James)  On  Fungus  Huematodes,  Svo,  Edin.  1809. 

*  d.  Melanosis. 

Fawdington  (Thomas)  A  Case  of  Melanosis,  with  Observations  on  the 
Pathology  of  the  Disease,  Svo,  Lond.  1826. 

*  e.  Nacvi. 

Abemethy  (J.)  On  Naevi  Materni,  ext.  in  Surgical  Observations,  Svo. 
Lond.  1804-6. 

*  f.  Neuroma  and  Subcutaneous  Tubercle. 

Wood  (W.)  On  the  Painful  Subcutaneous  Tubercle,  Svo,  Edin.  1812. 
(2  copies.) 

 Further  Observations  on  the  same  Subject,  Svo,  Edin.  1828. 

 Observations  on  Neuroma,  Svo,  Edin.  1828. 


6.  SCROFULA. 


(Kid.  p.  119.) 
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D.  SURGERY  OP  PABTICULAU  PARTS  OP  THE  BODY. 
1 .   SURGICAL  DISEASES  OF  SKIN  AND  CELLULAR  TISSUE. 

a.  Burns. 

Dumbreck  (Wm.)  Essay  on  Bums,  8vo,  Edin.  1825. 
Earlo  (Sir  James)  On  the  Immediate  Treatment  of  Burns,  8vo  Loud 
1799. 

Kentish  (Edward)  Essay  on  Burns,  Svo,  Lond.  1797. 

 The  same  book,  Svo,  Loud.  1817.  {"2  copies.) 

Macdougall  (Adam)  Essay  on  Burns,  8vo,  Edin.  1819. 

b.  Eri/sipelas. 

Bureau  (James)  On  Erysipelas,  8vo,  Lond.  1777. 
Peart  (E,)  On  Erysipelas  and  Measles,  8vo,  Lond.  1802. 

c.  Carbuncle  and  Boil. 

Maclagan  (A.  Douglas)  Probationary  Essay  on  Carbuncle,  8fo,  Edin. 
1833. 

Strack  (Carolus)  De  Epinyctide,  Svo,  Mogunt.  1776,  ext.  in  Frank. 
Delect.  Tom.  XIL  p.  255. 


Jt.   SURGERY  OF  BLOODFESSELS. 

a.  Hcemorrhage. 

Aikin  (John)  On  the  Ligature  of  Arteries,  Svo,  Lond.  1770. 
Berlinghieri  (A.  V.)  Istoria  di  una  AUacciatura  dell'  lliaca  Esterna,  Svo, 
Pisa,  1823. 

Blizard  (Sir  W.)  On  Compressing  the  large  Arteries,  12mo,  Lond.  1798. 

Howison  (VV.)  On  Epistaxis,  Svo,  Edin.  1826. 

Jones  (J.  F.  D.)  On  Haemorrhage,  Svo,  Lond.  1805. 

Latours  (D.)  Histoire  Philosophique  et  Medicale  des  Hemorrhagies,  2 

torn.  8vo,  Orleans,  1815. 
Sanson  (L.  J.)  Des  Hemorrhagies  Traumatiques,  Svo,  Paris,  1836. 

b.  Diseases  of  Arteries,  including  Aneurism. 

Butter  (W.)  De  Arteriotomia,  Svo,  Edin.  1761. 

Fergusson  (Wm.)  On  the  Arch  of  the  Aorta,  Svo,  Edin.  1829. 

Guthrie  (G.  J.)  On  the  Diseases  and  Injuries  of  Arteries,  with  the  Opera- 
tions required  for  their  Cure,  Svo,  Lond.  1830. 

Hodgson  (Joseph)  On  the  Diseases  of  Arteries  and  Veins,  Svo,  Lond. 
1815. 
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Hod^on  (Joseph)  Engravingfs  to  illustrate  some  of  the  Diseases  of  Ar- 
teries, &c.  fol.  Lend.  1815. 

—  Traite'  des  Maladies  des  Arteres  et  des  Veines,  traduit  par  G. 
Breschet,  2  tora.  8vo,  Paris,  1819. 

Lisfranc  (J.)  Sur  I'Obliteration  des  Arteres,  8vo,  Paris,  183*. 

Manec  (P.  J.)  Traite  The'orique  et  Pratique  de  la  ligature  des  Arteres, 
fol.  Paris,  1832. 

Turner  (Thomas)  Practical  Treatise  on  the  Arterial  System,  8vo,  Lond. 
1825. 


§  Aneurism, 

Abemethy  (John)  On  Local  Diseases  and  Aneurisms,  Svo,  Lond.  1809. 
Cooper  (Sir  A.)  Ou  Aneurisms,  ext.  in  Cooper  and  Travers'  Surgical 
Essays. 

Freer  (Geo.)  Observations  on  Aneurism,  4-to,  Birmingham,  1807. 
Handyside  (P.  D.)  Essay  on  Osteo-Aneurism,  8vo,  Ediu.  1833. 
Matani  (Ant.)  De  Aneurismaticis  Praecordiorum  Morbis,  4to,  Lib.  1761. 
Monro  (Alexander  Tertius)  On  Aneurism  of  the  Abdominal  Aorta,  Svo, 
Edin.  1827. 

Scarpa  (Anton.)  SuU'  Aneurisma,  fol.  Patavia,  1804. 

 The  same  book,  translated  by  Wishart,  Svo,  Edin.  1808. 

 Le  meme  livre,  traduit  en  Fran^ais,  par  Delpech,  Svo,  Paris,  1809. 

 Planches  au  meme  livre,  fol.  Paris,  1815. 

Wardrop  (James)  On  Aneurism,  and  its  cure  by  a  New  Operation,  Svo, 
Lond.  1828.  f2,  copies. J 


c.  Diseases  of  Veins. 


Daniel  (D.  J.)  Chirurgia  Infusoria,  4to,  Kilon.  1667. 

Hodgson  (Joseph)  On  Diseases  of  Arteries  and  Veins,  Svo,  Lond,  1815. 

Pohl  (J.  E.)  et  Menz  (C.  C.  F.)  De  Varice  interno  Morborum  Causa, 

Lipsise,  1783,  ext.  in  Frank.  Del.  Tom.  VIIL  p.  269. 
Travers  (B.)  On  Wounds  and  Ligatures  of  Veins,  ext.  in  Cooper  and 

Travers'  Surgical  Essays. 


3.   XXJURIES  OF  THE  HEAD. 


Abemethy  (John)  On  Injuries  of  the  Head,  &c.  Svo,  Lond.  1810. 

Dease  (William)  Observations  on  Wounds  of  the  Head,  Svo,  London. 
1776.  ' 

Duffin  (E.  W.)  Essay  on  Injuries  of  the  Head,  Svo,  Edin.  1822. 

Furlonge  (J.)  De  Cerebro  concusso,  Svo,  Ediu.  1822. 

Pott  (P.)  On  Injuries  of  the  Head,  with  remarks  on  Fractures  and  Dis- 
locations, 8vo,  Lond.  1708. 

 The  same  book,  2d  Edit.  Svo,  Lond.  1771. 

Vclpcau  (Alt'.)  De  I'Opcrutiou  du  Trepan  dans  les  Plaics  de  la  Tete,  Svo. 
Pans,  1834.  ' 
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4.    INJURIES,  DISEASES,  AND  MALFORMATIONS  OF  THE  SPINE. 

(fM,  p.  126.) 


O.   SVROICAL  DISEASES  AND  INJURIES  OF  NERVES. 
( rid.  p.  126.) 


6.    OPHTHALMIC  SURGERY. 

a.  Works  on  Diseases  of  the  Eye  in  General. 

Beer  (J.  G.)  Lehre  der  Augenkranklieiten,  2  vols.  8vo,  Wien,  1702. 
 Moyens  infaillibles  de  couserver  la  Vue,  traduit  do  TAUemaud,  5mc 

Edit.  8vo,  Paris,  1812. 
Boerhaave  (H.)  De  Morbis  Oculorum,  Edit.  2da,  12mo,  Gottinga?,  1750. 
Cleobury  (W.)  On  the  DiflFereut  Operations  performed  on  the  Eyes,  Bvo, 

Lend.  1826. 

Demours  (A.  P.)  Traite'  des  Maladies  des  Yeux,  3  torn.  8vo,  Paris,  1818, 

avec  Atlas  in  4to. 
Guerin  (S.)  Traite  des  Maladies  des  Yeux,  12mo,  Lyon,  176G. 
Guthrie  (G.  J.)  Lectures  on  the  Operative  Surgery  of  the  Eye,  8vo, 

Lond.  1823. 

Lawrence  (W.)  Treatise  on  Diseases  of  the  Eye,  8vo,  Lond.  1833. 
Mackenzie  (Wm.)  Practical  Treatise  on  the  Diseases  of  the  Eye,  8vo, 
Lond.  1830. 

Maitre-Jan  (Antoine)  Traite  des  Maladies  de  I'CEil,  et  des  Remedes  pro- 

pres  pour  leur  Guerison,  4to,  Troyes,  1707. 
Pellier  (M.  G.)  Memoires  sur  les  Maladies  des  Yeux,  8vo,  Montpelicr, 

1783. 

Plempius  (Vopisc.  Fort.)  Ophthalmographia,  4to,  Amst.  1632. 

 Idem  liber,  fol.  Lovan.  1648. 

 Idem  liber,  defic.  Lib.  Vto,  fol.  Lovan.  1659. 

Plenck  (Jos.  Jac.)  De  Morbis  Oculorum,  Edit.  2da,  8vo,  Vienn.  1783. 
Porterfield  (William)  Treatise  on  the  Eye,  2  vols.  8vo  Edin.  1759, 
Saint-Yves  (M.  de)  Traite  des  Maladies  des  Yeux,  12mo,  Paris,  1736. 
Saunders  (J.  C)  On  the  Diseases  of  the  Eye,  8vo,  Loud.  1811. 

 The  same  book,  edited  by  J.  R.  Farre,  8vo,  Lond.  1816. 

Scarpa  (Anton.)  Traite  Pratique  des  Maladies  des  Yeux,  traduit  par  Le- 

veille',  2  tom.  8vo,  Paris,  1802. 

 The  same  book,  translated  by  Briggs,  8vo,  Lond.  1806. 

Travers  (Benj.)  Synopsis  of  the  Diseases  of  the  Eye,  and  their  Treatment, 

8vo,  Lond.  1820. 
 The  same  book,  3d  Edit.  8vo,  Lond.  1824. 

Vetch  (John)  Practical  Treatise  on  Diseases  of  the  Eye,  8vo,  Lond.  1820. 
Ware  (James)  Chirurgical  Observations  on  the  Eye,  &c.  2d  Edit.  2  vols. 
8vo,  Lond.  1805. 

Watson  (Alex.)  On  the  Diseases  of  the  Human  Eye,  Vol.  I.  Svo,  Eiiin. 
1822. 

 The  same  book,  2d  Edit.  Svo,  Edin,  1830. 
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Weller  (C.  H.)  Manual  of  the  Diseases  of  the  Human  Eye,  trans,  by 
Monteith,  2  vols.  8vo,  Glasgow,  1821. 

b.  Works  on  Diseases  of  the  Eye  in  Particular. 
*  a.  Ophthalmia. 

Adams  (Sir  W.)  Official  Papers  relative  to  the  treatment  of  Cataract 
and  Egyptian  Ophthalmia  by  Sir  W.  A.  at  Greenwich  Hospital,  Svo, 
Lond.  1814. 

 Reply  to  a  Pamphlet  recently  published  by  Dr.  Vetch,  &c.  Svo, 

Lond.  1818. 

Assalini  (P.)  Obsei-vations  sur  la  Peste,  le  Flux  Dysenterique,  I'Ophthal- 
mie  d'Egypte  et  la  Fievre  Jaune  de  Cadix,  2de  Edit.  12mo,  Paris, 
1803.  (2  copies.) 

 The  same  book,  translated  by  Adam  Neale,  12mo,  Lond.  1804, 

Benedictus  (Traugf.  Gul.  Gust.)  De  Morbis  Oculi  Humani  Inflammatoi'iis, 

4to,  Lips.  1811. 
Edraonstone  (A.)  On  Ophthalmia,  Svo,  Edin.  1806. 
Farrel  (Chas.)  Observations  on  Ophthalmia,  Svo,  Lond.  1811. 
Noble  (Edward)  On  Ophthalmia,  Svo,  Birmingham,  1800. 
Power  (George)  On  the  Egyptian  Ophthalmia,  Svo,  Lond.  1803. 
.Rowley  (Will.)  On  Ophthalmia,  Svo,  Lond.  1771. 

Serney  (J.  B.)  On  Local  Inflammation,  particularly  of  the  Eye,  Svo, 
Lond.  1809. 

Trnka  (Wen.)  Historia  Opbthalmiae,  Svo,  Vindob.  1783. 

Vetch  (J.)  Account  of  the  Ophthalmia  which  has  appeared  in  England, 

since  the  return  of  the  British  Army  from  Egypt,  Svo,  Lond.  1807. 
 On  Sir  W.  Adams'  Treatment  of  the  Ophthalmic  Cases  of  the  Army, 

Svo,  Lond.  1818. 

 Letter  to  Lord  Palmerston  on  the  Ophthalmic  Institution  for 

Chelsea  Pensioners,  4to,  Lond.  1819. 
Ware  (James)  On  Epiphora,  Scrofulous  Ophthalmia,  &c.  8vo,Lond.  1792. 
 On  Ophthalmy,  Psorophthalmy,  and  Purulent  Eye,  3d  Edit.  Svo. 

Lond.  1795. 

 The  same  book,  with  an  Appendix  concerning  a  late  Epidemic 

Purulent  Ophthalmy,  Svo,  Lond.  1814. 
Wishart  (J.  H.)  Essay  on  Ophthalmia,  Svo,  Edin.  1805. 

*  b.  Iritis. 

Travers  (B.)  On  Iritis,  ext.  in  Cooper  and  Travers'  Surgical  Essays, 
Svo,  Lond.  1818-19.  o  /  . 

*  c.  Diseases  of  the  Pupil. 

Adams  (Sir  W.)  On  Ectropium,  Artificial  Pupil,  &c.  Svo,  Lond.  IS  12 
 On  Artificial  Pupil,  &c.  Svo,  Loud.  1819, 

Evans  (G.  F  D.)  On  Cataract  and  Closed  Pupil,  and  on  the  Amputa- 

tion  of  the  Arm  at  the  Shoulder-Joint,  Svo,  Wellington,  1815. 
Gibson  (Benj.)  On  the  Artificial  Pupil,  &c.  Svo.  Lond.  1811. 

P,?j|  «  the  Operations  for  tlie  Formation  of  an  Artificial 

nipil,  Svo,  Lond,  1819. 
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Macffirlan  (John)  Essay  on  ArtiQcial  Pupil,  8vo,  Edin.  1820. 
Mutter  (R.)  Practical  Observations  on  Various  Novel  Modes  ofoperatinff 
on  Cataract,  and  of  forming  an  Artificial  Pupil,  8vo,  Wisbech,  1811. 


*  d.  Cataract. 

Adams  (Sir  W.)  On  Ectropium,  on  Artificial  Pupil,  and  on  Cataract,  8vo, 
Lond.  1812. 

 Official  Papers  relative  to  the  Treatment  of  Cataract  and  Egyptian 

Ophthalmia  by  Sir  W.  A.  at  Greenwich  Hospital,  8vo,  Lond.  1814. 

— — -  Practical  Inquiry  into  the  Causes  of  the  frequent  failure  of  the 
Operations  of  Depression  and  Extraction,  &c.  8vo,  Lond.  1817. 

Bischoff  (Fred.)  On  the  Extraction  of  the  Cataract,  8vo,  Lond.  1793. 

Colombier  (D.)  De  Cataracta  et  Anatome  Oculi,  Paris,  1765,  ext.  in 
Sandifort.  Thesaur.  Tom.  III. 

Cooper  (Sam.)  On  Cataract,  8vo,  Lond.  1805. 

Earle  (Sir  Jas.)  Account  of  a  New  Mode  of  removing  the  Cataract,  8vo, 
Lond.  1801. 

Evans  (G.  F.  D.)  On  Cataract  and  Closed  Pupil,  and  on  Amputation  of 
the  Arm  at  the  Shoulder  Joint,  8vo,  Wellington,  1815. 

Guthrie  (G.  J.)  On  the  Operation  for  the  Extraction  of  the  Cataract, 
8vo,  Lond.  ISS*. 

Ludwig  (C.  F.)  De  SufFusionis  per  Acum  Curatione,  8vo,  Lips.  1783,  ext. 

in  Frank.  Delect.  Tom.  I.  p.  97. 
Mutter  (R.)  Observations  on  various  Novel  Modes  of  Operating  on 

Cataract,  and  of  forming  an  Artificial  Pupil,  8vo,  Wisbech,  1811. 
Pallucci  (Nat.  Jos.)  Description  d'un  Nouvel  Instrument  propre  pour 

abaisser  la  Cataracte,  8vo,  Paris,  1750. 
•—  Idem  liber,  Latine,  8vo,  Vienn.  1763. 

Reichenbach  (J.  F.)  Observationes  de  Cataractte  Extractione,  ext.  in 

Sandifort.  Thesaur.  Tom.  III. 
Stevenson  (J.)  On  the  Nature  and  Symptoms  of  Cataract,  8vo,  Lond.  1824-. 
Ware  (James)  On  Epiphora,  Scrofulous  Ophthalmia,  Cataract,  &c.  8vo, 

Lond.  1792. 

 On  Cataract,  Gutta  Serena,  &c.  8vo,  Lond.  1795. 

 The  same  book,  with  a  Translation  of  Wenzel's  Treatise  on  Cata- 
ract, 2d  Edit.  8vo,  Lond.  1804. 

Wathen  (Jonathan)  On  the  Cataract,  8vo,  Lond.  1785. 

Wenzel  (Le  Baron  de)  Essay  on  Cataract,  translated  by  Ware,  8vo, 
Lond.  1791. 

Wood  (Andrew)  Essay  on  Cataract,  Bvo,  Edin.  I83I. 

*  e.  Amaurosis. 


Messer  (Adam)  Probationary  Essay  on  Amaurosis,  8vo,  Edin.  1826. 
Stevenson  (John)  On  the  different  Species  of  Amaurosis,  or  Gutta  Serena, 

8vo,  Lond.  1821. 
Trnka  (Wen.)  Historia  Amauroseos,  2  torn.  8vo,  Vienn.  1781. 
Ware  (James)  On  Cataract,  Gutta  Serena,  &c.  8vo,  Lond.  1795. 

§  Hemeralopia. 
Simpson  (A.)  Ou  Hemeralopia,  8vo,  Glasg.  1819. 
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*  f.  Venereal  Diseases  of  the  Eye. 

Hewson  (T.)  Observations  on  the  History  and  Treatment  of  Ophthalmia 
accompanying-  the  Secondary  Forms  of  Lues  Venerea,  8vo,  Lond. 
1824.. 

Lawrence  (W.)  Treatise  on  the  "Venereal  Diseases  of  the  Eye,  8vo,  Lond. 
1830. 

*  g.  Diseases  of  Eyelids. 

Adams  (Sir  W.)  On  Ectropium,  &c.  8vo,  Lond.  1812. 
Crampton  (T.)  On  Entropiura,  8vo,  Lond.  1805. 

Oetiuf^er  (F.  C.)  De  Lapsu  Palpebral  Superioris,  Tubing-.  1771,  ext.  in 

Frank.  Delect.  Tom.  XL 
Ware  (James)  On  Ophthalmy,  Psorophthalmy,  &c.  3d  Edit.  8vo,  Lond. 

1795. 

*  h.  Fistula  Lachrymalis. 

Phipps  (J.  W.)  On  Fistula  Lachrymalis,  8vo,  Lond.  1792. 
Pott  (Percival)  On  Fistula  Lachrymalis,  8vo,  Loud.  1763. 
Ware  (James)  On  Epiphora,  Fistula  Lachrymalis,  &c.  edited  by  his  son 

Martin  Ware,  8vo,  Lond.  1818.  ^2  copies.) 
Wathen  (Jonathan)  On  Fistula  Lachrymalis,  8vo,  Lond.  1792. 


7.   SVRGERY  OF  NOSE,  MOUTH,  THROAT,  LARYNX.  AND  EAR. 

a.  Surgery  of  Nose. 

Bushnan  (John)  Surg-ical  Observations  on  the  Restoration  of  the  Nose 

&c.  8vo,  Lond.  1833. 
Carpue  (J.  C.)  Account  of  two  successful  Operations  for  the  restoring  of 

a  lost  Nose,  4to,  Lond.  1816.  " 
Howison  (W.)  On  Epistaxis,  8vo,  Edin.  1826. 

Gruner  (G.F.)  De  Polypis  in  Cavo  Narium  obviis,  4to,  Lipsice,  1825. 
Meyer  (F.  A.)  De  Ozsena,  Hamb.  1785,  ext.  in  Frank.  Delect.  Tom.  XL 
p.  249. 


b.  Surgery  of  Mouth  and  Teeth. 

Bell  (Th.)  Anatomy,  &c.  of  the  Teeth,  8vo,  Lond.  1829. 

Berdmore  (Thomas)  On  the  Disorders  and  Deformities  of  the  Teeth  and 

Gums,  12mo,  Lond.  1770. 
Bourdet  (M.)  llecherches  sur  I' Art  du  Dentiste,  2  torn.  12mo,  Paris, 
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Duval  (J.R.)  The  Dcntiste  do  la  Jeiinesse,  or  the  Way  to  have  sound 

and  beautiful  Teeth,  8vo,  Loud.  1820. 
Fauchard  (Pierre)  Lo  Chirurgicn  Dentiste,  2  torn.  8vo,  Paris,  174G. 
Fox  (Joseph)  History  and  Treatment  of  the  Diseases  of  the  Teeth  and 

Gums,  4to,  Lond.  ]  806. 
Gariot  (J.  B.)  Traite  des  Maladies  de  la  Bouchc,  8vo,  Paris,  1805. 
Giinz  (D.J.  G.)  De  Oziena  MaxiHare  ac  Dentium  Ulcere,  4to,  Lips. 

1753.  * 
Hunter  (John)  Practical  Treatise  on  the  Diseases  of  the  Teeth,  4to, 

Lond.  1778. 

Jourdain  (M.)  Traite'  des  Maladies  de  la  Bouche,  2  torn.  8vo,  Paris. 
1778. 

Koecker  (L.)  Principles  of  Dental  Surgery,  8vo,  Lond.  182G. 

Parmly  (L.  S.)  Lectures  oii  the  Natural  History  and  Management  of  the 

Teeth,  8vo,  Lond.  1820. 
Plenck  (Joseph.  Jac.)  De  Morbis  Dentium,  8vo,  Viennte,  1778. 
Ruspini  (B.)  Treatise  on  the  Teeth,  12mo,  Lond.  N.D. 

c.  Surgery  of  (Esophagus. 

Berlinghierl  (A.  V.)  Delia  Esofagotomia,  e  di  un  Nuovo  Metodo  di  Ese- 

guirla,  8vo,  Pisa,  1820. 
Home  (Sir  E.)  Practical  Observations  on  the  Treatment  of  Strictures  in 

the  Urethra,  with  Remarks  on  Strictures  in  the  CEsophagus,  3d 

Edit.  8vo,  Lond.  1805. 
 The  same  book,  Vol.  H.  8vo,  Lond.  1803. 

Monro  (Alex.  Tertius)  On  Spasm  of  the  Canals  for  the  Food,  &c.  8vo, 
Edin.  1826. 

d.  Surgery  of  Larynx  and  Thyroid  Gland. 

Tnglis  (Arch.)  Essay  on  Bronchocele,  8vo,  Edin.  1825. 

Manson  (A.)  On  the  EfiFects  of  Iodine  in  Bronchocele,  8vo,  Lond.  1825. 

Mosely  (Benj.)  On  Bronchocele,  8vo,  Lond.  1779. 

Porter  (W.H.)  Observations  on  the  Surgical  Pathology  of  the  Larynx 

and  Trachea,  8vo,  Edin.  1826. 
Wilmer  (B.)  On  Bronchocele,  8vo,  Lond.  1779. 

e.  Surgery  of  Ear. 

Alard  (M.)  Essai  sur  le  Catarrhe  de  I'Oreille,  8vo,  Paris,  1807. 
Buchanan  (Thos.)  Illustrations  of  Acoustic  Surgery,  8vo,  Lond.  1825. 
Curtis  (J.  H.)  On  the  Physiology  and  Diseases  of  the  Ear,  &c.  8vo, 
Lond.  1817. 


8.  DISEASES  OF  THE  MAMAfA. 

Adams  (Joseph)  On  the  Cancerous  Breast,  8vo,  Lond.  1801. 
Butter  (John)  On  the  Compression  of  Cancerous  Breasts,  &c.  8vo, 
Edin.  1820. 
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Cooper  (Sir  A.)  Illustrations  of  Diseases  of  the  Breast,  Part  I.  4to, 

EwaJlTjol-'oHistory  of  two  Cases  of  Cancer  of  the  Mamma  treated  by 
Carbonic  Acid,  8vo,  Bath,  1794.  „  j  i-^^o 

Ouy  (Richard)  Ou  Cancer,  and  Diseases  of  the  Breast,  8vo,  Lond  1762. 

Nooth  (James  On  the  Treatment  of  Scirrhous  Mamma,  8vo,  Lond  1806. 

Peter  (C  )  Historia  Mammae  CancrosfB  Sanguinera  Menstruum  tundentis. 
Tubing.  1763,  ext.  in  Frank.  Delect  Tom.  X. 

Kodman  (J.)  A  Practical  Explanation  ot  Cancer  in  the  Female  Bieast, 
8vo,  Paisley,  1811. 


9.  SURGERY  OF  INTESTINES. 

a.  Wounds  of  Intestines. 

Smith  (T.)  On  Wounds  of  the  Intestines,  8vo,  Philadelph.  1805. 
Travers  (Benj.)  On  Wounds  of  the  Intestines,  8vo,  Lond.  1812. 
Voo-el  (J.  H.)  De  Gemino  Coli  Vulnere  non  lethali,  Gott.  17G2,  ext.  in 
"  Sandil'ort.  Thesaur.  Tom.  IL 

b.  Hernia. 

*  a.  Hernia  Generally. 

Arnaud  (George)  Dissertation  on  Hernias,  translated  from  the  French, 
8vo,  Lend.  1748. 

Camper  (P.)  Icones  Herniarum,  cura  Soemraerring,  fol.  Francof.  1801. 
Cloqaet(H.)  Recherches  Anatomiques  sur  les  tiernies  de  1' Abdomen, 
4to,  Paris,  1817. 

 Recherches  sur  les  Causes  et  I'Anatomie  des  Hernies  Abdomiuales, 

4to,  Paris,  1819. 

Geoghegan  (Edward)  On  the  Treatment  of  Ruptures,  8vo,  Lond.  1810, 
Hesselbach  (F.  C.)  Disquisitiones  Anatoinico-Pathologicse  de  Ortu  et 

Progressu  Herniarum  Inguiaalium  et  Cruralium,  4to,  Wire.  1816. 
Key  (C.  Aston)  A  Memoir  on  the  Advantage  and  Practicability  of  dividing 

the  Stricture  in  Strangulated  Hernia,  8vo,  Lond.  1833. 
Klinkosch  (J.  H.)  Programma  quo  Divisionein  Herniarum,  &c.  proponit, 

PragBR,  1764,  ext.  in  Sandifort.  Thesaur.  Tom.  II. 
L.angenbcck  (C.  J.  M.)  De  Structura  Peritonsei,  Testiculorum  Tunicis 

eo;  umque  Descensu,  ad  illustrandam  Herniarum  indolem,  8vo,  Gott. 
1817. 

 Idem  liber,  4to,  Gott.  1817. 

 Tabuhe  ad  eosdem  Libros,  fol. 

Lawrence  (William)  Treatise  on  Ruptures,  8vo,  Lond.  1807. 

.  The  same  book,  2d  Edit.  8vo,  Lond.  1810. 

Pott  (Pcrcival)  On  Ruptures,  2d  Edit.  8vo,  Lond.  1763. 

 The  same  book,  4th  Edit.  8vo,  Lond.  1783. 

Richtcr  (A.  G.)  Traite'  des  Hernies,  par  Rougemont,  4to,  Bonn,  1788. 
Scarpa  (Ant.)  SuU'  Ernie,  fol.  Milauo,  1809. 

 The  same  book,  translated  by  VVishart,  8vo,  Edin.  1814.  (2  copies.) 

 Supplement  au  Traite  des  llcruics,  trad,  par  Olliviei-.  avco  Atlas  in 

fol. 
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Wilmer  (B.)  Practical  Observations  on  Hernia,  8vo,  Lond.  1788. 
*  b.  Particular  Species  of  Hernia. 


*  ♦  a.  Ingxcinal  Hernia. 

Cooper  (Sir  Astley)  On  Inguinal  Hernia,  fol.  Lond.  1804. 

Guthrie  (G.J.)  On  some  points  connected  with  the  Anatomy  and  Sur- 
gery of  Inguinal  and  Femoral  Hernia,  4to,  Lond.  1833. 

Molison  (Thos.)  On  Inguinal  and  Femoral  Hernia,  8vo,  Edin.  1822. 

Rau  (G.  H.  G.)  Diss.  Inaug.  Med.  de  Hernia  Inguinali,  4to,  Berol.  1812. 

Sandifort  (Edvardus)  Icones  Herniae  Inguinalis  congcnitae,  4to,  Lugd. 
Bat.  1781. 

Watson  (Robert)  On  Inguinal  Hernia,  8vo,  Edin.  1812. 

*  *  b.  Femoral  Hernia. 


Breschet  (Gilbert)  These  sur  la  Hernie  Femorale,  &c.  4to,  Paris,  1819. 

Cooper  (Sir  A.)  On  Crural  Hernia,  &c.  fol.  Lond.  1807. 

Gimbernat  (Ant.  de)  Nuevo  Me'todo  de  Operar  en  la  Hernia  Crural,  4to, 

Madrid,  1793. 
 The  same  book,  translated,  8vo,  Lond.  1795. 

Guthrie  (G.  J.)  On  some  points  connected  with  the  Anatomy  and  Sur- 
gery of  Inguinal  and  Femoral  Hernia,  8vo,  Lond.  1833. 
Molison  (Thos.)  On  Inguinal  and  Femoral  Hernia,  8vo,  Edin.  1822. 
Monro  (Alex.  Tertius)  On  Crural  Hernia,  9vo,  Edin.  1803. 
Wood  (W.)  On  Crural  Hernia,  8vo,  Edin.  1805. 

 Correspondence  with  Dr.  Monro  respecting  his  Essay  on  Crural 

Hernia,  Svo,  Edin.  1807. 

*  *  c.  Umbilical  Hernia. 


Camev  CSir  A.^  On  Crural  and  Umbilical  Hernia,  fol.  Lond.  1807. 

Klinkosch  (J.  H.)  Frogramraa  quo  Divisionem  Herniarum,  Novamque 
SiaeVentralis'^Speciera  proponit,  Pragae,  1764,  ext.  in  Sandi- 
fort. Thesaur.  Tom.  H. 


c.  Diseases  of  Rectum  and  Anus. 

Bell  (Sir  Chas.)  Treatise  on  the  Diseases  of  the  Urethra,  Vesica  Urina- 

CalveTt'("Grgr)«nrH^^^^^^^^^ 

'other  imporiant  Diseases  of  the  Rectum  -'^,^^nx:s  8vo,  Lond^^  1824 
Copeland  (Thomas)  On  the  Rectum  and  Anus,  and  then  Diseases,  «vo. 


L„r"o^n"S;,"Il'?.ftLfSrth^  Tine,  Capitis,  and  Fistula 
in  Ado,  8vo,  Loud.  1809. 
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Mayo  (Herbert)  Observations  on  Injuries  and  Diseases  of  the  Rectum, 

8vo,  Lond.  1833. 
Pott  (Percival)  On  Fistula  in  Ano,  2d  Edit.  8vo,  Lond.  1767. 
Salmon  (Fred.)  Essay  on  Stricture  of  the  Rectum,  8vo,  Lond.  1828, 
Sherwen  (John)  Observations  on  Diseases  of  the  Bladder  and  Rectum, 

8vo,  Lond.  1799. 

Trnka  (Wen.)  Historia  Hjeraorrhoidum,  Tom.  L  8vo,  Vindob.  1794). 
Ware  (James)  Chirurgical  Observations  on  the  Eye,  on  the  Introduction 

of  the  Male  Catheter  and  on  the  Treatment  of  Hajmorrhoids,  2d 

Edit.  2  vols.  8vo,  Lond.  1805. 
White  (William)  On  the  contracted  Intestinum  Rectum,  8vo,  Bath,  1812. 

(2  copies.) 

 The  same  book,  3d  Edit.  8vo,  Bath,  1820. 

 Further  Observations  on  Stricture  of  the  Rectum,  8vo,  Lond.  1822. 


10.   SURGICAL  DISEASES  AND  INJURIES  OF  BONES. 


a.  Diseases  of  Bones. 

*  a.  Diseases  of  Bones  Generally. 

Bell  (Benj.  Jun.')  On  Diseases  of  the  Bones,  12mo,  Edin.  1828. 

Bonn  (A.)  Descriptio  Thesauri  Ossium  Morbosorum  Hoviani,  fol.  AmsteL 

Boyer  (M.  le  Baron)  Lectures  on  the  Diseases  of  the  Bones,  trans,  by 

Farrel,  2  vols.  6vo,  Lond.  180-I-. 
Lettres  sur  un  Traite  des  Maladies  des  Os,  12mo,  Paris,  1726.  f  Anon.  J 
Petit  (J.  L.)  Traite  des  Maladies  des  Os,  2  tom.  12mo,  Paris,  1741. 
 Le  meme  livre,  2  tom.  12mo,  Paris,  1734. 

 Le  meme  livre,  revu  et  augmente  par  Louis,  2  tom.  12mo,  Pari.s 

1784.  ' 

Scarpa  (A.)  De  Anatome  et  Pathologia,  Ossium  Commentarii,  4to,  Ticini 
1827. 

Wilson  (Jas.)  Lectures  on  Diseases  of  the  Bones,  8vo,  Lond.  1820. 


*  b.  Particular  Diseases  of  Bones. 

Augustini  (F.  L.)  De  Spina  Ventosa  Ossium,  4to,  Halffi,  1797. 
Bate  (Georg.)  De  Rachitide,  8vo,  Lond.  1653. 

Beale  (Lionel)  A  Treatise  on  the  Distortions  and  Deformities  of  the 

Human  Body,  2d  Edit.  8vo,  Lond.  1835. 
Bell  (Benj.  Jun.)  On  Interstitial  Absorption  of  the  Neck  of  the  Thiffh 

Bone,  8vo,  Edin.  1824,  * 
Cooper  (Sir  A.)  On  Exostosis,  ext.  in  Cooper  and  Travers'  Suro-ical 

Essays,  Tom.  I.  8vo,  Lond.  1818-19. 
Handyside  (P.  D.)  Essay  on  Osteo-Aneurism,  8vo,  Edin.  1833 
Murray  (Ad.)  De  Sensibilitate  Ossium  Morbosa,  Gott.  17S0,  ext.  inLud 

Script.  Neur.  Tom.  IV.  p.  252. 
- —  Idem  liber,  ext.  in  Frank.  Delect.  Tom.  XIL 
Naumann  (A.  F.)  De  Ostitide,  4to,  Lipsiae,  1818. 
Portal  (Le  Baron)  Sur  la  Nature  du  Rachitisme,  8vo,  Paris  1797 
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^^'''"'iiZ"'^"^  ^"  Distortions  of  the  Spine,  Chest,  and  Limbs,  8vo,  Lend. 

Wenzel  (Joseph.)  De  Ossium  Arthriticorum  Indole,  8vo.  Moo-unt.  1791 
ext.  m  Frank.  Delect.  Tom.  XII.  p.  341.  " 

§  Necrosis. 

Russell  (James)  Practical  Essays  on  Necrosis,  8vo,  Edin.  1794. 
Synie  (James)  On  Necrosis,  8vo,  Edin.  1823. 

Weidmann  (J.  P.)  De  Necrosi  Ossium,  Moi^unt.  1784,  ext.  in  Frank.  Del. 
Tom.  IV.  p.  124. 

  Idem  liber,  cum  figuris,  fol.  Francof.  ad  Mjen.  1793. 

Whately  (Thomas)  On  Necrosis  of  the  Tibia,  8vo,  Lond.  1815. 


b.  Injuries  of  Bones,  including  Fractures  and  their 
Consequences. 

Adolph  (J.  T.)  De  Capsa  Petitiana  Emendata,  Helm.  1760,  ext.  in  San- 

difort.  Thesaur.  Tom.  I.  p.  51. 
Aymesbury  (J.)  Syllabus  of  Surgical  Lectures  ou  Fractures  and  Diseases 

of  the  Joints,  8vo,  Lond.  1827. 
Bell  (Sir  Charles)  Observations  on  Injuries  of  the  Spine  and  of  the  Thigh 

Bone,  4to,  Lond.  1814. 
Breschet  (Gilbert)  These  sur  la  Formation  du  Cal,  &c.  4to,  Paris,  1819. 
Buchanan  (Thos.)  Essay  on  Diseased  Joints  and  the  Non-Union  of  Frac- 
ture, 8vo,  Lond.  1828. 
Camper  (Pierre)  De  Fractura  Patellae  et  Olecrani,  4to,  Hagse,  1789. 
Cuenotte  (F.  A.  F.)  Dissertatio  sistens  Casum  Subluxationis  Vertebr«e 

Dorsi  cum  Fractura  complicatse  post  factam  repositionem,  Argento- 

rati,  1761,  ext.  in  Thesaur.  Sandifort.  Tom.  II. 
Hammick  (Sir  Stephen)  Practical  Remarks  on  Amputation,  Fractures, 

&c.  8vo,  Lond.  1830. 
Koeler  (G.  L.)  Experimenta  circa  Regenerationem  Ossium,  8vo,  Gott. 

1786. 

Lisfraiic  (J.)  Sur  de  Nouvelles  applications  du  Stethoscope,  8vo,  Paris, 
1823. 

Mudge  (John)  On  Catarrh,  Vis  Vitse,  and  Compound  Fractures,  12mo, 
Lond.  1782. 

Pott  (Percival)  On  Injuries  of  the  Head,  with  remarks  on  Fractures  and 

Dislocations,  8vo,  Lond.  1768. 
Reichel  (G.  0.)  Dissertatio  de  Epiphysium  ab  Ossium  Diaphysi  deduc- 

tione,  Lipsiffl,  1759,  ext.  iu  Sandifort.  Thesaur.  Tom.  I. 
Sharpey  (William)  On  the  Pathology  and  Treatment  of  False  Joints,  870, 

Edin.  1830. 

Sheldon  (John)  On  Fracture  of  the  Patella,  8vo,  Lond.  1789. 
Weldon  (Walter)  On  Compound  Fractures,  8vo,  Southampton,  1794. 
White  (Charles)  Account  of  a  Remarkable  Operation  on  a  Broken  Arm, 
8vo,  Lond.  1782. 
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11.    SVRGJCAL  DISEASES  AND  INJURIES  OF  JOINTS. 


a.  Diseases  of  Joints. 

Andry  fNicolas)  L'Orthopedie,  2  tomes,  12mo,  Briixelles,  1743. 

Aymesbury  (J.)  Syllabus  of  a  Course  of  Lectures  on  Fractures  and  Dis- 
eases of  the  Joints,  8vo,  Lond.  1827. 

Bell  fBenj.)  On  Ulcers,  White  Swellings,  &c.  2d  Edit.  8vo,  Edin.  1779. 

Brodie  (Sir  Benjamin)  On  Diseases  of  the  Joints,  8vo,  Lond.  1818. 

 The  same  book,  3d  Edit.  8vo,  Lond.  1834. 

Buchanan  (Thomas)  Essay  on  Diseased  Joints,  &c.  8vo,  Lond.  1828. 

Combe  (J.  S.)  On  the  Hip  Disease,  8vo,  Edin.  1823. 

Cooper  (Samuel)  Prize  Essay  on  the  Diseases  of  the  Joints,  8vo,  Lond. 
1807. 

Crowther  (Bryan)  On  White  Swelling,  8vo,  Lond.  1797. 

Fahsel  (Otto  Jacob.)  De  Fungo  Articulorum,  Gott.  1792,  ext.  in  Brose 

Coll.  Diss.  Tom.  H.  Part.  L 
Fontaines  (C.)  Essai  sur  le  Fongus  Scrofuleux  des  Articulations,  4to, 

Montpellier,  1817. 
Ford  (Edward)  On  the  Diseases  of  the  Hip  Joint,  8to,  Lond.  1794. 
Koch  (C.  M.)  De  Morbis  Bursarum  Mucosarum,  8vo,  Lipsiae,  1790,  ext. 

in  Frank.  Delect.  Tom.  X.  p.  206. 
Lisfranc  (J.)  Sur  de  Nouvelles  Applications  du  Stethoscope,  8vo,  Paris, 

1823. 

Lizars  (Alex.  J.)  Essay  on  the  Knee  Joint,  8vo,  Edin.  1831. 

Moreau  (P.  F.)  On  Carious  Joints,  12mo,  Liverpool,  1806. 

Park  (H.)  Letter  to  Mr.  Pott  on  a  New  Method  of  Treating  Diseases  of 
the  Knee  and  Elbow  Joints,  8vo,  Lond.  1783. 

 The  same  book,  with  P.  F.  Moreau's  Cases  of  the  Excision  of  Cari- 
ous Joints,  and  Observations  by  Dr.  JeflFray,  12mo,  Glasgow,  1806. 

Russell  (James)  On  the  Morbid  Affection  of  the  Knee-Joint,  8vo,  Edin. 
1802. 

Savarin-Marestan  (J.  M.)  Sur  les  Hydropisies  Articulaires,  &c.  8vo,  Paris, 
1803. 

Scarpa  (Ant.)  Memoria  Chirurgica  sui  Piedi  torti  congeniti  deiFanciuUi, 
e  suUe  maniere  di  correggere  questa  deformita,  8vo,  Pavia,  1806. 

Scott  (John)  Observations  on  the  Treatment  of  Chronic  Inflammation  in 
various  structures  exemplified  in  Diseases  of  the  Joints,  8vo,  Lond. 
1828. 

Sheldrake  (T.)  On  the  Club-foot,  8vo,  Lond.  1798. 

Syme  (James)  On  Excision  of  Diseased  Joints,  8vo,  Edin.  1831. 

b.  Injuries  of  Joints,  including  Dislocations. 


Cooper  (Sir  A.)  Treatise  on  Dislocations  and  on  Fractures  of  the  Joints, 
4to,  Lond.  1823. 

 On  Dislocations,  ext.  in  Cooper  and  Travcrs'  Surgical  Essays, 

Vol.  L  8vo,  Lond.  1818-19. 
Cuenotte  (F.  A.  F.)  Dissertatio  sistens  Casum  Subluxationis  Vertebrae 

Dorsi,  &c.  Argentor.  17G1,  ext.  in  Sandifort.  Thesaur.  Tom.  11. 
Gordon  (John)  Ou  Dislocations  of  the  Thigh  Bone,  8vo,  Edin.  1808. 
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Howison  (W.)  Essay  on  Dislocation  of  the  Processus  Dentatus.  8vo. 
Edin.  1819. 

Pott  (Percival)  On  Injuries  of  the  Head,  with  Remarks  on  Fractures 

and  Dislocations,  Bvo,  Lond.  17G8. 
Turner  (J.  W.)  Essay  on  Dislocation  of  the  Shoulder  Joint,  Bvo,  Edin. 

1812. 


12.    DISEASES  OF  GENERATIVE  AND  VRINARY  ORGANSi 


a.  Diseases  of  Generative  and  Urinary  Organs  Generally. 

Lallemand  (F.)  Observations  sur  les  Maladies  des  Orocanes  Genito-uri- 

naires,  Bvo,  Paris,  1825. 
Prout  (W.)  On  Gravel,  Calculus,  and  other  Diseases  connected  with  a 

derang-ed  operation  of  the  Urinary  Organs,  Bvo,  Lond.  1821. 
 On  Diabetes,  Calculus,  and  Affections  of  the  Urinary  Organs,  8vo, 

Lond.  1825. 

Titley  (J.  M.)  Practical  Treatise  on  Diseases  of  the  Genitals  of  the  Male, 
Bvo,  Lond.  1829. 

Wilson  (James)  Lectures  on  the  Male  Urinary  and  Genital  Organs,  Bvo, 
Lond.  1821. 


b.  Diseases  of  Generative  and  Urinary  Organs  in  Particular. 
*  a.  Diseases  of  Testes  and  their  coverings. 
*  *  a.  Diseases  of  Scrotum. 

Murray  (Ad.)  In  Gangrjenam  Scroti  Observatio,  Upsal.  1783,  ext.  in 

Frank.  Delect.  Tom.  X.  p.  261. 
Wadd  (William)  Cases  of  Diseased  Prepuce  and  Scrotum,  4to,  Lond. 

1817. 

*  *  b.  Hydrocele, 

Andree  (John)  Account  of  an  Elastic  Trochar  for  Hydrocele,  &c.  Bvo, 

Bell  (Benj.)  On  Hydrocele  and  other  Diseases  of  the  Testes,  Bvo,  Ediiu 
1794. 

Douglas  (John)  On  the  Hydrocele,  Bvo,  Lond.  1755.  ^ 
Earle  (Sir  Jas.)  Treatise  on  Hydrocele,  2d  Edit.  8vo,  Lond.  179G. 

  Appendix  to  a  Treatise  on  Hydrocele,  8vo,  Lond.  1793. 

Else  (J.)  On  the  Cure  of  Hydrocele,  Bvo,  Lond  1810.  ,  rr-  •  - 

Frank  (J.  P.)  De  Haaraatomate,  et  dc  interna  Hydrocelis  CausS,  licini, 

1786,  ext.  in  Frank.  Delect.  Tom.  III.  p.  239. 
Hay  (Thomas)  Sur  les  Difie'rentes  Me'thodes  employees  pour  guerir 

I'Hydrocele,  12mo,  N.D. 
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Pott  (Percival)  On  Hydrocele,  8fo,  Lond.  1762. 
 The  same  book,  2d  Edit.  Bvo,  Lond.  1767. 

#  *  c.  Diseases  of  Testes,  and  Spermatic  Cord. 

Bell  (Benj.)  On  Hydrocele  and  other  Diseases  of  the  Testes,  8vo,  Edin. 
1794. 

Cooper  (Sir  A.)  On  Diseases  of  the  Testes,  4to,  Lond.  1830. 
Murray  (Ad.)  De  Cirsocele,  Upsal.  1784,  ext.  in  Frank.  Delect.  Tom,  X. 
p.  302. 

 Idem  liber,  ext.  in  Schlegel.  Thesaur. 

Earasden  (Thomas)  On  Sclerocele,  &c.  Lond.  1811. 

Russell  (James)  On  the  Testicles,  8vo,  Edin.  1833. 

Wadd  (W.)  Cases  of  Diseased  Bladder  and  Testicle,  8vo,  Lond.  1815. 

Warner  (Joseph)  On  the  Testes  and  their  Diseases,  Svo,  Loud.  1779. 

*  b.  Diseases  of  Urinary  Organs. 

*  *  a.  Diseases  of  Bladder. 

Bell  .(Benj.  Jun.)  Further  Eemarks  on  the  Use  of  Camphor  and  Hyos- 
cyaraus  in  Affections  of  the  Bladder,  &c.  8vo,  Edin. 

Bell  (Sir  Charles)  Treatise  on  Diseases  of  the  Urethra,  Vesica  Ui-inaria, 
Prostate,  and  Rectum,  Bvo,  Lond.  1822. 

Bingham  (Rob.)  Practical  Essay  on  Diseases  and  Injuries  of  the  Bladder, 
8vo,  Lond.  1822. 

Foote  (Jesse)  Cases  of  Success  of  the  Vesicae  Lotura  in  Diseases  of  the 
Bladder,  Svo,  Loud.  1798. 

Frank  (J.  P.)  De  Vesica  Urinali  ex  vicinia  morbosa  JEgrotante,  Ticini, 
1786,  ext.  in  Frank.  Delect.  Tom.  II. 

Sherwen  (John)  Observations  on  the  Diseases  of  the  Bladder  and  Rec- 
tum, Svo,  Lond.  1799. 

Sinclair  (Martin)  On  Ischuria  Vesicalis,  Svo,  Edin.  1826. 

Soemmerring(S.  T.)  Traite  des  Maladies  de  la  Vessie  et  de  I'Uretre,  tivid. 
par  Hollard,  Svo,  Paris,  1824. 

Theophilus,  De  Exacta  Retrimentorum  Vesicae  Cognitione,  ext.  in  Med. 
Art.  Princ.  Tom.  I. 
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Becker  (F.  W.)  Ueber  die  Behandlung  der  Syphilis  ohne  Quecksilber, 
&c.  8vo. 

Butter  (John)  Observations  on  the  Action  of  Mercury  in  the  Cure  of 

Venereal  Diseases,  8vo,  Ediu.  1820. 
Duncan  (And.  Sen.)  On  the  Operation  of  Mercury  in  Syphilis,  ISmo, 

Edin.  1772. 

Gloggner  (Car.  Ant.)  De  Salivationis  usu  in  Morbis  Venereis,  Gott.  1793, 
ext.  in  Brose  Coll.  Diss.  Tom.  IL  Part.  L 

*  *  b.  Use  of  Acids,  Sarsaparilla,  ifc.  in  Syphilis. 

Beddoes  (Thos.)  Reports  concerning  the  Use  of  Nitrous  Acid  in  Syphilis, 
8vo,  Bristol,  1797. 

 Collection  of  Testimonies  respecting  the  treatment  of  the  Venereal 

Disease  by  Nitrous  Acid,  8vo,  Lond.  1799. 
 Communications  on  the  Use  of  Nitrous  Acid  in  Syphilis,  8vo,  Lond. 

1800. 

Ferrius  (Alphons.)  De  Ligno  Sancto,  ext.  in  Luisin.  Aphrod.  p.  404<. 
Fontana  (Alex.)  Qutestiones  de  Morbo  Gallico  et  Ligno  Sancto,  ext.  ibid, 
p.  706. 

Niel  (J.  G.)  Sur  les  effets  des  Preparations  d'Or  dans  plusieurs  Maladies, 

et  notammeut  dans  les  Maladies  Syphilitiques,  public  par  J.  A. 

Chrestien,  Svo,  Paris,  1821. 
Rollo  (John)  Two  Cases  of  Diabetes  Mellitus ;  with  Observations  on  the 

Use  of  Acids,  &c.  in  Lues  Venerea,  and  on  Sugar,  by  W.  Cruick- 

shank,  2  vols.  Svo,  Lond.  1797. 
 The  same  book,  2d  Edit.  Svo,  Lond.  1798. 


b.  Diseases  resembling  Si/philis. 

*  a.  Pseudo-Syphilis. 

Abernethy  (John)  On  Diseases  resembling  Syphilis,  Svo,  Lond.  1810. 
 The  same  book,  ext.  in  Surgical  Observations. 
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Carmicliael  (R.)  On  the  Venereal  Diseases  which  have  been  confounded 

with  Syphilis,  4to,  Dublin,  1814. 
Hamilton  (R.)  Essay  on  some  Diseases  reputed  Venereal,  8 vo,  Edin.  1820. 

*  b.  Sihhens,  Yaws,  Radcsyge,  Sfc. 

Hill  (James)  Cases  in  Surgery,  including  an  Account  of  the  Disease  call- 
ed Sibbens,  12mo,  Edin.  1772. 

Hoist  (Fred.)  Commentatio  de  Morbo  Radesyge  Vocato,  12mo,  Christian. 
1817. 

Mosely  (Benj.)  Medical  Tracts  on  Sugar,  Cow-Pox,  Yaws,  &c.  8vo, 
Lond.  1800. 


c.  Gonorrhoea. 


Andree  (John)  On  the  Theory  and  Cure  of  the  Venereal  Gonorrhoea,  &c, 

2d  Edit.  8vo,  Lond.  1781. 
Bell  (Benj.)  On  Gonorrhoea  Virulenta  and  Lues  Venerea,  2  vols.  8vo, 

Edin.  1793.  f2  copies  J 
Sell  (Benjamin,  Jun.)  On  Blenorrhagia  Venerea,  8vo,  Edin.  1823. 
 On  the  Use  of  Camphor  and  Hyoscyamus  in  Gonorrhoea,  8vo,  Edin. 

1826. 

Cockburn  (Wm.)  On  Gonorrhoea,  2d  Edit.  8vo,  Lond.  1715. 
Cribb  (W.)  On  the  Use  of  Injections  in  Gonorrhoea,  8vo,  Lond.  1773. 
Ellis  (W.)  On  Gonorrhoea  and  Gleets,  12mo,  Lond.  1771. 
Warren  (J.)  Nouvelle  Methode  pour  guerir  la  Gonorrhee,  12mo,  Paris, 
1771. 

Whately  (Thomas)  On  the  Cure  of  Virulent  Gonorrhoea,  8vo,  Lond.  1801. 
Wilkinson  (Charles)  New  Method  of  Curing  Gonorrhoea,  8vo,  Lond.  1801. 


14.    OPERATIVE  SURGERY. 


a.  General  Works  on  Operative  Surgery. 

Bell  (Sir  Charles)  System  of  Operative  Surgery,  2  vols.  8vo,  Lond. 
1807—1809.  (2  copies.) 

 Illustrations  of  the  Great  Operations  of  Surgery,  fol.  Lond.  1821. 

Bertrandi  (A.)  Trattato  dell'  Operazioni  di  Chirurgia,  8vo,  Nizz.  1763. 
Chariere  (Jos.de  la)  Nouvelles  Operations  de  Chirurgie,  12mo,  Pans, 

Chevalier  (T.)  Introduction  to  a  Course  of  Lectures  on  the  Operations 
of  Surgery,  8vo,  Lond.  1801.  . 

Coster  (J.)  Manuel  des  Ope'rations  Chirurgicales,  12mo,  Pans,  1823. 

 Le  meme  livre,  2de  Edit.  12mo,  Paris,  1824. 

 The  same  book,  translated  by  Dr.  Fife,  12mo,  Edin.  1831. 

Dionis  (P.)  Cours  d'Opi^rations  de  Chirurgie,  18mo,  Pans,  1714. 

 Course  of  Surgical  Operations,  2d  Edit.  8vo,  Lond.  1733. 

Garengeot  (R.  J.  C.  de)  Traite  des  Operations  dc  Chirurgie,  2de  Edit. 
Tom.  in.  12mo,  Paris,  1731. 
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Nuck  (Ant.)  Operationes  Chirurgicae,  12mo,  Lugd.  Bat.  1733. 

Sharp  (Samuel)  Treatise  on  the  Operations  in  Surgery,  8vo,  Lond.  1751. 

b.  Works  on  Particular  Operations. 
*  a.  Jmputalion. 
*  *  a.  Amputation  Generally. 
Alanson  (Ed.)  Ou  Amputation,  8vo,  Lond.  1782. 

Hammick  (Sir  S.)  Practical  Eemarks  on  Amputations,  &c.  8vo,  Lond. 
1830. 

Hutchison  (A.  Copland)  Further  Remarks  on  the  proper  period  for  Am- 
putation in  Gunshot  Wounds,  8vo,  Lond.  1807. 

Kirkland  (Thomas)  Thoughts  on  Amputation,  8vo,  Lond.  1780. 

O'Halloran  (Silvester)  New  Method  of  Amputation,  8vo,  Lond.  1765. 

Pott  (Percival)  Sur  la  Paralysie  et  sur  I'Amputation,  traduit  par  M. 
Beerenbrok,  8vo,  Brux.  1779. 

Verduin  (P.  C.)  Sur  I'Amputation  ^  Lambeau,  trad,  par  Massuet,  ,8vo, 
Paris,  175C. 


*  *  b.  Partiailar  Amputations. 


Dahl  (P.  H.)  De  Humeri  ex  Articulo  Amputatione,  Gott.  1760,  ext.  in 
Sandifort.  Thesaur.  Tom.  I. 

Evans  ( G.  F.  D.)  On  Cataract,  &c.  and  on  the  Amputation  of  the  Arm 
at  the  Shoulder  Joint,  8vo,  Wellington,  1815. 

Lisfranc  (J.  De  St.  Martin)  Sui-  I'Amputation  du  Pied  dans  son  Articu- 
lation Tarso-Metatarsienne,  8vo,  Paris,  1815. 

—  et  Champesme  (J.)  Sur  I'Amputatiou  du  Bras  dans  son  Articulation 
Scapulo-Humerale,  8vo,  Paris,  1815. 


*  b.  Excision  of  Joints. 

Moreau  (P.  F.)  On  Carious  Joints,  8vo,  Liverp.  1806. 

Park  (H.)  Letter  to  Mr.  Pott  on  a  new  Method  of  treating  Diseases  of 

the  Knee  and  Elbow  Joints,  Svo,  Lond.  1783. 
—  The  same  book,  with  P.  F.  Moreau's  cases  of  the  Excision  of  Carious 

Joints,  and  Observations  by  Dr.  Jeffray,  Svo,  Glasg.  1806. 
Syme  (James)  On  Excision  of  Diseased  Joints,  Svo,  Edin.  1831. 

*  c.  Lithotomy. 

(Vid.  p.  167.) 

*  d.  Operations  on  the  Eye. 

(Vid.  p.  154—157.) 
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15.   SURGICAL  IJtSTRVMENTS  AND  MEAVS  OF  CURB. 

a.  Instruments  and  Bandages. 

Brambilla  (J.  A.)  Instruraentariura  Chirurgicum  Militare  Austriacum, 
fol.  Vind.  1782. 

Chapman  (H.  T.)  Description  of  Surgical  Apparatus  intended  to  accom- 
pany a  series  of  delineations  of  the  most  important  Mechanical  Aux- 
iliaries of  Surgery,  8vo,  Lond.  1832,  with  Atlas  in  ^to. 

Formy  (Sam.)  Traicte  Chirurgical  des  Bandes,  Laqs,  Emplatres,  Astel- 
les,  Compresses,  et  des  Bandages  en  particulier,  12mo,  Montp.  1651. 

Jardine  (William)  On  the  Improvement  of  Surgical  Instruments  and 
Operations,  8vo,  Edin.  18l4. 

Scultetus  (Joann.)  Armamentarium  Chirurgicum,  2  torn.  8vo,  Arast. 
1741, 

Thillaye  (J.  B.  J.)  Traits  des  Bandages  et  Appareils,  3me  Edit.  8vo, 
Paris,  1815. 

Weiss  (J.)  Account  of  his  Inventions  and  Improvements  in  Surgical  In- 
struments, 8vo,  Lend.  1831. 

b.  Surgical  means  of  Cure. 

*  a.  Cupping. 

Mapleson  (Thos.)  On  the  Art  of  Cupping,  12mo,  Lond.  1813. 

*  b.  Cautery,  including  Moxa, 

Begbie  (James)  On  the  Actual  Cautery,  8vo,  Edin.  1822. 

Boyle  (Jas.)  Treatise  on  the  Application  of  Moxa,  8vo,  Lond.  1826. 

Larrey  (The  Baron)  On  the  Use  of  the  Moxa,  trans,  with  a  History  of 

the  Substance,  by  R.  Dunglisson,  8vo,  Lond.  1822. 
Percy  (M.)  Pyrotechnic  Chirurgicale  Pratique,  12mo,  Paris,  1811. 
Valentin  (Louis)  Mdmoires  sur  les  bons  eflFets  du  Cautere  Actuel,  8vo, 

Nancy,  1815. 

Valentinus  (M.  B.)  Historia  Moxae,  &c.  Lugd.  Bat.  1686. 

*  c.  Caustic. 

Higginbottom  (John)  An  Essay  on  the  Application  of  Lunar  Caustic, 
°8vo,  Lond.  1826. 

*  d.  Bougies. 

Smyth  (W.)  On  Flexible  Metallic  Bougies,  6th  Edit.  8vo,  Lend,  1802. 


CHAPTER  VI. 


AND 

WiM$t$  of  TOlomen  ant»  (S^fttttrtem 


MIDWIFERY, 

AND 

DISEASES  OF  WOMEN  AND 
CHILDREN. 


I.  OBSTETRIC  ANATOMY  AND  PHYSIOLOGY. 


A.  ANATOMY  OF  FEMALE  OKGANS. 
( rid.  p.  13.) 


B.  ANATOMY  OF  THE  FOETUS. 

Albinus  (B.  S.)  Icones  Ossium  Foetus  Hiimanij  4to,  Lug-d.  Bat.  1737. 
Jeffray  (J.)  Observations  on  the  Heart,  and  on  the  Peculiarities  of  the 

Foetus,  8vo,  Glasgow,  1835. 
Scassi  (O.  A.)  De  Foetu  Humano,  8vo,  Edin.  1792. 
Soemmerring-  (S.  T.)  Icones  Embryonum  Humanorum,  fol.  Francof.  ad 

Mcenum,  1789. 

Tiedemann  (F.)  Anatomic  und  Bildungsgeschichte  des  Gehirns  im  Foetus 
des  Menschens,  &c.  4to,  Nurnberg,  1816. 

 Le  meme  livre,  par  Jourdan,  8vo,  Paris,  1823. 

 The  same  book,  by  Bennet,  12mo,  Edin.  1826. 

(For  Works  on  Monstrosities,  Vid.  p.  83.) 


C.  PHYSIOLOGY  OF  GRAVID  UTERUS  AND  FffiTUS. 

Hunter  (William)  On  the  Gravid  Uterus,  4to,  Lond.  1794. 
Noortwyk  (G.)  De  Utero  Humano  Gravido,  4to,  Lugd.  Bat.  1743. 

(For  Works  on  the  Physiology  of  the  Foetus,  Vid.  p,  45.) 
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II.  WORKS  ON  MIDWIFERY  AND  THE  GENERAL 
MANAGEMENT  OF  LYING-IN- WOMEN. 


A.   GENERAL  AND  SYSTEMATIC  TREATISES. 


Aiken  (J.)  Principles  of  Midwifery,  8vo,  Edin.  1784<. 

 The  same  book,  2d  Edit.  8vo,  Edin.  ]  785. 

Amard  (L.  V.  F.)  Association  Intellectuelle,  2  torn.  Bvo,  Paris,  1821. 
Astruc  (J.)  L'Art  d'Accoucher,  12mo,  Paris,  1766. 
Barlow  (J.)  Essays  on  Surgery  and  Midwifery,  8vo,  Lond.  1822. 
Baudeiocque  (A.  C.)  L'Art  des  Accouchemens,  2  torn.  8vo,  Paris,  1781. 

 System  of  Midwifery,  trans,  by  John  Heath,  3  vols.  8vo,  Lond.  1790, 

Bland  (R.)  On  Human  and  Comparative  Parturition,  8vo,  Lond.  1794. 
Blundell  (J.)  The  Principles  and  Practice  of  Obstetricy,  Bvo,  Lond. 
1834-. 

Burns  (J.)  Principles  of  Midwifery,  8vo,  Lond.  1809. 
■        The  same  book,  3d  Edit.  8vo,  Lond.  ISl^. 

 The  same  book,  6th  Edit.  Bvo,  Lond.  1824. 

 The  same  book,  8th  Edit.  8vo,  Lond.  1832. 

Burton  (J.)  Essay  on  Midwifery,  8vo,  Lond.  1731. 
Campbell  (W.)  Introduction  to  the  Study  and  Practice  of  Midwifery, 
Bvo,  Edin,  1833. 

Capuron  (J.)  Cours  Theorique  et  Pratique  d'Accouchemens,  2de  Edit. 

Bvo,  Paris,  1816. 
Clark  (J.)  On  Lying'- in  Women,  Bvo,  Lond.  1793. 
Collins  (R.)  A  Practical  Treatise  on  Midwifery,  8vo,  Lond.  1835, 
Conquest  (J.  F.)  Outlines  of  Midwifery,  5th  Edit.  12rao,  Lond.  1831. 
Davis  (D.  D.)  Elements  of  Operative  Midwifery,  4to,  Lond.  1825. 

 The  Principles  and  Practice  of  Obstetric  Medicine,  4to,  Lond. 

1832-36. 

Denmau  (T.)  Introduction  to  the  Practice  of  Midwifery,  2  vols.  Bvo, 

Lond.  1788-95. 

 The  same  book,  2d  Edit.  8vo,  Lond.  1801, 

 The  same  book,  7tli  Edit,  by  C.  Waller,  Svo,  Lond.  1832. 

Deventer  (H.)  Novum  Lumen  Obstetricantibus,  4to,  Lugd.  Bat.  1725. 

Dewees  (W.  P.)  System  of  Midwifery,  Bvo,  Lond.  1825. 

Flechy  (M.  F.  de)  Observations  sur  la  Medecine,  la  Chirurgie,  I'Art 

d' Accouchement,  &c.  12mo,  Paris,  1760. 
Gardien  (M.)  Traite'  d'Accouchemens,  &c.  4  torn.  Bvo,  Paris,  1816. 
Hamilton  (A.)  Treatise  on  Midwifery,  Bvo,  Edin.  1781. 
 The  same  book,  2d  Edit.  1784. 

 Letter  to  Dr.  Osborne,  occasioned  by  bis  Essay  on  the  Practice  of 

Midwifery,  Bvo,  Edin.  1792. 
Hamilton  (J.)  Select  Cases  in  Midwifery,  Bvo,  Edin.  1795. 
 Outlines  of  Midwifery,  8vo,  Edin.  1826. 

 Practical  Observations  on  Midwifery,  Part  I.  Svo,  Edin.  1836. 

Ho"-ben  (J.)  Obstetric  Studies,  4to,  Lond.  1812,  with  Atlas  in  fol. 
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Johnson  (R.)  System  of  Midwifery,  ito,  Lond.  1709. 
Lacliappelle  (Mme.)  Pratique  des  Accouchemens,  3  torn.  8vo,  Pans, 
1821-25. 

Le  Bon  (J.)  Therapia  Puerpernrum,  ext.  in  Spachii  Gynaec. 

Levret  (A.)  Essai  sur  I'Abus  des  Regies  Ge'nerales  des  Accouchemens, 

8vo,  Paris,  1766. 

 De  I'Art  des  Accouchemens,  8vo,  Paris,  1767. 

Malins  (S.)  Introductory  Lecture  on  Midwifery,  8vo,  Lond.  1831. 

Mercatus  (L.)  Gynseciorum  Lib.  4,  ext.  in  Spachii  Gynsec. 

Mercurialis  (H.)  Opuscula  Aurea  Selectiora,  fol.  Venet.  1644. 

Motte  (De  La)  Traite'  Complet  des  Accouchemens,  4to,  Leyden,  1729. 

Osborne  (W.)  Essays  on  the  Practice  of  Midwifery,  Bvo,  Lond.  1792. 

Pen  (M.)  Pratique  des  Accouchemens,  8vo,  Paris,  1694. 

Pinseus  (S.)  De  Virginitatis  Notis,  de  Graviditate  et  de  Partu,  12mo, 

Lugd.  Bat.  1650. 
Plenck  (J.  J.)  Elementa  Artis  Obstetriciae,  8vo,  Vienn.  1781. 
Power  (J.)  Treatise  on  Midwifery,  8vo,  Lond.  1819. 
Ramsbotham  (J.)  Practical  Observations  in  Midwifery,  with  a  Selection 

of  Cases,  2  vols.  8vo,  Loud.  1821. 
Roederer(J.  G.)  Elementa  Artis  Obstetriciae,  8vo,  Gott.  1759, 

 Eleraens  de  I'Art  des  Accouchemens,  8vo,  Paris,  1765. 

Ryan  (M.)  Manual  of  Midwifery,  3d  Edit.  12mo,  Lond.  1831. 

Smellie  (W.)  Treatise  on  the  Practice  of  Midwifery,  3  vols.  8vo,  Lond. 

1756-64. 

  The  same  book,  Lond.  1766. 

 Anatomical  Tables  and  Abridgment  of  the  Practice  of  Midwifery, 

fol.  Lond.  1759. 

Velpeau  (A.  A.  L.  M.)  Traite  Complet  de  I'Art  des  Accouchemens, 

2  tom.  8vo,  Paris,  1835. 
White  (0.)  Oa  the  Management  of  Pregnant  and  Lying-in  Women,  8vo, 

Lond.  177.S. 

 The  same  book,  2d  Edit.  8vo,  Lond.  1777. 

 The  same  book,  3d  Edit.  8vo,  Lond.  1785. 

Wrisberg  (H.  A.)  Commentarii  Medici,  Physiologici,  Anatomici,  et  Ob- 
stetricii  Argument!,  8vo,  Gott.  1800. 


B.  WORKS  ON  PARTICULAR  DEPARTMENTS  OF  MIDWIFERY. 
1.   PREGNANCY,  ITS  DIAGNOSIS,  8fC. 

Biesterus  (J.  P.)  De  Notis  Gravidarum,  4to,  Jen^,  1690. 

Boivin  (Mme.)  Sur  la  Mole  Vesiculaire,  8vo,  Paris,  1827. 

Kennedy  (E.)  Observations  on  Obstetric  Auscultation,  with  an  Analysis 

of  the  Evidences  of  Pregnancy,  12mo,  Dublin,  1833. 
Kergaradec  (L.  de)  Memoire  sur  I'Auscultation  appliquee  a  I'etude  de  la 

Orossesse,  8vo,  Paris,  1822. 
Patuna  (B  )  De  Fostu  extra  Uterum  invento,  Vienn.  1765,  ext.  in  Sandi- 

fort.  Thcsaur.  Tom.  III. 
Voigtel  (D.  F.  G)  Fragmenta  Semeiologiae  Obstetriciaj,  4to,  Halie,  1792. 
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2.   PRETERNATURAL  LABOUR,  INCLUDING  DISEASES  AND  ACCIDENTS  OF 

PREGNANCY. 


a.  Abortion. 

Burns  (J.)  On  Abortion,  8vo,  Lond.  1806. 

Granville  (A.  B.)  Graphic  Illustrations  of  Abortion,  &c.  4to,  Lond.  1834. 

b.  Bladder,  Affections  of,  in  Pregnancy. 

Gattenhoff  (G.  M.)  De  Vesicae  Urinariae  in  Graviditate  et  post  Partum 
Aflfectibus,  8vo,  Heidelberg.  1775,  ext.  in  Frank.  Delect.  Tom.  1. 

c.  Convulsions,  Puerperal. 

Leake  (J.)  On  Child-Bed  Fever,  Uterine  Haemorrhage,  Convulsions,  &c. 
8vo,  Lond.  1777. 

Petri  (G,  H.  P.)  De  Convulsionibus  Gravidarum,  Parturientium,  et 
Puerperarum,  Gott.  1790,  ext.  in  Brose  Coll.  Diss.  Tom.  L 

d.  Difficult  Labour. 

Merriman  (S.)  Synopsis  of  the  various  kinds  of  DiflBcult  Parturition, 

with  Practical  Remarks,  12mo,  Lond.  1813. 

 The  same  book,  3d  Edit.  Lond.  1820. 

Osborne  (W.)  On  Laborious  Parturition,  8vo,  Lond.  1792. 

Thierry  (J.  M.)  De  Partu  Difficili  a  mala  Pelvis  conformatione,  Argent 

1784.,  ext.  in  Sandifort.  Thesaur.  Tom.  HI. 
Tretzelius  (A.  G.)  Historia  Partus  Impediti  ex  Membrana  Tendinosa  Os 

Uteri  Internum  arctante,  Altdorp.  1761,  ext.  in  Sandifort.  Thesaur. 

Tom.  H. 

e.  Hemorrhage,  Uterine. 

Baudelocque  (A.  C.)  Traite  des  Hemorrhagies  Internes  de  I'Uterus,  8vo, 
Paris,  1831. 

Boivin  (Mme.)  Sur  les  Hemorrhagies  Internes  de  I'Uterus,  8vo,  Paris, 
1819. 

Frank  (J.  P.)  De  Htemorrhagia  Uteri  ex  Spasmo  Secundinas  incarcer- 
ante,  Ticini,  1789,  ext.  in  Frank.  Delect.  Tom.  VII. 

Hurter  (J.  H.)  De  Sangui-Fluxu  Uteriuo,  Gott.  1792,  ext.  in  Brose  Coll. 
Diss.  Tom.  IL  , 

Jngleby  (J.  T.)  Practical  Treatise  on  Uterine  Haemorrhage,  8vo,  Lond. 
1832.  ^  , 

Leake  (J.)  On  Child-Bed  Fever,  Uterine  Haemorrhage,  &c.  8vo,  Lond. 

1777. 

Rigby  (E.)  On  Uterine  Ha;monhage  before  Delivery,  Svo,  Loud.  1<75. 
Stewart  (D.)  On  Uterine  Haemorrhage,  Svo,  Loud.  1816. 
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f.  Placenta  and  Funis,  Management  of. 
Murdoch  (J.)  Practical  Observations  on  the  Extraction  of  the  Placenta, 

OrlandT(P.)"De^^Sangruinis  e  Fuuiculo  Umbilicali  Exprcssione,  ext.  in 
'  Roemer.  Delect.  Tom.  I. 


g.  Rupture  of  Uterus. 


Arrott  (D.)  De  Utero  in  Partu  Rupto,  8vo,  Berolin.  1831. 

Douglas  (A.)  On  the  Rupture  of  the  Gravid  Uterus,  8vo,  Lond.  1789. 


h.  Turning  of  the  Foetus  in  Utero. 


Bang  (O.  L.)  Commentatio  de  Foetus  in  Partu  Versione,  12mo,  Havnise, 

"isis. 


3.    OBSTETRIC  SURGERY. 


a.  Ceesarian  Section. 


Baudelocque  (A.  C.)  Sur  I'Operation  Cesarienne,  8vo,  Paris,  1799. 
Bauhinus  (C.)  Appendix  in  Rouseti  de  Partu  Csesareo  Tractatum, 

ext.  in  Spach.  Gynsec.  p.  480. 
Hull  (J.)  Defence  of  the  Cesarean  Section,  8vo,  Manchester,  1798. 
  Observations  on  Mr.  Simmons'  Detection,  &c.  8vo,  Manchester, 

1793. 

 Memoirs  on  the  Caesarean  Operation,  8vo,  Manchester,  1801. 

Lauverjat  (M.)  Sur  I'Operation  Ce'sarienne,  8vo,  Paris,  1788. 
Rousetas  (F.)  De  Partu  Caesareo,  ext.  in  Spachii  Gynsec. 
Simmons  (W.)  On  the  Caesarean  Operation,  &c.  8vo,  Lond.  1798. 
Weissenborn  (J.  F.)  De  Partu  Ceesareo,  8vo,  Erford.  1792. 

b.  SigauUian  Operation, 

Edinburgh  Medical  Commentaries,  Vols.  V.  p.  211.  VI.  p.  39.  and 
Vll.  p.  272. 

Gebhardi  (J.  C.)  De  Synchondrotomia  Ossium  Pubis,  ext.  in  Bi'ose  Col- 
lect. Diss.  Tom.  I. 

Sandifort  (E.)  De  Pelvi  et  ejus  in  Partu  Dilatatione,  Lugd.  Bat.  1763, 
ext.  in  Sandifort.  Thesaur.  Tom.  HI. 

c.  Obstetric  Instruments,  their  Use,  ^c. 

Davis  (D.  D.)  Elements  of  Operative  Midwifery,  ^to,  Lond.  182,5. 
Dcnmau  (T.)  Aphorisms  on  the  Forceps  and  Vcctis,  &c.  8vo,  Lond.  1807. 
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Rawlins  (J.)  On  the  Structure  of  tlic  Obstetrii;  Forceps,  8vo,  Lonil.  1793. 
Saxtorph  (J.  S.)  Exameu  Arniameutarii  Luciuce,  8vo,  Havniie,  1795. 


4.   MEDICO-LEGAL  OBSTETIllCY. 
(Vid.  Medical  Jurisprudence,  Part  I.  Chap.  7.) 


III.  WORKS  ON  THE  DISEASES  OF  WOMEN. 


A.  GENERAL  AND  SYSTEMATIC  WORKS. 

Akakias  (M.)  De  Morbis  Muliebribus,  ext.  in  Spachii  Gynaec. 
Albucasis. —  De  Gravissimis  aliquot  Muliebribus  AtFectibus  Curandis,  ext. 
ibid. 

Astruc  (J.)  Traite  des  Maladies  des  Fcmmes,  6  torn.  12mo,  Paris,  1761-65. 

 The  same  book  translated,  2  vols.  8vo,  Lond.  17G2. 

Ball  (J.)  Female  Physician,  12mo,  Lond.  1770. 

Boivin  et  Dnges,  Traite  Pratique  des  Maladies  de  I'Uterus,  2  torn.  8vo, 

Paris,  1833,  avec  Atlas  in  fol. 
Bonaciolus  (L.)  Enneas  Muliebris,  ext.  in  Spacli.  Gynaec. 
Bottonus  (A.)  De  Morbis  Muliebribus,  ext.  ibid. 
Capuron  (J.)  Traite  des  Maladies  des  Femmes,  &c.  8vo,  Paris,  1817. 
Castro  (Rod.  a)  De  Mulierum  Morbis,  4to,  Hamb.  1628. 
Clark  (Sir  C.  M.)  On  the  Diseases  of  Women  attended  by  Discbarges, 

&c.  Parts  I.  and  II.  8vo,  Lond.  1814-21. 
Clark  (J.)  On  the  Epidemic  Diseases  of  Lying-in  Women,  4to,  Lond. 

1788. 

Cleopatra. — De  quibusdam  Mulieribus  proprlis,  ext.  in  Spach.  Gynaec. 
Cordseus  (M.)  In  Hippocratis  de  Mulieribus  librum  primum  Commen- 
tarius,  ext.  ibid. 

Gooch  (R.)  An  Account  of  some  of  the  most  important  Diseases  Pe- 
culiar to  Women,  8vo,  Lond.  1829. 

Hall  (M.)  Cases  of  a  serious  Morbid  Affection  chiefly  occurring  after 
Delivery,  Miscarriage,  &c.  8vo,  Lond.  1820. 

 Commentaries  on  the  most  Important  Diseases  of  Females,  8vo, 

Lond.  1827. 

Hamilton  (J.)  On  Female  Complaints,  8vo,  Edin.  1813, 

Leak-e  (J.)  On  the  Diseases  of  Women,  2  vols.  8vo,  Lond.  1781, 

Lee  (R.)  Researches  on  the  Pathology  and  Treatment  of  some  of  the 

most  important  Diseases  of  Women,  8vo,  Lond.  1833. 
Manning  (H.)  On  Female  Diseases,  8vo,  Lond.  1781. 
Maria  (J.)  Sur  les  Maladies  propres  aux  Femmes,  8vo,  Paris,  1759. 
Maiiriceau  (F.)  Maladies  des  Femmes,  6me  Edit,  2  torn,  4to,  Paris,  1721. 
Medecine  des  Dames,  12mo,  Paris,  1771.  CA7ion.J 
Mercurialis  (H.)  De  Morbis  Muliebribus,  ext.  in  Spach.  Gyniec. 
Montauus  (J.  B.)  De  Affcctibus  Uterinis,  ext.  ibid. 
Nauche  (J.)  Des  Maladies  de  TUtcrus,  8vo,  Paris,  1816. 


MIDWIFERY. 


183 


Petit  (A.)  Traite  des  Maladies  des  Femmes,  &c.  2  torn.  8vo,  Paris,  1799. 
Platerus  (F.)  De  Miilierum  Partibus  Generationi  dicatis  et  de  earundem 

Morbis,  ext.  in  Spacb.  Gynajc. 
Primerosius  (J.)  De  Miilierum  Morbis,  4to,  Roterod.  1655. 
Priscianus. — De  Quibusdam  Miilieribus  propriis,  ext.  in  Spacb.  Gyntec. 
Rochaius  (N.)  De  Morbis  Mulierum  Curandis,  ext.  ibid. 
Spachius  (J.)  Gynaecia,  sen  CoUectio  Scriptonim  de  Mulierum  Affecti- 

bus  et  Morbis,  fol.  Argeut.  1597. 
Trincavellius  (V.)  Consilia  Muliebria,  ext.  ibid. 


B.  PARTICULAR  DISEASES  OP  WOMEN. 

a.  Avienorrhoea. 
Birch  (J.)  On  the  Use  of  Electricity  in  Amenorrhoea,  8vo,  Lend.  1780, 

b.  Catalepsy. 

Fabri  (G.  L.)  Tractatus  de  Catalepsi,  8vo,  Halae,  1780. 

c.  Hysteria. 

Whytt  (R.)  On  Nervous,  Hypochondriacal,  and  Hysterical  Disorders 

&c.  3d  Edit.  8vo,  Edin.  1767. 
Wilson  (A.)  Medical  Researches  on  Hysteria,  &c.  Svo,  Lend.  1777. 

(Vid.  also  p.  120.) 

d.  Leucorrhoea. 

Jewel  (G.)  Practical  Observations  on  Leucorrhoea,  Fluor  Albus,  &c.  Svo 
Lend.  1830.  ' 
Trnka  (VV.)  Historia  Leucorrhoeae,  8vo,  Vienn.  1781. 

e.  Mamma,  Diseases  of. 

[Vid,  p.  158.) 

f.  Ovarian  Disease. 

Lizars^g.)  Observations  on  Extraction  of  Diseased  Ovaria,  folio,  Edin. 

Seymour  (E  J.)  Illustrations  of  some  of  the  Principal  Diseases  of  the 
W   Vy^''',?^"'  ^^30,  with  Atlas  in  fol.         '     diseases  ot  the 

>i'ooa  {I.)  Essay  on  Ovarian  Dropsy,  Svo,  Edin,  1831. 
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g.  Phlegmasia  Dolens. 

Hossack  (D.)  On  Ciuiitis  or  Phlegmatia  Dolens,  8vo,  New  York, 
18a2. 

Hull  (J.)  On  Phlegmasia  Dolens,  8vo,  Manchester,  1800. 

Trye  (C.  B.)  On  the  Swelling  of  the  Legs  incident  to  Lyinrr-in  Women, 

8vo,  Lond.  1792.  ^  ^ 

White  (C.)  On  the  Swelling  of  the  Legs  of  Lying-in  Women,  Part  L 

8vo,  Warrington,  1784'. 
 The  same  book,  Part  IL  8vo,  Manchester,  1801. 

h.  Puerperal  Fever. 

Armstrong  (J.)  Facts  and  Observations  relative  to  Puerperal  Fever,  8vo, 
Lond.  1814.. 

Campbell  (W.)  On  the  Epidemic  Puerperal  Fever,  as  it  prevailed  in 

Edinburgh  in  1821-22,  8vo,  Edin.  1822. 
Clark  (J.)  On  the  Epidemic  Diseases  of  Lying-in  Women,  ^to,  Lond. 

1788. 

Doublet  (M.)  Recherches  sur  la  Fievre  Puerperale,  12mo,  Paris,  1791. 
Gordon  (A.)  Treatise  on  the  Epidemic  Puerperal  Fever  of  Aberdeen, 
8vo,  Lond.  1791. 

 The  same  book,  Edin.  1822. 

Hey  (W.)  On  Puerperal  Fever,  8vo,  Lond.  1815. 

Hull  (J.)  On  Peritonitis  Puerperalis  and  Conjunctiva,  8vo,  Manchest.  1800. 
Hulme  (N.)  On  the  Puerperal  Fever,  8vo,  Lond.  1772. 
Kirkland  (T.)  Treatise  on  Child-bed  Fevers,  8vo,  Lond.  1774. 
Leake  (J.)  On  Child-bed  Fever,  8vo,  Lond.  1777. 

Mackintosh  (J.)  Treatise  on  the  Disease  termed  Puerperal  Fever,  8vo, 
Edin.  1822. 

■  Reply  to  Notes  on  his  Treatise  by  Mr.  Moir,  8vo,  Edin.  1823. 

Moir  (J.)  Notes  on  Dr.  Mackintosh's  Treatise  on  the  Puerperal  Fever, 
8vo,  Edin.  1822. 

Notte  (E.  C.)  De  Febre  Puerperarum,  Gott.  1785,  ext.  in  Frank.  Delect. 
Tom.  V. 

Walsh  (P.  P.)  Practical  Observations  on  Puerperal  Fever,  8vo,  Lond. 
1787. 

Whitehead  (J.)  On  Doulcet's  Treatment  of  Puerperal  Fever,  8vo,  Lond. 
1783. 

i.  Sleriliti/. 

Kuklenthal  (— )  De  Sterilitate  Foeminarum,  Duisb.  1790,  ext.  iu  Frank. 
Delect.  Tom.  XL  p.  299. 

j.  Uterus,  Inversion  and  Retroversion  of. 

Jahn  (F.)  De  Uteri  Retroversione,  Jense,  1787,  e.xt.  in  Frank.  Delect. 
Tom.  VL 
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Merriman  (S.)  Dissertation  on  Retroversion  of  the  Uterus,  8vo,  Lond. 

Newnhlm  (W.)  On  the  Symptoms,  Causes,  and  Treatment  of  Inversio 
Uteri,  &c,  8vo,  Lond.  1818. 


IV.  WORKS  ON  THE  DISEASES  AND  MANAGEMENT 
OF  CHILDREN. 


A.  OENERAIi  AND  SYSTEMATIC  WORKS. 

Armstrong  (G.)  On  the  Diseases  of  Children,  with  an  Essay  on  Nursing, 
8vo,  Lond.  1783. 

Astruc  (J.)  A  Treatise  on  all  the  Diseases  incident  to  Children,  8vo, 
Lond.  1746. 

Billard  (C.  M.)  Traite  des  Maladies  des  Enfans  Nouveaux-Ne's  et  a  la 

Mammelle,  8vo,  Paris,  1833. 
Cadogan  (W.)  Essay  on  Nursing  and  Management  of  Children,  8vo, 

Lond.  1772. 

Capuron  (J.)  Traite'  des  Maladies  des  Enfans,  &c.  8vo,  Paris,  1817'. 
Cheyne  (J.)  Essays  on  the  Diseases  of  Children,  2  vols.  4to,  Edin. 
1801-8. 

Clark  (J.)  On  the  most  important  Diseases  of  Children,  Part  I.  8vo, 

Lond.  1815.  (2  copies.) 
Dewees  (W.  P.)  On  the  Medical  Treatment  of  Children,  8vo,  Lond.  1825. 
Dnnglison  (R.)  On  Diseases  of  the  Stomach  and  Bowels  of  Children,  8vo, 

Lond.  1824.. 

Frank  (J.  P.^  De  Curis  Infantum  Physico-Medicis,  Heidelh.  1766. 
Hamilton  (J.)  On  the  Management  of  Infants  and  Children,  8vo,  Edin. 
1813. 

Harris  (G.)  De  Morbis  Acutis  Infantum,  12mo,  Amstelod.  1736. 
Heberden  (W.)  Morborum  Puerilium  Epitome,  8vo,  Lond.  1804. 
Hume  ( — )  On  the  Diseases  and  Management  of  Children,  8vo,  Dublin, 
1802. 

Moss  (W.)  Essay  on  the  Diseases,  Nursing,  and  Management  of  Children, 

8vo,  Egham,  1794. 
NichoU  (W.)  On  Disordered  States  of  the  Cerebral  Structures  occurring 

in  Infants,  8vo,  Lond.  1821. 
Oehme  (C.  J.)  De  Morbis  Recens-Natorum  Chirurgicis,  Lips.  1783,  ext. 

in  Frank.  Delect.  Tom.  II. 
Petit  (A.)  Traite  des  Maladies  des  Femmes  et  des  Enfans,  2  torn.  8vo, 

Paris,  1799. 

Rosenstein  (N.  R.  von)  On  the  Diseases  of  Children,  by  Sparrman,  8vo. 
Lond.  1776. 

Underwood  (M.)  On  the  Diseases  of  Children,  2  vols.  12mo,  Lond.  1798. 

 The  same  book,  6th  Edit.  3  vols.  12rao,  Lond.  181 1. 

 The  same  book,  by  Merriman,  8vo,  Loud.  1827. 

Zuingerus  (T.)  Paedoiatreia  Pructica,  8vo,  Basil.  1722. 
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li.  M'ORKS  ON  PARTICULAR  DISEASES  OF  CHILDREN. 

a.  Convulsions. 

Baumes  (J.  B.  T.^  Des  Convulsions  des  Enfans,  8vo,  Nismes,  1789. 
North  (J.)  Practical  Observations  on  tho  Convulsions  of  Infants,  8vo, 
Loud.  1826. 

b.  Croup. 

Ley  (H.)  Essay  on  Laryngismus  Stridulus,  or  Croup-like  Inspiration  of 

Infants,  8vo,  Lond.  1836. 
Simson  (J.)  De  Asthmate  Infantum  Spasmodico,  8yo,  Univ.  And.  1761. 

{Vid.  also  p.  129.) 

c.  Dentition. 

Delabarre  (C.  F.)  Traite  de  la  Seconde  Dentition,  8vo,  Paris,  1819. 
d.  Fever,  Infantile  Remittent. 

(Vid.  p.  113.) 

e.  Hydrocephalus. 

(Vid.  p.  123.) 

f.  Marasmus. 

Ayre  (Joseph)  On  the  Nature  and  Treatment  of  Marasmus,  &c.  Svo, 
Lond.  1818. 

 The  same  book,  2d  Edit.  8vo,  Lond.  1829. 

Baumes  (J.  B.  T.)  Rechercbes  sur  le  Carreau,  Svo,  Nismes,  1788. 
Mossman  (George)  On  Scrofula  and  Glandular  Consumption,  Svo,  Brad- 
ford. 

g.  Measles. 

(Vid.  p.  113.) 

li.  Pertussis. 

(Kid.  p.  130.) 

i.  Rickets. 


Bate  (G.)  De  EachitiJe,  Svo,  Lond.  1655. 
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Glisson  (F.)  Do  Racliitide,  8vo,  Lond.  1653. 

 Idem  liber,  Edit.  3tia,  12mo,  Liigd.  Bat.  1671. 

(Vid.  also  Particular  Diseases  of  Bonei,  p.  Itlli) 

j.  Scarlatina. 
113.) 

k.  Stomachy  Diseases  of. 

Dunglison  (R.)  On  Diseases  of  the  Stomach  and  Bowels  of  Cliildreii,  8vo, 
Lond.  1824'. 

Gairdner  (J.)  On  Perforation  of  the  Stomach  of  Infants  after  Death,  8vo, 
Edin.  1823. 

 Case  of  Disorganisation  of  the  Stomach  of  an  Infant,  Svo,  Edin. 

1826. 

1.  Wor7ns. 

(Tid.  p.  137.) 
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MEDICAL  JURISPRUDENCE 

AND 

MEDICAL  POLICE. 


L  MEDICAL  JURISPRUDENCE. 


A,  GENERAL,  ELEMENTARY,  AND  SYSTEMATIC  WORKS. 

Bartley  (O.  W.)  Treatise  on  Forensic  Medicine,  8vo,  Bristol,  1815. 
Beck  (T.  R.)  Elements  of  Medical  Jurisprudence,  Svo,  Lend.  1825. 

 The  same  book,  3th  Edit.  Lond.  1836. 

Brendelius  (J.  G.)  Medicina  Legalis,  4to,  Hanover,  1789. 
Christison  (R.)  Syllabus  of  Lectures  on  Medical  Jurisprudence,  Svo, 
Edin.  1826. 

Farr  (Samuel)  Elements  of  Medical  Jurisprudence,  12mo,  Lond.  ISH. 
Fodere  (F.  E.)  Traite  de  Me'decine  Legale  et  d' Hygiene  Publique,  3  torn. 

Svo,  Paris,  1798. 
— —  Le  meme  livre,  2de  Edit.  6  torn.  Svo,  Paris,  1813. 
Fonblanque  (J.  S.  M.)  and  Paris  (J.  A.)  Medical  Jurisprudence,  3  vols. 

Svo,  Lond.  1823. 

Lindhout  (H.)  Introductio  in  Physicam  Judiciariam,  Svo,  Hamb.  1598. 
Ludwig  (Christ.  Gott.)  Institutiones  Medicinse  Forensis,  Svo,  Lips.  1765. 
Mahon  (P.  A.  O.)  Medecine  Le'gale,  et  Police  Medicale,  3  torn.  Svo, 
Paris,  ISOl. 

Male  (George  Edward)  Epitome  of  Juridical  or  Forensic  Medicine,  Svo, 
Lond.  1816. 

Metzger  (Joan.  Dan.)  Systema  Medicinse  Forensis,  Latine  vert.  J.  B. 

Keup,  Svo,  Stend.  llQit. 

 Le  meme  livre,  traduit  etaugmente  par  J.J.  Ballard,  Svo,  Paris,  1813. 

Orfila  (M.  P.)  Le9ons  faisant  partie  du  Cours  de  Medecine  Legale,  Svo, 

Paris,  1S21. 

■        Le9ons  de  Medecine  Legale,  2  torn.  Svo,  Paris,  1823. 

Paris  (J.  A.)  and  Fonblanque  (J.  S.  M.)  Medical  Jurisprudence,  3  vols. 
8vo,  Lond.  1823. 

Parkinson  (James)  Hints  on  Medical  Jurisprudence,  ext.  in  Hospital 

Pupil,  12mo,  Lond.  1800. 
Platnerus  (Em.)  Qusestiones  Medicinse  Forensis,  Svo,  Lipsite,  1824. 
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Plenck  (Joseph.  Jac.)  Elemeuta  Medicinse  et  Chirurgiae  Forensis,  8vo, 
Vienii.  1786. 

Roth  (J.  A.)  Adversaria  Medico-Forensia  et  Clinica,  4to,  Erlang.  1775, 
ext.  in  Delii  Adversaria  Argumenti  Physico-Medici,  Tom.  I. 

Ryan  (M.)  A  Manual  of  Medical  Jurisprudence,  8vo,  Lond.  1831. 

Smith  (J.  G.)  Principles  of  Forensic  Medicine,  8vo,  Lond.  1821. 

 Analysis  of  Medical  Evidence,  8vo,  Lond.  1825. 

Wildberg  (C.  F.  L.)  Lehrbuch  der  GericbtHchen  Arzneywissenschaft, 
zum  Gebrauch  Academischer  Vorlesungen,  8vo,  Erfurt,  1824. 

Zacchias  (Paul.)  Quiestiones  Medico-Legales,  fol,  Aveuon.  1G57. 


B.  WORKS  ON  PARTICULAR  DEPARTMENTS  OP  MEDICAL 
JURISPRUDENCE. 

1.    WORKS  RELATING  TO  THE  SUBJECT  OF  REPRODUCTION. 

a.  Signs  of  Virginity  and  Pregnancy. 

Biesterus  (J.  P.)  De  Notis  Gravidarum,  4to,  Jense,  1690. 
Capuron  (J.)  La  Me'decine  Legale  relative  a  I'Art  des  Accouchemens, 
8vo,  Paris,  1821. 

Kennedy  (Evory)  Observations  on  Obstetric  Auscultation,  with  an  Ana- 
lysis of  the  Evidences  of  Pregnancy,  12mo,  Dublin,  1833. 

Lejumeau  de  Kergaradec  (M.  J.  A.)  Memoire  sur  1' Auscultation  appli- 
quee  a  I'^tude  de  la  Grossesse,  8vo,  Paris,  1822. 

Lyall  (Robert)  Medical  Evidence  relative  to  the  duration  of  Human 
Pregnancy,  delivered  in  the  case  of  the  Gardner  Peerage,  8vo,  Lond. 

1827.  , 
Pinseus  (Sever.)  De  Virginitatis  Notis,  de  Graviditate,  et  de  Partu;  ac- 
cedit  Lud.  Bouaciolus  de  Conformatione  Foetus,  l2mo,  Lugd,  Bat. 
1650. 

b.  Abortion. 

Burns  (John)  On  Abortion,  8vo,  Lond.  1806.  „   ,  . 

Chaussier  (M.  F.)  Memoire  Medico-Legal  sur  la  viabilite  de  1  enfant 
naissant,  8vo,  Paris,  1826. 

c.  Impoiency. 

Sontao-  rMich.)  De  Causis  Impotentise  in  sexu  potiori,  Jente,  1774,  ext.  in 
Fl-ank.  Delect.  Tom.  VIL  p.  299. 
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Hutchinson  fWm.)  A  Dissertation  on  Infanticide,  8vo,  Loud.  1821. 
JohnsorCC.)  On  the  Signs  of  Murder  in  New-Born  Children,  8vo, 

Maho^n  (R  A.' O.)  On  the  Signs  of  Murder  in  New-Born  Children,  trans- 
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 Farther  Observations  on  the  same  Subject,  8vo,  Edin.  1836. 

Halliday  (Sir  Andrew)  Letter  to  Lord  Robert  Seymour,  with  a  Report 
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 The  same  book,  3d  Edit.  8vo,  Ediu.  1835. 

De  Salle  (Euse'be)  A  Synoptical  Table  of  the  Mineral  and  Vegetable 
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— —  Experiments  to  determine  the  Force  of  Fired  Gunpowder,  (Essays 

n.  and  in.  of  his  Economical  and  Philosophical  Essays.) 


d.  Acoustics. 
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Rumford  (Benj.  Count)  Account  of  Experiments  made  to  determine  the 
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AND  EFFECTS  OF  HEAT. 
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Hutton  (James)  On  Light,  Heat,  and  Fire,  8vo,  Edin.  1794. 
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Genev.  1790. 

Prevost  (Pierre)  Recherches  sur  la  Chaleur,  Svo,  Geneve,  1792. 
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Watson  (W.)  Account  of  a  New  Electrical  Machine,  with  Experiments, 
8vo,  Lond.  1747. 
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2.  GALVANISM. 


Bostock  (John)  History  and  Present  State  of  Galvanism,  8vo,Lond.  1818. 
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Boscovich  (P.  R.  J.)  De  Solis  ac  Lunte  Defectibus,  4to,  Lond.  1760. 
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Prout  (Wm.)  Bridgewater  Treatise ;  On  Chemistry,  Meteorology,  and  the 
Function  of  Digestion,  considered  with  reference  to  Natural  Theo- 
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Agnesi  (Donna  M.  G.)  Analytical  Institutions,  translated  from  the  Italian 

by  the  Rev.  J.  Colson,  2  vols.  4tOj  Lond.  1801. 
Bezout  (M.)  Cours  des  Mathematiques,  6  tomes,  8vo,  Paris,  1794. 
Bossut  (John)  History  of  Mathematics,  8vo,  Lond.  1803. 
Brendelius  (J.  G.)  Opusculi  Mathematici  et  Medici  Argumenti,  3  torn. 

4to,  Gott.  1775. 

Condillac  (M.  I'Abbe  de)  La  Langue  des  Calculs,  8vo,  Paris,  1798. 
Euler  (Leon.)  Elemens  d'Algebre,  2  torn.  8vo,  Lyons,  1793. 
Lagrange  (Jos.  Louis)  Theorie  des  Fonctions  Analytiques,  4to,  Paris, 
1797. 

Lardner  (Rev.  D.)  Elementary  Treatise  on  the  Differential  and  Integral 

Calculus,  8vo,  Lond.  1823. 
Larkin  (N.  J.)  Introduction  to  Solid  Geometry,  and  to  the  Study  of 

Crystallography,  &c.  8vo,  Lond.  1820. 
Legendre  (A.  M.)  Elemens  de  Geome'trie,  8vo,  Paris,  1809. 
Leslie  (Sir  John)  Elements  of  Geometry,  8vo,  Edin.  1809. 

 The  same  book,  2d  Edit.  Edin.  1811. 

Library  of  Useful  Knowledge,  Geometry,  8vo,  Lond.  1830. 
Maclaurin  (Colin)  Treatise  on  Fluxions,  2  vols.  4to,  Edin.  174<2. 
Montucla  (J.  F.)  Histoire  des  Mathematiques,  4  torn.  4to,  Paris,  1792- 

1802.  (2  copies.) 

Vince  (S.)  Elements  of  Conic  Sections,  2d  Edit.  8vo,  Cambridge,  1800. 

 Treatise  on  Plain  and  Spherical  Trigonometry,  &c.  2d  Edit.  8vo, 

Cambridge,  1803. 

 Principles  of  Fluxions,  3d  Edit.  8vo,  Cambridge,  1803. 

Wood  (James)  Elements  of  Algebra,  8vo,  Cambridge,  1801. 

Young  (Thomas)  Essay  on  Cycloidal  Curves,  (Essay  IIL  of  his  Miscel- 
laneous Essays.) 


CHEMISTRY. 


I.  ELEMENTARY  AND  SYSTEMATIC  WORKS. 


Accum  (Fred.)  System  of  Theoretical  and  Practical  Chemistry,  2  vols. 
8vo,  Lend.  1803. 

Aikin  (A.  and  C.  R.)  Dictionary  of  Chemistry  and  Mineralogy,  2  vols. 

4to,  Lond.  1807. 
 Appendix  to  the  same,  4to,  Lond.  1814. 

Allen  (Matthew)  Outlines  of  a  Course  of  Lectures  on  Chemical  Philo- 
sophy, 12rao,  Lond.  1819. 
Baume  (Antoine)  Manuel  de  Chymie,  12mo,  Paris,  1765. 

 Chymie  Experimentale  et  Raisonnee,  3  tomes,  8vo,  Paris,  1733. 

Beguinus  (Joann.)  Tyrociuium  Chymicum,  cum  commentario  Blasii, 

Edit.  2da.  12mo,  Amst.  1C69. 
Berzelius  (J.  J.)  Traite'  de  Chimie,  8  torn.  8vo,  Paris,  1829-33. 
Black  (Joseph)  Lectures  on  the  Elements  of  Chemistry,  edited  hy  Robi- 

son,  2  vols.  4to,  Edin.  1803. 
Boerhaave  (Hermann.)  Elementa  Chemiae,  2  torn.  4to,  Lugd.  Bat.  1732. 
Brande  (W.  T.)  Manual  of  Chemistry,  8vo,  Lond.  1819. 
Chaptal  (J.  M.)  Ele'mens  de  Chimie,  3  torn.  8vo,  MontpeL  1790. 

 The  same  book,  trans,  by  Nicholson,  3  vols.  8vo,  Lond.  1791. 

Chemia  Raiionalis  et  Praxis  Chymiatrica  Rationalis,  4to,  Lugd.  Bat. 

1C90.  (2  copies.) 
Chemistry,  Conversations  on,  by  a  Lady,  2  vols.  12mo,  Lond.  1813. 
Chimie,  Theorique  ot  Pratique,  Elemens  de,  pour  servir  aux  cours  publics 

de  I'Academie  de  Dijon,  3  tom.  12mo,  Dijon,  1777-78. 
Dalton  (J.)  New  System  of  Chemical  Philosophy,  Vol.  I.  and  Part  L  of 

Vol.  II.  8vo,  Manchester,  1808-27. 
Davy  (Sir  Humphrey)  Outlines  of  a  Course  of  Lectures  on  Chemistry, 

8vo,  Loud.  1804. 

 Elements  of  Chemical  Piiilosophy,  Part  L  of  VoL  L  Svo,  Lond. 

1812.  (2  copies.  J 
Dictionnaire  de  Chimie,  2  tom.  8vo,  Paris,  1766.  (2  copies.) 

  The  same  book,  translated,  with  additions,  3  vols.  8vo,  Lond.  1777. 

Dossie  (K.)  Experimental  Chemistry,  2  vols.  8vo,  Loud.  1759. 

2 


232 


CHEMISTRY. 


Foiiteiiello  (M.  Julia)  Manuel  de  Cliimie  Medicale,  12mo,  Paris,  1824. 
Fouicroy  (M.de)  Lc>(,:oiis  Eleiueiitaiies  d'Histoiro  Naturelle  et  dcChimie, 

2  torn.  8 vo,  Paris,  1782, 

 The  same  book,  translated,  3  vols.  8vo,  Lend.  1790. 

 The  same  book,  trans,  by  Dr.  Thomson,  with  Notes,  3  vols,  Svo, 

Edin.  1798.  ... 
 The  same  book,  5th  Edit.  Edin.  1800. 

 Systeme  des  Connoissances  Chimiques,  10  torn,  avec  une  Table  des 

Matieres,  Svo,  Paris,  1801. 
Fyfe  (A.")  Elements  of  Chemistry,  2  vols.  Svo,  Edin.  1827. 
Garnett  (Thomas)  Outlines  of  a  Course  of  Lectures  on  Chemistry,  Svo, 

Liverpool,  1797. 
Geber  (Arab.)  Chemia,  Hornio  emendata,  12mo,  Lugd.  1760, 
Gren  (C.  F.)  Principles  of  Modern  Chemistry,  trans,  from  the  German, 

2  vols.  Svo,  Lond.  1800. 
Henry  (William)  Epitome  of  Chemistry,  12mo,  Lond.  ISOl. 

 The  same  book,  4th  Edit.  Svo,  Edin.  1800. 

-—  Elements  of  Experimental  Chemistry,  2  vols.  Svo,  Lond.  1810. 

 The  same  book,  2  vols.  Svo,  Lond.  1SI5. 

 The  same  book,  2  vols.  Svo,  Lond.  1823. 

Hopson  (C.  R.)  Treatise  on  Chemistry,  4to,  Lond.  1789. 

Jacquin  (J.  F.)  Elements  of  Chemistry,  trans,  from  the  German  by 

Stutzer,  Svo,  Lond.  1799. 
Junckerus  (Jo.)  Conspectus  Chemise  Theoretico- Practicae,  2  torn.  4to, 

Halse,  1744. 

Keir  (John)  First  part  of  a  Dictionary  of  Chemistry,  4to,  Birmingham, 
1789. 

Klaproth  et  Wolff  (MM.)  Dictionnaire  de  Chimie,  trad,  par  Lagrange  et 

Vogel,  4  tom.  Svo,  Paris,  IS  10. 
Lagrange  (B.)  Manual  of  Chemistry,  translated,  2  vols.  Svo,  Lond. 

1800. 

Lavoisier  (J.  C.)  Traite  Elemeutaire  de  Chimie,  2  torn.  Svo,  Paris,  17S9. 

(2  copies.) 

 The  same  book,  trans,  by  Kerr,  Svo,  Edin,  1793. 

Lemery  (N.)  Cours  de  Chimie,  Svo,  Leyde,  1716. 
  Le  meme  livre,  8vo,  Brux.  1744. 

Macquer  (M.)  Elemens  de  Chimie  Pratique,  3  tom.  Svo,  Paris,  1751. 

  The  same  book,  translated,  3  vols.  Svo,  Edin.  1768. 

 Dictionnaire  de  Chimie,  2  tom.  12mo,  Paris,  1706.  copies.) 

 The  same  book,  translated,  3  vols.  Svo,  Lond.  1777. 

Maogetus  (Jo.  J.)  Bibliotheca  Chemica  Cnriosa,  2  tom.  f'ol.  Genev.  1752. 
Morveau,  Maret,  et  Durande,  Ele'mens  de  Chimie,  3  tom.  12mo,  Dijon, 
1777-8. 

Murray  (John)  Elements  of  Chemistry,  2  vols.  Svo,  Edin.  1801. 

 The  same  book,  2d  Edit.  2  vols.  Svo,  Edin.  1810. 

  System  of  Chemistry,  4  vols-  Svo,  Edin.  1806. 

 The  same  book,  3d  Edit.  4  vols.  Svo,  Edin.  1812. 

 The  same  book,  4th  Edit.  4  vols.  Svo,  Edin.  1819. 

 Supplement  to  the  1st  Edit.  Svo,  Edin.  1809. 

  Supplement  to  the  2d  Edit.  Svo,  Edin.  1812.  (2  copies.) 

.         Supplement  to  the  3d  Edit.  Svo,  Edin. 

Nicholson  (William)  First  Principles  of  Cliemistry,  Svo,  Lond.  1790. 

 Dictionary  of  Chemistry,  2  vols.  4to,  Lond.  1795. 

Orlila  (M.P.)  Ele'mens  de  Chimie  Me'dicale,  2  torn.  Svo,  Paris,  1617. 
Paris  (J.  A.)  Elements  of  Medical  Chemistry,  Svo,  Lond.  1825. 
Parkes  (Samuel)  Chemical  Catechism,  Svo,  Lond.  18ie. 


CHEMISTRY. 


233 


Poinbcrtou  (Henry)  Course  of  Lectures  on  Chemistry,  Svo,  Lond.  1781. 

Prout  (W.)  Bridgewater  Treatise ;  On  Chemistry,  Meteorolog-y,  and  the 
function  of  Dig-estion,  considered  with  reference  to  Natural  Theolo- 
gy, Svo,  Lond.  1834. 

Reid  (D.  B.)  Academical  Examinations  on  the  Principles  of  Chemistry, 
2  vols.  l2mo,  Edin.  1825.  f2  copies.) 

 Elements  of  Practical  Chemistry,  Svo,  Edin.  1830. 

 The  same  book,  2d  Edit.  Svo,  Edin.  1832. 

Siuivv  (Peter)  Principles  of  Chemistry,  Svo,  Lond.  1730. 

 Chemical  Lectures,  Svo,  Lond.  1732. 

Stahlius  (Georg.  Ernest.)  Philosophical  Principles  of  Universal  Chemis- 
try, trans,  and  drawn  up  by  Dr.  Shaw,  Svo,  Lond.  1730. 

The'nard  (L.J.)  Traite  de  Chimie,  4  torn.  Svo,  Paris,  181.3-16. 

Thom.son  (Thus.)  System  of  Chemistry,  4  vols-  Svo,  Edin.  1802. 

 The  same  book,  2d  Edit.  4  vols.  Svo,  Edin.  1804. 

 The  same  book,  3d  Edit.  5  vols.  Svo,  Edin.  1807. 

 The  same  book,  4th  Edit.  5  vols.  Svo,  Edin.  IS  10. 

  The  same  book,  5th  Edit.  4  vols.  Svo,  Lond.  1817. 

 Elements  of  Chemistry,  Svo,  Edin.  1810. 

 First  Principles  of  Chemistry,  2  vols.  Svo,  Lond.  1625. 

 Chemistry  of  Inorganic  Bodies,  2  vols.  Svo,  Lond.  1831. 

TrommsdorfF  (J.)  Bibliothek  Allgemeine  Chemische,  3  bande,  Svo, 
Erfurt,  1801-3. 

Turner  (Ed.)  Elements  of  Chemistry,  Svo,  Edin.  1827. 

 The  same  book,  2d  Edit.  Svo,  Lond.  1828. 

 The  same  book,  3d  Edit.  Svo,  Lond.  1831. 

 The  same  book,  4th  Edit.  Svo,  Lond.  1833. 

 The  same  book,  5th  Edit.  Svo,  Lond.  1834.  (2  copies.) 

Ure  (And.)  Dictionary  of  Chemistry,  Svo,  Lond.  1821. 

 The  same  book,  4th  Edit.  Svo,  Lond.  1831. 

Vogel  (R.  A.)  Institutiones  Ciiemicae,  12mo,  Francof.  1762. 

Wasscrberg-  (Franc,  de)  Listitutiones  Chemiae,  3  tom.  Svo,  Vindob. 
1778. 

Wolff  et  Klaproth  (MM.)  Dictionnaire  de  Chimie,  trad,  par  La"-rano-e  et 
Vogel,  4  tom.  Svo,  Paris,  IS  10.  r        b  o 


n.  COLLECTIVE  WORKS,  ESSAYS,  &c. 


Bayen  (Pierre)  Opuscules  Chimiqncs,  2  tomes,  Svo,  Paris,  1797 
iieddoes  (Thos.)  Analysis  of  Mayow's  Chemical  Opinions,  Svol  0.\ford  , 

Bergman  (T.)  Opuscula  Physica  et  Chemica,  5  tom.  Svo,  Holm,  et  Lins 

I'll^J-MHQ.  f2  cojnes.)  ' 
Borthollet  (C.  L.)  Chemical  Statics,  translated  by  Lambert,  2  vols,  Svo 

1jOU(Ii  loO*r.  * 

Bohnius  (.1.)  Dis.sertationes  Chcmico  Physica!,  4to,  Lipsiaj,  1085. 

2o 


234, 


CHEMISTRY. 


Boyle  (Hon.  Rob.)  Whole  Works,  6  vols.  4to,  Lond.  1772. 

Brisson  (M.  J.)  Physical  Principles  of  Chemistry,  translated  from  the 
French,  8vo,  Lond.  1801. 

Crell  (Dr.)  Chemical  Journal,  3  vols.  8vo,  Lond.  1791-9.3. 

Gay-Lussac  et  Thenard,  (MM.)  Recherches  Physico-Chimiqne.s,  2  torn. 
8vo,  Paris,  18il.  (2  copies.) 

Harringtou  (Hob.)  Elucidation  and  Extension  of  the  Harringtonian  Sys- 
tem of  Chemistry,  8vo,  Lond.  1819. 

Hierne  (Urban.)  Acta  Chemica  Holmiensia,  annot.  J.  G.  Waller,  Tom.  L 
8vo,  Holm.  1733. 

Higgfins  (Bryan)  Experiments  on  Various  Subjects  in  Chemical  Philo- 
sophy, 8vo,  Loud.  1786. 

Irvine  (William)  Essays  on  Chemical  Subjects,  8vo,  Lond.  1805. 

Jacquin  (Nic.  Jos.)  Miscellanea  Austriaca  ad  Botanicam,  Chemiara,  et 
Historian!  Naturalem  spectantia,  2  tom.  (in  I  compact.)  4to, 
Vindob.  1778-81. 

Lavoisier  (J.  C.)  Essays  Physical  and  Chemical,  translated  by  Henry, 

8vo,  Lond.  1776. 
Margraf  (M.)  Opuscules  Chimiques,  2  tom.  12mo,  Paris,  1762. 
Morley  (Charles)  Collectanea  Chemica  Leydensia,  4:to,  Lugd.  Bat.  1684. 
Neumann  (Gasper)  Chemical  Works,  abridged  by  Lewis,  4to,  Lond.  1739. 
Parkes  (Samuel)  Chemical  Essays,  3  vols.  12rao,  Lond.  1813. 
Pellotier  (Bertrand)  Observations  de  Chimie,  2  tom.  8vo,  Paris,  1798. 
Pott  (J.  H.)  Observationes  et  Animadversiones  Chemicse,  4to,  Berol. 
1 739. 

 Dissertations  Chimiques,  4  tom.  12mo,  Paris,  1759. 

Sciieele  (Chas.  W.)  Chemical  Essaj's,  translated  from  the  German,  by 

Beddoes,  8vo,  Lond.  1786. 
Stahlius  (Geo.  Ernest.)  Experimenta  et  Observationes  Cheraicre  et  Phy- 

sicse,  8vo,  Berol.  1739. 
Theatrum  Chemicum,  praecipuos  Selectorum  Auctorum  tractatus  con- 

tinens,  3  torn.  12mo,  Argcutorat.  1613-22. 
Trotter  (Thomas)  Medical  and  Chemical  Essays,  8vo,  Lond.  1795. 
Wallerius  (J.  Gottsch.)  Annotationes  in  Acta  Chemica  Hafuiensia,  8vo, 

Holm.  1733, 

 Disputationes  Academicse,  8vo,  Holm.  1780. 

Watson  (Bp.  Richard)  Chemical  Essays,  3  vols.  l2rao,  Cambridge,  1781, 
(For  ChemicalJournals,  Encyclopaedias,  &c.  Vid.  Part  IV.  Miscellanies.) 


\\L  GENERAL  DOCTRINES  OF  CHEMISTRY. 


A.  CHEMICAL  AFFINITY. 

Bergman  (T.)  On  Elective  Attractions,  translated  from  the  Latin,  8vo 

Lond.  1783.  ,     ,  ,    ^     ,    .  o  i 

Bertholiet  (C.  L.)  Chemical  Statics,  translated  by  Lambert,  2  vols. 

Lond.  1801'.  r     ,  .  , 

 Laws  of  Chemical  AflSnity,  8vo,  Lond.  1804. 

1  e  Sao'c  (G.  L.)  Essai  de  Chimie  Mechanique,  4to,  Gencvo,  noi. 


CHEMISTRY. 


235 


B.  THEORY  OF  DEFINITE  PROPORTIONS. 

Daubeuy  (Clifis.)  Introduction  to  the  Atonnic  Theory,  8vo,  Oxford,  18.31. 
Miicneven  (W.J.)  Exposition  of  the  Atomic  Theory  of  Chemistry,  with 

an  Appendix  of  Chemical  Exercises,  Bvo,  New  York,  1819. 
Turner  (Ed.)  Introduction  to  the  Laws  of  Combination,  and  the  Atomic 

Tiieory,  I2mo,  Edin.  1823. 


C.  DIFFUSION  OF  GASES. 


Graham  (Thos  )  On  the  Law  of  the  Diffiision  of  Gases,  4to,  Edin.  1832. 


D.  COMBUSTION. 

Fulhame  (Mrs.)  Essay  on  Combustion,  with  a  New  Art  of  Dyeing- and 
raintinj>^,  fsvo,  Lond.  1794. 

Henry  (W.)  On  the  Action  of  finely-divided  Platinum  on  Gaseous 
Mixtures,  &c.  4to,  Lond.  1824. 

Higgins  (William)  Comparative  View  of  the  Phlogistic  and  Antiphlo- 
gistic Theories,  8vo,  Lond.  1789. 

Kirwan  (Richard)  Essay  on  Phlogiston,  and  the  Constitution  of  Acids, 
8vo,  Lond.  1787. 

 Le  meme  livre,  traduit  en  Fran9ais,  avec  observations  par  MM. 

Lavoisier,  Fonrcroy,  BorthoUet,  dc  Morveau,  &c.  8vo,  Paris,  1788. 

 The  same  book,  with  Kirwan's  replies,  8vo,  Lond.  1789. 

Maclean  (John)  Two  Lectures  on  Combustion,  8vo,  Philadelph.  1797. 

Priestley  (Joseph)  Doctrine  of  Phlogiston  Established,  8vo,  Northum- 
berland, 1800. 


E.  CALORIC. 

(Cirf.  II.  223.) 


F.  ELECTRICITY  AND  GALVANIS'M. 
<  I'M.  pp.  225  anil  226.) 


236 


CUEaildTUY. 


IV.  CHEMICAL  NOMENCLATURE. 


Chenevix  (R.)  Remarks  on  Chemical  Nomenclature,  12mo,  Lond.  1802. 

Dickson  (Stephen)  On  Chemical  Nomenclature,  8vo,  Lond.  1796. 

Goris  (Gerard.)  Chymia  Restituta,  12mo,  Lugd.  Bat.  1G71. 

Kirwan  (Richard)  On  Chemical  Nomenclature,  8vo,  Lond.  1796. 

Morveau,  Lavoisier,  Berthollet,  et  Fourcroy,  (MM.)  Methode  de  Nomen- 
clature Chimique,  8vo,  Paris,  1787. 

Pearson  (George)  Translation  of  the  French  Chemical  Nomenclature, 
4to,  Lond.  1799. 

Sadler  (John)  Explanation  of  Terms  used  in  Chemistry,  8vo,  Lond.  1804. 


V.   WORKS  ON  SPECIAL  DEPARTMENTS  OF  CHEMISTRY. 


A.  INOKGANIC  CHEMISTRY. 
1.    GENERAL  WORKS  ON  INORGANIC  CHEMISTRY. 

Thomson  (Thomas)  Chemistry  of  Inorganic  Bodies,  2  vols.  8vo,  Lond. 
1831. 


2.    WORKS  ON  PARTICVLAR  DEPARTMENTS  OF  INORGANIC  CHEMISTRY. 


a.  Non-Metallic  Substances. 

Beddoes  (Thomas)  and  Watt  (James)  On  Factitious  Airs,  in  5  parts, 
3  vols.  8vo,  Bristol,  179i-96. 

 The  same  book,  Parts  L  and  II.  2d  Edit.  8vo,  Bristol,  1  i9o. 

Cavallo  (Tiberius)  On  Air  and  other  Elastic  Fluids,  4to,  Lond.  1781. 
Davy  (Sir  Humphrey)  Researches  chiefly  on  Nitrous  Oxide,  8vo,  Lon(.. 

1800.  ('2  copies.  J  ^  , ,     ,  ,/r  ,•    i        *  -i  . 
 On  the  Generation  of  O.vygen,  ext.  m  Beddoes  Medical  Contribu- 
tions, Svo,  Bristol,  1799. 


CHEMISTRY. 


Dewar  (Henry)  Letter  to  Dr.  Trotter  on  his  proposal  for  destroying  the 

Fire  and  Choak-daraps,  8vo,  Manchester. 
Fire-clamp,  Reply  to  Dr.  Trotter's  Second  Pamphlet  respecting  the 

Means  of  destroying,  8vo,  Lond.  1806. 
Gay-Lussac  et  Thenard,  (MM.)  Sur  la  decomposition  do  I'Acide  Bora- 

ciqiie,  ext.  in  Recherches  Physico-Chymiques,  Tom.  I.  p.  276. 
 Sur  les  Acides  Fliiorique,  Muriatique  et  Miiriatique  Oxigene,  ext. 

ibid.  Tom.  II.  p.  1. 
Henry  (William)  Experiments  on  Carburetted  Hydrogen  Gas,  Wo,  Lond. 

1797. 

 On  the  action  of  finely-divided  Platinum  on  Gaseous  Mixtures,  &c. 

4to,  Lond.  1824. 

Lavoisier  (J.  C.)  Essays  on  the  Effects  produced  by  various  processes  on 
Atmospheric  Air,  translated  by  Henry,  8vo,  Warrington,  1783. 

Priestley  (Joseph)  Directions  for  Impregnating  Water  with  fixed  Air, 
8vo,  Lond.  1772. 

 Experiments  and  Observations  on  Air,  3  vols.  8vo,  Birmingham, 

1790. 

 Experiments  and  Observations  on  Air,  including  remarks  on  other 

branches  of  Natural  Philosophy,  6  vols.  8vo,  Lond.  1776. 

 On  the  Generation  of  Air  from  Water,  Svo,  Lond.  1793.  (2  copies. J 

 Experiments  on  Air  and  Water,  8vo,  Lond.  1796. 

Scheele  (C.  W.)  Chemical  Observations  on  Air  and  Fire,  translated 
from  the  German  by  Foster,  with  notes  by  Kirwan,  Svo,  Lond. 
1780. 

Trotter  (Thomas)  Proposals  for  destroying  the  Fire  and  Choak-Damp  of 
Coal  Mines,  8vo,  Newcastle,  1805-6. 


b.  Metals  and  their  Compounds. 


Agricola  (G.)  De  re  Metallica,  &c.  folio,  Basil.  1657. 
Davy  (Sir  Humphrey)  On  the  Decomposition  of  the  Fixed  Alkalis,  4to, 
Lond.  1808. 

Gay-Lussac  et  Thenard,  (MM.)  Sur  la  preparation  Chiraique  et  les  Pro- 
prie'te's  do  Potassium  et  Sodium,  ext.  in  Recherches  Physico-Chi- 
miques,Tom  I.  p.  74. 

 Sur  la  Nature  de  Potassium  et  Sodium,  ext.  ibid.  Tom.  II.  p.  206. 

Glass  (Thomas)  Examination  of  Mr.  Henry's  Strictures  on  Glass's 
Magnesia,  Svo,  Lond.  1774. 

Goulard  (W.)  On  Lead,  12mo,  Lond.  1775. 

Henry  (Thomas)  On  Magnesia,  Quick  Lime,  Fixed  Air,  &c.  Svo,  Lond. 

1  /73« 

Hope  (T.  C.)  Account  of  the  Strontiau  Spar,4to,  Edin.  1793. 

Reaumur  (M.  de)  L'art  de  convertir  le  Fer  Forge'  en  Acier,  et  d'adoucir 

le  Fer  Foudu,  4to,  Paris,  1722. 
Wallerius  (J.  G.)  Elementa  Metallurgica,  Svo,  Holm.  1767. 
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B.  ORGANIC  CHEMISTRY. 
1.    Gl£NEIVlL  WORKS  ON  ORGANIC  CHEMISTRY. 

Gmelin  (Leopold)  Chimie  Organique  appliquee  a  la  Physiologic  et  l.aMe- 

(leciiie,  8vo,  Paris,  1823. 
Raspail  (F.  V.)  Nouvcau  Systeme  de  Chimie  Organique,  Svo,  Paris,  18.33. 
  Tile  same  booif,  trans,  from  the  French,  by  W.  Henderson,  M.D. 

Svo,  Load.  1834. 


2.    WORKS  ON  PARTICULAR  DEPARTMENTS  OF  ORGANIC  CHEMISTRY. 

a.  Animal  Chemistry. 

Berzelius  (J.  J.)  Progress  and  Present  State  of  Animal  Chemistry,  trans. 

from  the  Swedish  by  G.  Brunmark,  Svo,  Lond.  1813. 
Chevreul  (M.  E.)  Recherches  Chimiques  sur  les  Corps  gras  d'Origine 

Animale,  Svo,  Paris,  1823. 
Forster  (R.)  De  Cantharidum  Historia  Chemica  et  Medica,  Svo,  Ar- 

geutorat.  1773. 

Johnson  (W.  B.)  History  of  Animal  Chemistry,  3  vols.  Svo,  Lond.  1803. 
Widermiis  (Georg.)  Chemia  Corporis  Animalis,  4to,  Argentorat.  1752. 

(For  Works  on  Calculi,  Vid.  p.  1C7.) 

b.  Vegetable  Chemistry. 

Graham  (Thos.)  An  Account  of  the  Formation  of  the  Alcoates,  4to, 
Edin.  1828. 

Kosegarten  (D.  A.  J.  F.)  De  Camphora,  Gott.  1785,  ext.  -in  Frank.  De- 
lect. Tom.  HL  p.  27. 


VL  WORKS  ON  PRACTICAL  AND  ANALYTICAL 
CHEMISTRY. 


A.  GENERAL  WORKS. 


Accum  (Fred.)  Piactical  Essay  on  Chemical  Rc-Agcnts  or  Tests,  linio, 

Loud. 18IG. 
.        Chemical  Amusement,  Svo,  Lond.  1817. 
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Ciiildreu  (J.  G.)  Aq  Essay  on  Chemical  Analysis,  Svo,  Lond.  1819. 
Dossio  (R.)  Experimental  Chemistry,  2  vols.  Svo,  Lond.  17o9. 
Faraday  (M.)  Essay  on  Chemical  Manipulation,  Svo,  Lond.  IS27. 
Gray  (S.  F.)  The  Operative  Chemist,  Svo,  Lond.  1828. 
Macquer  (M.)  Ele'mens  de  Chimie  Pratique,  3  torn.  Svo,  Paris,  17G7. 

 The  same  book,  trans.  3  vols.  Svo,  Edin.  1768. 

Paycu  (A.)  Traite'  Ele'mentaire  des  Reactifs,  Svo,  Paris,  1822. 
Reid  (D.  B.)  Elements  of  Practical  (Chemistry,  Svo,  Edin.  1830. 
 The  same  book,  2d  Edit.  Svo,  Edin.  1832. 

Rose  (Henry)  Manual  of  Analytical  Chemistry,  trans,  by  GrilBn,  Svo, 
Lond.  1831. 

Thenard  (L.  J.)  On  the  General  Principles  of  Chemical  Analysis,  trans. 

by  A.  Merrick,  Svo,  Lond.  1818. 
Vauquelin  (M.)  Manuel  d'Essayeur,  Svo,  Paris,  1798. 


B.   WORKS  OS  CHEMICAL  ANALYSIS  IN  PARTICULAR. 

1.   ANALYSIS  OF  ANIMAL  SUBSTANCES. 

Link  (H.  F.)  De  Analysi  Urinoe  et  Origine  Calculi,  Uo,  Gotting.  1788. 
Schonberg-  (J.  J.  A.  von)  Ueber  eiuige  in  Pompcji  gefundene  Kuocheu 
und  ihre  Analyse,  4to,  Erlangen,  ^8  28. 
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■INALYSIS  OF  VEGETABLE  SVBSTANCES. 


Gay-Lussac  et  The'uard,  (MM.)  Sur  I'Analyso  Vegetale  et  Minerale,  ext.  in 
Kecherches  Physico-Chimiqnes,  Tom.  II.  p.  263. 


3.    ANALYSIS  OF  MINERALS. 

Accum  (Fred.)  Analysis  of  Minerals,  12mo,  Lond  1804 

Cramenis  (J.  A.)  Elementa  Artis  DocimasticiB,  2  torn.' Svo,  Lngd.  Bat. 

 Idem  liber,  Svo,  Lng-d.  Bat.  1G44.. 
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4.    DKSCRIPTION  AND  USES  OF  CHEMICAL  APPARATUS. 

Berzolius  (J.  J.)  The  Use  of  the  Blow-Pipo  in  Chemical  Analysis,  &c. 

trans,  by  Children,  8vo,  Lond.  1822. 
Chrk  (E.  D.)  On  the  Gas  Blow-Pipe,  8vo,  Lond.  181!). 
Gottliiig-  (J,  F.  A.)  Description  of  a  Portable  Chest  of  Chemistrv.  12ino, 

Lond.  1791.  ^ 
Griffin  (John)  On  the  Use  of  the  Blow- Pipe,  12mo,  Glasgow,  1827. 


Vn.  APPLICATIONS  OF  CHEMISTRY  TO  THE  ARTS, 
AGRICULTURE,  &c. 


Bancroft  (Edward)  On  the  Philosophy  of  Permanent  Colours,  Vol.  1. 

Bvo,  Lond.  1794. 

 The  same  book,  enlarged,  2  vols.  Bvo,  Lond.  1813. 

Berthollet  (M.)  Ele'mens  de  I'Art  de  la  Teinture,  2  torn.  8vo,  Paris,  1791. 

  The  same  book,  translated  by  Kerr,  2d  Edit.  8vo,  Edin.  1791. 

Born  (M.  de)  Me'thode  d'Extraire  les  Me'taux  parfaits,  4to,  Paris,  1788. 
Chaptal  (J.  M.)  Chiraie  appliquee  aux  Arts,  4  torn.  8vo,  Paris,  18U7. 

 The  same  book  in  English,  4  vols.  8vo,  Lond.  1807. 

Charmes  (Pajot  des)  Art  of  Bleaching,  translated  from  the  French,  8vo, 

Lond.  1799. 
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1813. 
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mistry, 4to,  Lond.  1795. 

Fulhame  (Mrs.)  Essay  on  Combustion,  with  a  New  Art  of  Dyeing  and 
Painting,  8vo,  Lond.  1794. 

Higgins  (Bryan)  On  Calcareous  Cements,  8vo,  Lond.  1780. 

Leather,  Art  of  Currying,  Tanning,  and  Dyeing,  published  by  the  Dublin 
Society,  12mo,  Lond.  1780. 

Lewis  (William)  Comraercium  Piiilosophico-Technicum,  4to,  Lond. 
17G3.  (^2  copies. J 

Neri,  Merret,  et  Kunckel,  (MM.)  L'Art  de  la  Verrerie,  4to,  Paris,  1752. 
Reaumur  (M.  de)  L'Art  de  Convcrtir  le  Fer  Forge'  en  Acier,  et  d'adou- 

cir  le  Fer  Fondu,  4to,  Paris,  1722. 
Saussure  (Theodore  de)  Recherches  Chimiques  sur  la  Vege'tation,  8vo, 

Paris,  1804. 

Uslar  (Von)  Chemico-Phj'siological  Observations  upon  Plants,  trans. 

by  G.  Schraeisser,  8vo,  Edin.  1795. 
Wallerius  (J.  G.)  Elementa  Metallurgica,  8vo,  Holm.  17G7. 
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Alchcmistkal  Philosophers,  Lives  of,  8vo,  Lond.  1815. 
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Combachius  (Lud.)  Tractatus  de  Vero  Sale  Secreto  Philosophorum  et 

de  Universali  Miindi  Spiritii,  Initio,  Casselis,  1651. 
Faber  (J.  P.)  Propugnaculiim  Alchemise,  12mo,  Tolos.  1G45. 
Geber  (Arab.)  Cliemia,  Hornio  Emendata,  12mo,  Lugd.  1760. 
Glauber  (Jo.  Rudolph)  Works,  translated  by  Parke,  folio,  Lond.  1689. 
Hanneman  (J.)  Tantalus  Chemicus,  4to,  Hamb.  1714. 
 Nebo  Chemicus,  4to,  Kilon.  1714. 

Lana  (Francesco)  Prodrome  all'  Arte  Maestro,  folio,  Brescia,  1670. 
Libavius  (A.)  Praxis  Alchemia?,  12rao,  Frank.  1604. 
Lullius  (U.)  Opera,  8vo,  Argent.  1617. 

Magistere  Hermetique,  Traite  de,  ou  la  Pierre  Philosophale  Victorieuse, 

trad,  du  Latin,  12mo,  Amst.  1689. 
Suchton  (Alex.  Van)  Secrets  of  Antimony,  12mo,  Lond.  1670. 
Valentinus  (Basil)  Of  the  first  Tincture,  Koot,  and  Spirit  of  Metals  and 

Minerals,  trans,  by  Cable,  ISmo,  Lond.  1670. 
Wedelius  (G.  W.)  Introductio  ad  Alchemiara,  4to,  Jeuse,  1705. 
Wolfg-ang  (G.)  Introductio  ad  Alchemiam,  4to,  Jense,  1705. 
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1790. 

Bergman  (T.)  On  the  Usefulness  of  Chemistry,  6vo,  Lond.  1783. 
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Goris  (Gerard.)  Chemia  Restituta,  12mo,  Lugd.  13at.  1671. 

Harrington  (Robert)  The  Death  Warrant  of  the  French  Theory  of 
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 Elucidation  and  Extension  of  the  Harringtonian  System  of  Che- 
mistry, 8vo,  Lond.  1819. 

Henry  (William)  On  the  Nature  and  Objects  of  Chemistry,  8vo,  Man- 
chester, 1799. 

Lamarck  (J.  B.)  Refutation  de  la  The'orie  Pneumatique,  8vo,  Paris,  1796. 
Marggravius  (Christian.)  Detectio  Ignorantise  Jacobi  Le  Mort,  12mo, 
Lugd.  Bat.  1687. 

Reid  (D.B.)  Exposure  of  Misrepresentations  in  an  Attack  upon  the 
Author's  Elements  of  Practical  Chemistry  contained  in  Philo- 
sophical Magazine  for  December  1830,  8vo,  Edin.  1831.  (2  copies.) 
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Vol.  IV.  p.  17. 

  Novum  Organura,  sive  Indicia  vera  de  Interpretatione  Naturae, 
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Lond.  N.  D. 
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Bicheno  (L.  E.)  On  Systems  and  Methods  in  Natural  History,  ext.  in 
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8vo,  Metz,  1803. 
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18^5. 

 Specimen  Historiaj  Naturalis  Antiquae  artis  operibus  illustratse,  &c. 
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4to,  Gott,  1816. 
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Boniaio  (M.  V.)  Dictioniiaire  riiisoiine  iinivcrsel  d'Histoire  Natuielle, 

15  torn.  8vo,  Lyon,  1791. 
British  Association  for  the  Advancement  of  Science,  Reports  of,  8vo, 
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1823. 
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1720. 
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Duhamel  (Jo.  B.)  Historia  Academite  Regise  Scieutiarum,  Edit.  2da,  4to, 
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Edin,  1798, 
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— -  The  same  book,  2  vols.  4to,  Edin.  1799. 

Smith  (Sir  J.  E.)  Tracts  relating  to  Natural  History,  8vo,  Lond.  1798. 
 Sketch  of  a  Tour  on  the  Continent,  3  vols.  8vo,  Lond.  1807 

 tV','  i^'"         ^"'^  Progress  of  Natural  History,  ext.  in  Linn.' Trans. 

Vol.  1.  p.  I. 

S5dcrbe^rg^(0.)  Curiositas  Naturalis,  ext.  in  Linnjei  Amcen.  Acad.  Tom.  I. 

Starlv  (John)  Elements  of  Natural  History,  2  vols.  8vo,  Edin.  1828. 

will  w/fl  ^  Nature,  in  Letters  to  a  Traveller  on  the  Alps, 

with  Reflections  on  Atheistical  Philosophy,  6  vols.  8vo,  Lond.  1794! 


NATURAL  HISTORY. 

Swainson  (Wm.)  A  Preliminary  Discourse  on  tlie  Study  of  Natural  His- 

tory,  12mo,  Lond.  1834. 
Touloiizan  ct  Gavoty,  (MM.)  Ilistoire  de  la  Nature,  3  torn.  8vo,  Paris 

Tovvnson  (Robert)  Tracts  and  Observations  in  Natural  History  and 
Physiology,  8vo,  Lond.  1799.  ^ 

Turner  (Sharon)  The  Sacred  History  of  the  World  displayed  in  the 
Creation  and  subsequent  events  to  the  Deluge,  2  vols.  8vo,  Lond. 
1833. 

Wilcke  (H.  C.  D.)  Politia  Naturae,  ext.  in  Linnaii  Amoen.  Acad.  Tom. 
VL  p.  17. 


H.  NATURAL  HISTORY  OF  PARTICULAR  COUNTRIES 

AND  PLACES. 


Alps. — Barry  (Martin)  Ascent  to  the  Summit  of  Mont  Blanc  in  Sep- 
tember 1 834,  8vo,  Edin.  183G.  f2  copies. J 

 Dolomieu  (Deodat  de)  Journal  de  son  dernier  Voyage  aux  Alpes, 

par  Bruun-neer-gaard,  8vo,  Paris,  1802. 

  Saussure  (H.B.de)  Voyages  dans  les  Alpes,  8  torn. 8vo, Geneve,  1787. 

America. — Humboldt  (Alex,  von)  Personal  Narrative  of  Travels  to  the 
Equinoctial  Regions  of  the  New  Continent,  trans,  by  Miss  H.  M. 
"Williams,  7  vols,  (in  6,)  8vo,  Lond.  1814-29. 

Barbadoes. — Hughes  (Griffith)  Natural  History  of  Barbadoes,  foL  Lond. 
1730. 

Brazil. — Marcgravius  (Geo.  de  Leibstad)  Historia  Rerum  Naturalium 
Brasilice,  cura  De  Laet,  fol.  Lugd.  Bat.  et  Arast.  1648. 

  Spix  (J.  B.  von)  and  Martins  (C.  F.  P.  von)  Travels  in  Brazil  in 

1817-20,  Vols.  I.  H.  8vo,  Lond.  1824. 

Britain. — Saintfoud  (B.  F.  de)  Travels  in  England,  Scotland,  and  the 
Hebrides,  2  vols.  8vo,  Lond.  1799. 

Edinburgh. — Rhind  (Wm.)  Excursions  illustrative  of  the  Natural  His- 
tory of  the  Environs  of  Edinburgh,  12mo,  Edin.  1833. 

Iceland. — Mackenzie  (Sir  G.  S.)  Natural  History  of  Iceland,  ext.  in 
Travels  in  Iceland,  4to,  Edin.  1811. 

India. — Redus  (Franc.)  Experimenta  circa  varias  Res  Naturales,  pneser- 
tira  illas  quse  ex  India  afferuntur,  12mo,  Amst.  1C83. 

Jamaica.— Bvowne  (Patrick)  Civil  and  Natiual  History  of  Jamaica,  fol. 
Lond.  1736. 

Jarat. — RazoumoMsky  (M.  le  Comte  G.  de)  Histoire  Naturelle  du 
Jarat  et  de  ses  Environs,  &c.  2  torn.  8vo,  Lausanne,  1789. 

Laplatid.—LmnKm  (Car.)  Lachesis  Laponica,  a  Tour  in  Lajjland,  edited 
by  Sir  J.  E.  Smith,  8vo,  Lond.  1811. 
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Madat/ascar.— Copland  (Samuel)  Natural  History  of  Madagascar,  ext.  in 

Fiistory  of  the  Islaud  of  Madagiiscar,  p.  -^Sl-'dSi;  8vo,  Loud.  1822. 
Madeira. — Pitta  (N.  C.)  Natural  History  of  Madeira,  e.vt.  in  Account  of 

the  Island  of  Madeira,  8vo,  Lend.  1812. 
New  South  Wales,  China,  §-c.— Bennett  (Geo.)  Wanderings  in  New 

South  Wales,  Batavia,  China,  &c.  2  vols.  Svo,  Lond.  18.S4. 
Norway. — Tonning  (H.)  Rariora  Norvegite,   ext.  in  Linusei  Amosn. 

Acad.  Tom.  Vil.  p.  466. 
Pennsylvania. — Barton  (B.  S.)  Fragments  of  the  Natural  History  of  Penn- 
sylvania, Part  1.  fol.  Philadelphia,  1799. 
Polynesia. — Ellis  (Wm.)  Polynesian  Researches  during  a  residence  of 

nearly  8  years  in  the  Society  and  Sandwich  Islands,  2d  Edit.  4  vols. 

12mo,  Lond.  1831-33. 
Pompeii. — Schonberg  (J.  J.  Alb.  von)  Ueber  einen  neuen  Naturhistori- 

schen  Fund  in  Pompeji,  Svo,  Nuruberg,  1827. 
Pyrenees. — Ramond  ( — )  Observations  faites  dans  les  Pyrenees,  Svo, 

Paris,  1789. 

Russia. — Karamyschew  (A.  de)  Necessitas  Historia?  Naturalis  Rossiae, 

ext.  in  Liuneei  Amoen.  Acad.  Tom.  VII.  p.  438. 
Selborne. — White  (Gilbert)  The  Natural  History  of  Selborne,  2  vols.  Svo, 

Lond.  1825. 

Sweden. — Linnteus  (Car.)  De  Peregrinationibus  intra  patriam,  ext.  iu 

Amoen.  Acad.  Tom.  II.  p.  408. 
Tristan  da  Ctinha. — Carmichael  (D.)  History  of  the  Island  of  Tristan  da 

Cuiiha,  ext.  in  Linncan  Trans.  Vol.  XII.  p.  483. 

(For  Journals,  Encyclopaedias,  and  Dictionaries  of  Natural  History,  and  Traneactions  of  Natural 
History  Societies,  Vid.  Part  IV.  Miscellanies.) 


IIL  PARTICULAR  DEPARTMENTS  OF  NATURAL  HISTORY. 


A.  ZOOLOGY. 


1.    GENERAL  WORKS  ON  ZOOLOGY. 


Aristotelos.— Historia  Animalium  (Grsece,)  Tom.  III.  Svo,  Veuet.  1553 
 Opera  Omnia  quw  extant  (Grace'  et  Latine,)  cura  Du  Val  4  tom' 

fol.  Paris,  1G19.  ' 
Bailly  (M.)  Lettres  a  M.  Le  Roi  sur  la  question  si  les  Animaux  sont  cn- 

tiercraent  prives  d'ImaHination,  ext.  in  Discours  et  Memoires  Tom 

II.  p.  109,  Svo,  Paris,  1790.  ' 
Balk  (L.)  Museum  Adolpho-Fridericiauum,  ext.  iu  Unnm  Amoen.  Acad 

lorn.  I.  p.  536.  * 
Bingley  (W.)  Animal  Biography,  3  vols.  Svo,  Lond.  1803. 
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Blainvillo  (II.  M.  Ducrotay  de)  Coiirs  de  Physioloijie  Geiierale  et  Com- 

pai  ee,  3  torn.  8vo,  Paris,  1835. 
Blunieiibach  (J.  F.)  Short  System  of  Comparative  Anatomy,  trans,  by 

Lawrence,  8vo,  Lond.  1807. 

 The  same  book,  2d  Edit,  by  Coulson,  8vo,  Lond,  1827. 

Caius  (Joannes)  De  Rariorum  Animalinm  Historia,  &(;.  18mo,  Lond.  1370. 
Camper  (Pierre)  Oiuvres,  qui  out  pour  objet  I'Histoire  Naturelle,  I'An- 

atomie  Compare'e,  &c.  3  torn.  8vo,  Paris,  1803,  avec  Atlas  in  folio. 
Cuvier  (G.)  Tableau  de  I'Histoire  Naturelle  des  Animau.^,  8vo,  Paris, 

1798. 

 Introduction  to  the  Study  of  the  Animal  Economy,  trans,  by  Allen, 

8vo,  Edin.  1801. 

 Le  Regne  Animal  distribue  d'apres  son  Organisation,  4  tom.  8vo, 

Paris,  1817; 

 The  same  boolc,  trans,  by  H.  M'Murtrie,  8vo,  Lond.  1834-. 

Deusinji^ius  (Ant.)  De  Ratione  et  Loquela  Brutorum  Animantium,  ext. 

in  Fascic.  Dissert,  p.  187,  12rao,  Grouingae,  1600. 
Dumeril  (A.  M.  C.)  Zoologie  Analytique,  8vo,  Paris,  1806. 
Dutrochet  (M.  H.)  Recherches  Anatomiques  et  Physiologiques  sur  la 

Structure  intime  des  Auimaux  et  des  Vegetaux,  et  sur  Icur  Motilite, 

8vo,  Paris,  1824. 

Edwards  (H.  Milne)  Ele'mens  de  Zoologie,  Parties  1.  II.  et  III.  8vo, 
Paris,  1834-35. 

Faber  (Hon.)  De  Plantis,  et  de  Generatione  Animalinm,  4to,  Paris,  1666. 
Fleming  (Rev.  John)  The  Philosophy  of  Zoology,  2  vols.  8vo,  Edin.  1822. 
Fryer  (Ed.)  De  Vita  Animantium  et  Vegetantium,  8vo,  Lu;;d.  Bat.  1785. 
Gesner  (Conrad.)  Historia  Animalium,  fol.  Tiguri,  1351. 
Grant  (R.  E.)  On  the  Study  of  the  Animal  Kingdom,  8vo,  Lond.  1829. 
Haller  (Albert  von)  On  the  Sensible  and  Irritable  parts  of  Animals,  trans. 
8vo,  Lond.  1735. 

 Sur  la  Nature  Sensible  et  Irritable  des  Parties  du  Corps  Animal, 

3  torn.  12mo,  Laus.  1736. 

Jenyns  (Leonard)  Report  on  the  recent  Progress  and  present  State  of 
Zoology,  ext.  in  Report  of  Fourth  Meeting  of  British  Associa- 
tion, p.  143,  8vo,  Lond.  1835. 

Kirby  (Wm.)  Bridgewater  Treatise;  On  the  History,  Habits,  and  Instincts 
of  Animals,  2  vols.  8vo,  Lond.  1835. 

Lamarck  (J.  B.)  Philosophie  Zoologique,  2  tom.  8vo,  Paris,  1809. 

Langrish  (B.)  Physical  Experiments  upon  Brutes,  8vo,  Lond.  1746. 

LavATence  (William)  Lectures  on  Physiology,  Zoology,  and  the  Natural 
History  of  Man,  8vo,  Lond.  1819.  (2  copies.) 

Martinius  (Georg.)  De  Similibus  Animalibus,  et  Animalium  Calore,  8vo, 
Lond.  1740. 

Metherie  (M.  De  La)  Sur  I'Organisation  Animale  et  Vegetale,  12mo, 

Paris,  1780.  ,     .  . 

Nicholas  (P.  F.)  Me'thode  de  Preparer  et  Conserver  les  Animaux,  8vo, 

Paris,  1801. 

Pallas  (P.  S.)  Miscellanea  Zoologica,  4to,  Hagfe,  17P6. 

Saint-Hilaire  (GcoflFroy)  Principes  de  Philosophie  Zoologique,  8vo,  Pans, 

Shaw  ^(George)  General  Zoology,  Vols.  I— XI.  8vo,  Lond.  lFOO-10. 
Spallanzani  (Lazaro)  Opuscules  de  Physique  Animale  et  Vegetale,  trad. 

par  Sene'bier,  2  tom.  8vo,  Geneve,  1777. 
 On  the  Natural  History  of  Animals  and  Vegetables,  trans,  from  the 

Italian,  &c.  2  vols.  8vo,  Lond.  1784.  o     rj-  i-o<» 
 Tractson  theNatureof  Animals  and  Vegetables, trans.  8vo,  Edin.  1 
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Stewart  (Charles)  Elements  of  the  Natural  History  of  the  Animal  King- 
dom, 2  vols.  8vo,  Edin.  1817.  (9.copies.) 

Svvainson  (W.)  On  Zoology  and  the  Distribution  of  Animals,  ext.  in 
Murray's  Encyclopaedia  of  Geography,  8vo,  Lond.  1834h._ 

 A  Treatise  on  the  Geography  and  Classification  of  Animals,  12mo, 

Lond.  1835. 

Wilson  (James)  Illustrations  of  Zoology,  fol.  Edin.  1831. 

Zoological  Society  of  London,  Transactions  of,  Vol.  L  4to,  Lond.  1834;-35. 

(For  other  Works  on  Comparative  Aiiatomy,  Vid.  p.  20,  et  seq.) 


2.    WORKS  ON  THE  ZOOLOGY  OF  PAUTICULAR  COUNTHTES  AND  PLACES. 


Arctic  Regions,  Zoology  of,  ext.  in  Appendices  to  Parry's  Journals  and 
Narrative,  4to,  Lond.  1821-28. 

— —  Zoology  of,  by  Dr.  Richardson,  ext.  in  Appendix  to  Back's  Narra- 
tive, p.  475,  8vo,  Lond.  1836. 

Fleming  (John)  History  of  British  Animals,  8vo,  Edin.  1828. 

Humboldt  (Alexander  von)  et  Bonpland  (A.)  Recueil  d' Observations  de 
Zoologie  et  d'Anatomie  Comparee  dans  I'Ocean  Atlantique,  &c.  2tom. 
4to,  Paris,  1805. 

Linnaeus  (Car.)  Fauna  Suecica,  8vo,  Holm.  1761. 

Pennant  (Thomas)  British  Zoology,  4  vols.  8vo,  Lond.  1749. 

 Arctic  Zoology,  2  vols.  4to,  Lond.  1778. 

Raffles  (SirT.  S.)  Descriptive  Catalogue  of  a  Zoological  Collection  made 
in  Sumatra,  ext.  in  Linn.  Trans.  Vol.  XIIL  p.  239. 

Richardson  (John)  and  Swainson  (Wm.)  Fauna  Boreali- Americana,  or 
the  Zoology  of  the  Northern  Parts  of  British  America,  2  vols.  4to, 
Lond.  1829-31. 

Sundius  (P.)  Surinamensia  Grilliana,  ext.  in  Liunaei  Amcen.  Acad.  Tom. 
L  p.  489. 


3.    rrORKS  ON  PARTICULAR  CLASSES  OF  ANIMALS. 


a.  Vertebrata. 


*  a.  Vertebrata  Generally, 

Jenyns  (Leonard)  A  Manual  of  British  Vertebrate  Animals.  Svo.  Cam- 
bridge, 1835. 

Magendie  (F.)  et  Desmoulins  (A.)  Anatomic  des  Systemes  Nerveux  des 
Animaux  a  verlebres,  2  tom.  Svo,  Paris,  1825,  avec  Atlas  in  4to 

Thomson  (Allen)  On  the  Development  of  the  Vascular  System  in  the 
Foetus  of  Vertebrated  Animals,  8vo,  Edin.  1830. 
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*  b.  Particular  Classes  of  Vertebrala. 


*  *  a  Mammalia. 


Adam  (Walter)  On  the  Osteological  Symmetry  of  the  Camel,  ext.  in  Linn. 

Trans.  Vol.  XVJ.  p.  525. 
Aldrovandus  (Ulysses)  De  Qiiadrupedibus  Solipedibus,  cura  Uterverii, 

fol.  Bonon.  1639. 

Bell  Cfhos.)  On  the  Bradypus  Tridactylus  or  Three-Toed  Sloth,  ext.  in 

Zoolon-.  Trans,  Vol.  I.  p.  11.3. 
Bennett  (E.  T.)  On  the  M'horr  Antelope,  ext.  in  Zoolog.  Trans.  Vol.  I. 

P-  1- 

 On  the  Chinchillidse,  a  Family  of  Herbivorous  Kodeutia,  ext.  ibid. 

pp.  35  and  331. 

  On  Cryptoprocta,  a  new  Genus  of  Viverridse,  ext.  ibid.  p.  137. 

—  On  Macropus  Parryi,  a  Species  of  Kangaroo,  ext.  ibid.  p.  295. 
Bennett  (Geo.)  On  the  Natural  History  and  Habits  of  the  Ornithoryn- 

chns  Paradoxus,  ext.  ibid.  p.  229. 
Bowdich  (T.  E.)  Analysis  of  the  Natural  Classifications  of  Mammalia, 

8vo,  Paris,  1821. 

Brandt  (J.  F.)  De  Mamnialinm  quorundam  praesertim  Quadruraauorum 

Vocis  instrumento,  4to,  Berolini,  181G. 
Caius  (Joannes)  De  Canibus  Britannicis,  18mo,  Lend.  1570. 
Camper  (Pierre)  Description  Anatomique  d'un  Elephant  Male,  fol.  Paris, 

1802. 

  Le  nieme  livre,  ext.  in  Q^uvres,  Tom.  II.  p.  21. 

Grant  (R.  E.)  On  the  Paca  of  Brazil,  8vo,  Edin. 

Hart  (John)  Description  of  the  Skeleton  of  the  Fossil  Deer  of  Ireland, 

(Cervus  Megaceros),  Bvo,  Dublin,  1830. 
Hoffberg  (C.  F.)  Cervus  Tarandus,  ext.  in  Linnaei  Amcen.  Acad.  Tom.  IV. 

p.  144. 

Knox  (R.)  On  the  Wombat  of  Flinders,  8vo,  Edin. 

Lindecrantz  (E.  M.)  De  Cane  Familiari,  ext.  in  Linnaei  Amcen.  Acad. 

Tom.  IV.  p.  43. 
Lindh  (J.)  Sns  Scrofa,  e.Tt.  ibid.  Tom.  V.  p.  461. 

Meckel  (J.  F.)  Ornithorynchi  Paradoxi  Descriptio  Anatomica,  fol.  Lips. 
1826. 

Morgan  (John)  On  the  Mammary  Organs  of  the  Kangaroo,  ext.  in  Lum. 

Trans.  Vol.  XVI.  pp.  61  and  455. 
Nauman  (I.  J.)  Mus  Porcellus,  ext.  in  Linnaei  Amcen.  Acad.  Tom.  IV. 

p.  190. 

Ogilby  (W.)  On  Cynictis,  a  new  genus  of  Carnivora,  ext.  in  Zool.  Trans. 
Vol.  I.  p.  29. 

Owen  (Richard)  On  the  Anatomy  of  Felis  jubata  or  the  Cheetah,  ext.  in 

Zool.  Trans.  Vol.  I.  p.  129. 

 On  the  Young  of  the  Ornithorynchus  Paradoxus,  ext.  ibid.  p.  221. 

 On  the  Osteology  of  the  Chimpanzee  and  Ourang  Utan,  ext.  ibtd. 

p.  343. 

PalmwHS  (J.)  De  Ove,  ext.  in  Linnaei  Amcen.  Acad.  Tom.  IV.  p.  IG9. 
Pennant  (  Tlios.)  Synopsis  of  Quadrupeds,  &vo.  Chest.  1771. 
Peyerns  (J.  C.)  De  Ruminantibus  et  de  Rummatione,  4to,  Basil.  IGSo. 
C2  copies.  J 
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Ray  (John)  Sj^nopsis  Metliodica  Animalium  Quadrupedum,  &c.  8vo, 
Lond.  1()93. 

Richardson  (John)  On  the  Quadrupeds  of  the  Arctic  Regions,  ext.  in 
Appendix  to  I'iirry's  Second  Journal,  p.  285,  4to,  Lond.  1825. 

 and  Stvainson  (Win.)  Fauna  Boreali-Americana,  Part  I.  Quadru- 
peds, 4to,  Lond.  1829. 

Ross  (J.  C.)  Mammalia  of  Arctic  Regions,  ext.  hi  Appendix  to  Parry's 
Third  Journal,  p.  92,  4to,  Lond.  1826. 

 Mammalia  of  Arctic  Regions,  ext.  in  Appendix  to  Parry's  Narrative 

of  an  attempt  to  reach  the  North  Pole  in  1827,  p.  190,  4-to,  Lond. 
1828. 

Sabine  (E.)  Mammalia  of  Arctic  Regions,  ext.  in  Appendix  to  Parry's 

First  Journal,  p.  183,  4to,  Lond.  1821-24, 
Smee  (Walter)  Account  of  tlie  Maneless  Lion  of  Guzerat,  ext.  in  Zool. 

Trans.  Vol.  1.  p.  165. 
Svvainson  (W.)  On  the  Natural  History  and  Classification  of  Quadru- 
peds, 12mo,  Lond.  1835. 
Tiedemann  (F.)  Icones  cerebri  Simiarum  et  quorundam  Mammalium 

rariorum,  fol.  Heidelb.  1821. 
Valentin  (G.)  On  the  Human  Ovum,  with  a  Comparative  View  of  the 

Development  of  the  Ova  of  Mammalia  and  Birds,  trans,  by  Martin 

Barry,  8vo,  Edin.  1836. 
White  (Charles)  Natural  History  of  th^eCow  relatively  to  the  Production 

of  Milk,  Svo,  Warrington,  1785. 
Ziramermann  (E.  A.  G.)  Specimen  Zoologiae  Geographicse  Quadrupedum, 

4to,  Lugd.  1777.  ( 2  copies.) 
 Description  d'un  Embryon  d'Elephant,  4to,  Erlang.  1783. 


(For  Works  on  (he  Horse  and  other  Domestic  Animals,  Vid.  Part  IV.  Chapter  I.) 


*  *  b.  Birds. 


Biickman  (A.  P.)  Fundamenta  Ornithologica,  ext.  in  Linnsei  Aracen.  Acad. 

Tom  VII.  p.  109. 
Bewick  (T.)  History  of  British  Birds,  2  vols.  Svo,  Newcastle,  1816. 
Boyle  (Hon.  Robert)  A  Way  of  Preserving  Birds  taken  out  of  the  Ess. 

ext.  in  Works,  Vol.  HI.  p.  138.  ^ 
Bowdich  (T.  E.)  An  Introduction  to  the  Ornithology  of  Cnvier,  Bvo, 

Paris,  1821. 

Buffon  (M.  le  Comte  de)  Histoire  Naturelle  des  Oiseaux,  9  torn,  4to, 
Paris,  1770. 

Ekmarck  (C.  D.)  Migrationes  Avium,  ext.  in  Linnsei  Amcen.  Acad.  Tom. 
IV.  p.  565. 

Forster  (Thomas)  On  the  Natural  History  of  Swallows,  Svo,  Lond.  1817. 
Gould  (John)  Ou  a  new  genus  in  the  family  Corvidte,  ext.  in  Zool, 

Trans.  Vol.  I.  p.  87. 
 On  Eurylaimus  lunatus,  ext.  ibid.  p.  175. 

Haller  (Albert  von)  Sur  la  Formation  du  Coeur  dans  le  Poulet  12mo 
Laus.  1758.  '  * 

— —  Sccondc  Me'moire  sur  Ic  menie  sujet,  12mo,  Laus.  1758, 
Horslield  (T.)  Description  of  Birds  from  Java,  ext.  in  Linn.  Trans,  Vol 
XI II.  p.  133. 
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Latham  (John)  On  the  Tracliere  of  various  kinds  of  Birds,  with  plates 
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Physiology. 

*  a.  Anatomj/  and  Physiology  of  particular  Parts  of  Plants. 

Agardh  (Prof.)  On  the  Originary  Structure  of  the  Flower  and  the  Mutual 
Dependency  of  its  Parts,  ext.  in  Report  of  Third  Meeting  of  Bri- 
tish Association,  p.  433,  Svo,  Lond.  1834. 

Berger  (A.  M.)  Calendarium  Florae,  ext.  in  Linnsei  Amoen.  Acad.  Tom. 
IV.  p.  387. 

Bonnet  (C.)  Recherches  sur  I'Usage  des  Feuilles  dans  les  Plantes,  4to, 
Gott.  1754. 

Duhamel  (Jo.  B.)  De  I'Exploitation  des  Bois,  2  torn.  4to,  Paris,  17G4. 
Gaertner  (Joseph.)  De  Fructibus  et  Seminibus  Piantarum,  3  torn,  4to, 

Lips.  1801-1805,  cum  2  torn.  Iconura  in  4to. 
Griiberg  (J.  M.)  Fundamenta  Fructificationis,  ext.  in  Linncei  Amcen. 

Acad.  Tom.  VL  p.  279. 
Hall  (B.  U.)  Nectaria  Fiorura,  ext.  ibid.  p.  263. 

Hedwig  (D.  S.)  De  Fibres  Animalis  et  Vegetabilis  ortu,  4to,  Lips.  1790. 

Hill  (John)  The  Construction  of  Timber  from  its  early  Growth,  explain- 
ed by  the  Microscope,  fol.  Lond.  1770. 

Keith  (P.)  On  the  Development  of  the  Seminal  Germ,  ext.  in  Liau. 
Trans.  Vol.  XL  p.  252. 

 On  the  Origin  of  Buds,  ext.  ibid.  Vol.  XVL  p.  424. 

Lolling  (P.)  De  Gemmis  Arborum,  ext.  in  Liuna>i  Amoen.  Acad.  Tom.  11. 
p.  182. 

Malpighius  (Marc.)  De  Seminum  Vegetatione,  ext.  in  Oper.  Om.  Tom. 
\\.  p.  1. 

 De  Radicibus  Piantarum,  ext.  ibid.  p.  54. 

Martyn  (Thomas)  On  the  Flowering  of  certain  Plants,  ext.  in  Linn. 
Trans.  Vol.  IV.  p.  158. 
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*  b.  Anatomy  and  Physiology  of  Particular  Plants,  and 
Classes  of  Plants. 

Alg<B^Ve\\ey  (Thomas)  On  the  Nature  and  Propagation  of  Marine 
PlantSj  e.xt.  in  Linn.  Trans.  Vol.  V.  p.  145. 
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Asclepiadece.— Brown  (R.)  On  the  Org-ans  of  Feciuulation  in  Asclepiadea; 
with  phites,  ext.  in  Linn.  Trans.  Vol.  XVI.  p.  685. 

Co7r}positce.—Bi:r\ihey  (J.  Le  Francq.  van)  Rxi)ositio  Characteristiea 
Stiuctniaj  Floruni  qui  dicuntur  Coinpositi,  Diss.  Iiiau<r.  4to,  Lu'^d 
Bat.  J7(iU.  o       .  o 

Crt/ploprmwus  Plants.— Hei\w\g  (D.  S.)  Theoria  Generatiotii.s  et  Friic- 
tilicationi.s  Plaiitarum  Ciypto{>:amicarum  Linna;^  4to,  Li|isiEe,  179b. 

Epiphytes.~Ma.]i,i^h\MH  (M.)  De  Plantis  quae  in  aliis  veg-etant,  ext.  in 
Oper.  Oni.  Tom.  11.  p.  49. 

Fruit- Trees —Dwhiuwei  (Jo.  B.)  Traite'  des  arbres  Fruitiers,  3  torn.  8vo, 
Paris,  1782. 

GramiiiecB. — Ynle  (John)  On  the  Germination  of  the  Graminea;,  8vo, 
Ediu.  1810. 

Lathraa. —  Bowman  (J.  E.)  Remarks  on  the  Mode  of  Growth  and  Nu- 
trition of  Lathr^ea  squamaria,  with  plates,  ext.  in  Linn.  Trans.  Vol. 
XVI.  p.  399. 

Musci. — Bergius  (P.J.)  De  Seminibus  Muscorum,  ext.  in  Linnaii  Amcen. 

Acad.  Tom.  II.  p.  284. 
 Brown  (K.)  On  the  Fructification  of  Mosses,  ext.  in  Linn.  Trans. 

Vol.  X.  p.  312. 

Orchideas. — Brown  (A.)  On  the  Organs  of  Fecundation  in  Orchideie, 

with  plates,  ext.  in  Linn.  Trans.  Vol.  XVI.  p.  C85. 
Passiftora. — Sowerby  (James)  On  the  Structure  of  the  Flowers  of  Si.x 

Species  of  PassiQora,  ext.  in  Linn.  Trans.  Vol.  II.  p.  19. 
Trees. — Duharael  (Jo.  B.)  La  Physique  des  Arbres,  4to,  Paris,  17j8. 


*  c.  Works  on  Particular  Doctrines  in  Vegetable  Physiology. 

Bertholon  (M.  I'Abbe')  Sur  I'Electricite'  des  Ve^etaux,  Svo,  Paris,  1783. 
Bremer  (P.)  Somnus  Plantarum,  ext.  in  Linnrei  Amcen.  Acad.  Tom.  IV. 
p.  333. 

Dahlberg  (N.  E.)  Metamorphosis  Plantarura,  ext.  ibid.  p.  368. 

Dewar  (Henry)  On  the  Nutrition  of  Cuticle,  Nails,  Hair,  Feathers,  and 

Plants,  Svo,  Ediii.  1820. 
Dutrochet  (M.)  Nouvellcs  Recherches  sur  TEndosmose  et  I'Exosmose, 

,,    Svo,  Paris,  1828. 
Ellis  (Dan.)  On  the  Changes  of  Atmospheric  Air  in  Respiration  and 

Vegetation,  Svo,  Edin.  1807-11.  (2  copies. J 
Faber  (J.  J.)  Prolepsis  Plantarum,  ext.  in  Linnaji  Amcen.  Acad.  Tom. 

VI.  p.  3Gj. 

Girou  (Ch.)  Sur  I'Evolution  des  Plantcs,  Svo,  Paris,  1831. 

Goethe  (J.  W.  de)  Essai  sur  la  Metamorphose  des  Plantes,  Fran^ais  et 

Allemand,  Svo,  Stuttgart,  1831. 
Hornborg  (B.)  De  Transmutatione  Frnmentorum,  ext.  in  Linnsei  Amcen. 

Acad.  Tom.  V.  p.  106. 
Huber  (Fran.)  Mdmoires  sur  I'lnfluence  de  I'Air  dans  la  Germination, 

Svo,  (Jeneve,  1801. 
Humboldt  (Alex,  von)  Florce  Fribergensis  Specimen,  et  Aphorismi  ex 

Doctrina  Physiologia;  Chemicse  Plantarum,  4to,  Bcrol.  1793. 
Lindley  (J.)  On  Morphology,  or  the  Metamorphosis  of  Organs,  ext.  in 

Introduction  to  Botany,  2d  Edit.  p.  524. 
 On  the  principal  Questions  debated  in  the  Philosophy  of  Botany, 

ext.  in  Report  of  Third  Meeting-  of  British  Association,  p.  27,  Svo, 

Lond.  18.34. 
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LinntEUS  (Car.)  On  the  Sexes  of  Plants,  translated  by  Sir  J.  E.  Smith, 

MonJiolm^ov  tllif  Theoretical  Structure  of  Flowers,  ext.  in  Library  of 

Useful  knowledge,  p.  59,  Article  Botaiiy.  t^,.  i7Qn 

Rotheram  (1.)  Vindication  ol  the  Sexes  of  Plants,  8vo,  Edin.  1790. 
Saussure  (Theod.  de)  Recherches  Chimiques  sur  la  VeV,?tation,  8vo, 

Paris,  ISO-i.  o  ,  •  i 

Senebier  (Jean)  Sur  I'lnfluence  de  la  Luraiere  Solaire  pour  modifier  les 

Etres  des  Trois  Regnes  de  la  Nature,  et  surtout  ceux  dii  Regne 

Vegetal,  3  torn.  8vo,  Geneve,  1782.  _ 
Tupper  (James  Perchard)  Outhe  Probability  of  Sensation  in  Vegetables, 

Svo,  Lond.  1811.  .      .  ,     i  t 

UUniark  (H.)  Prolepsis  Plantarum,  ext.  in  Lmniei  Amcen.  Acad.  lom. 

VI.  p.  324'.  .  ^  , 

Wahlboni  (J.  G.)  Sponsalia  Plantarum,  ext.  in  Linniei  Amcen.  Acad. 

Tom.  I.  p.  C I . 

White  (Charles)  On  the  Regeneration  of  Animal  and  Vegetable  Sub- 
stances, Svo,  Warrington,  1785. 


4.    DESCRIPTIVE  BOTANY. 


a.  General  Floras. 


Alton  (William)  Hortus  Kewensis,  2d  Edit.  5  vols.  Svo,  Lond.  1810-13. 
Bauliinus  (Caspar)  Prodromus  Theatri  Botanici,  4to,  Basil.  1G71. 
 Pinax  Theatri  Botanici,  4to,  Basil.  1671. 

Bauliinus  (Joaun.)  Cherlerus,  Chabiieus,  et  (SrafFenreid,  Historia  Plan- 
tarum Universalis,  3  toin.  fol.  Ebrodun.  1G50-51. 

Boerhaave  (Hermann.)  Historia  Plantarum  qnaj  in  Horto  Academico 
Lugd.  Bat.  crescunt,  12mo,  Roma?,  1727. 

Cfesalpiuns  (And.)  De  Plantis  Libri  XVI,  4to,  Florentise,  1583. 

Cliisiiis  (Carohis)  Rariornm  Plantarum  Historiiv,  fol.  Antverpiie,  1601. 

Dalecharap  (Jac.)  Icones  30  Stirpium  iiondum  delineatarum,  12mo, 
Lugd.  Bat.  1558.  . 

Darwin  (Charles)  Botanic  Garden,  4to,  Lond.  1791. 

Decaiulolle  (Aug.  Pvr.)  Regni  Vegetabilis  Systema  Naturale,  Tom.  I.  II. 
Svo,  Paris,  lSlH-21. 

  Prodromus  Sytit  ;niatis  Naturalis  Regni  Vegetabilis,  Partes  I.  11. 

111.  Svo,  Paris,  1824-28. 

Gerarde  (John)  Herball,  or  Generall  Historie  of  Plantcs,  by  Johnston, 
4to,  Lond.  1G86. 

Gesner  (Conrad.)  Opera  Botanica,  cura  Schmiedel,  fol.  Noriniben^ 
1754. 

Jolyclerc  (N.)  Ilistoire  Naturelle  et  Methodique  des  Plantes,  5tom.  Svo, 
Paris,  1799. 

Jus.sleu  (Ant.  Laur.  de)  Genera  Plantarum  secundum  Ordiues  Naturales 

disposita,  Svo,  Paris,  1789. 
Linnajus  (Car.)  (4(Miera  Plantarum,  Svo,  Holm.  1754. 
  Species  Plantarum,  2  torn.  Holm.  1762-C3. 

  Species  Plantarum,  Edit.  4ta,  cura  Willdenow,  Tom.  L-V.  in  8  torn. 

8vo,  Bcrol.  1797—1816. 
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Linnaeus  (Car.)  Supplemontum  Plantarum,  Brunsvig.  1781. 

 Systema  Vegetabiliiira,  Edit.  13ma,  curfi  Persoon,  8vo,  Gott.  1797. 

Loudon  (J.  C.)  Encyclopifidia  of  Plants,  8vo,  Lond.  1829. 
Ludwig'  (Christ.  Fred.)  Definitiones  Generum  Plantarum,  8vo,  Lips. 
17G0. 

Martinus  (R.)  Dissertatio  Botanica  qua  Plantae  Martino-Burserianse  ex- 

plicantur,  ext.  in  Linnasi  Amoen.  Acad.  Torn.  I.  p.  299. 
Millar  (Philip)  The  Gardener's  and  Botanist's  Dictionary,  by  Martyn, 

2  vols,  (in  4  parts,)  folio,  Lond.  1807. 
Persoon  (C.  H.)  Synopsis  Plantarum,  seu  Enchiridium  Botanicura,  2  torn. 

18mo,  Paris,  1805-7. 
Plukenetius  (Leon.)  Opera  Botanica,  4  torn,  (in  3  compact.)  4to,  Lond. 

1769. 

Ray  (John)  Historia  Plantarum,  3  torn.  fol.  Lond.  1G86-I704. 
Registei;  Botanical,  by  Edwards,  Vol.  I.-VII,,  8vo,  Lond.  1815-21. 
Smith  (Sir  Jas.  E.)  Plantarum  ex  Herbario  Linnseano  Icones,  3  torn.  fol. 
Lond.  1791. 

Tournefort  (.Joseph.  Pitton)  Institutiones  Rei  Herbarise,  3  torn.  4to, 

Paris.  1700.  (Tom.  II.  et  III.  continent  Icones.) 
 Idem  liber,  Edit.  3tia,  4to,  Paris.  1719. 

Ventenat  (E.  P.)  Tableau  du  Kegne  Vege'tal  selon  la  Methode  de  Jussieu, 

4)  tom.  8vo,  Paris,  1799. 
Weston  (Richard)  Universal  Botanist  and  Nurseryman,  2  vols.  8vo, 

Lond.  1770. 


b.  Floras  of  Particular  Countries  and  Places. 


*  a.  Floras  of  Britain. 


*  *  a.  British  Flora  Generally. 


Galpine  (John)  Synoptical  Compend  of  British  Botany,  2d  Edit.  12mo, 
Liverpool,  1819. 

Gruf  berg-  (J.O.)  Flora  Anglica,  ext.  in  Linnaei  Amoen.  Acad.  Tom.  IV. 
p.  88. 

Hooker  (Sir  W.  J.)  Britisli  Flora,  2  vols.  8vo,  Lond.  1830-36. 
Hudson  (Gul.)  Flora  Anglica,  8vo,  Lond.  1762. 

 Idem  liber,  2  tom.  8vo,  Lond.  1771. 

Hull  (John)  British  Flora,  8vo,  Manchester,  1799. 

Lindley  (John)  Synopsis  of  the  British  Flora  arranged  according  to  the 

Natural  Orders,  12mo,  Lond.  1829. 
Ray  (John)  Synopsis  Methodica  Stirpium  Britannicarum,  Edit.  3tia, 

8vo,  Lond.  1724.  ,  ,        .  i 

Smith  (Sir  J.  E.)  Flora  Britannica,  3  tom.  8vo,  Lond.  1800.  (2  copies. J 

 Compendium  Florae  Britannicrr,  i2mo,  Lond.  1816. 

 Idem  liber,  Edit.  4ta,  12mo,  Lond.  1825. 

 The  English  Flora,  4  vols.  8vo,  Lond.  1824-28. 

Sowerby  (James)  English  Botany,  33  vols.  8vo,  Lond.  1790—1814. 
 General  Index  to  the  same  Work,  with  references  in  Mb.  by  J. 

Scott,  8vo,  Lond.  1814-18. 
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Sovvcrby  (James)  Supplement  to  English  Botany,  with  Descriptions  by 

Hooker,  2  vols.  8vo,  Lond.  1829-35. 
Witberino-  (William)  Botanical  Arrangement  of  British  Plants,  2  vols. 

Svo.'toad.  1776. 

 The  same  book.  Vol.  III.  Part  I.  Bvo,  Lond. 

 The  same  book,  2d  Edit.  3  vols.  8vo,  Birmingham,  1787-92. 

 The  same  book,  3d  Edit.  4  vols.  8vo,  Birmingham,  1796. 

  The  same  book,  7th  Edit.  4  vols.  8vo,  Lond.  1830. 

 Systematic  Arrangement  of  British  Plants,  by  Macgillivray,  12mo, 

Lond.  1830. 

*  *  b.  Descriptions  of  Particular  Classes  of  British  Plants. 

GraminecB. — Curtis  (W.)  On  the  British  Grasses,  8vo,  Lond,  1812. 
Cryptogamous  Plants  in  General. — Dickson  (Jacobus)  .Fasciculi  tres 

Plantarum  Cryptogamicarurn  BritannijB,  4to,  Lond.  1783. 
 Greville  (R,  K.)  Scottish  Cryptogamic  Flora,  6  vols.  8vo,  Edin. 

1823. 

Algce. — Goodenough  (Sam.)  and  Woodward  (T.  J.)  On  the  British 
Fuci,  with  particular  Descriptions  of  each  Species,  and  plates, 
ext.  in  Linn.  Trans.  Vol.  III.  p.  84. 

 Greville  (R.  K.)  Algse  Britannicje,  with  plates,  8vo,  Edin. 

1830. 

 Hooker  (Sir  W.  J.)  Descriptions  of  British  Algte,  ext.  in 

British  Flora,  Vol.  II.  Part  I.  p.  248. 
 Turner  (Dawson)  Synopsis  of  the  British  Fuci,  2  vols,  (bound 

in  1.)  12mo,  Lond.  1802. 
 Velley  (Thomas)  Ou  Marino  Plants  found  on  the  Southern 

Coast  of  England,  folio,  Bath,  1793. 
Filices. — Bolton  (James)  Filices  Britannicoe,  4to,  Leeds,  1790. 
 Hooker  (Sir  W.  J.)  On  British  Ferns,  ext.  in  British  Flora, 

Vol.  I. 

 Smith  (Sir  J.  E.)  On  British  Ferns,  ext.  in  English  Flora,  Vol. 

IV.  p.  273. 

Fungi.— Berkeley  (Rev.  M.  J.)  British  Fungi,  ext.  in  Hooker's  Bri- 
tish Flora,  Vol.  II.  Part  II. 

 Sowerby  (James)  Coloured  Figures  of  English  Fungi,  2  vols. 

fol.  Lond.  1803. 

Lichens.— Hooker  (Sir  W.  J.)  Descriptions  of  British  Lichens, 

ext.  in  British  Flora,  Vol.  II.  Part  I.  p.  1^9. 
Musci  — Hooker  (Sir  W.  J.)  Descriptions  of  British  Mosses,  ext.  in 

British  Flora,  Vol.  II.  Part  I.  p.  1. 
 Hooker  and  Taylor  (Thomas)  Muscologia  Britannica,  8vo, 

Lond.  1818. 


»  # 


c.  Floras  of  particular  parts  of  Britain. 


Peratc/j.— Johnston  (George)  Flora  of  Berwick-upon-Tweed,  2  vols 
12mo,  Edin.  1829-31.  .wo. 

Edinburgh.— GreViWe  (R.  K.)  Flora  Edinensis,  8vo,  Edin.  1824 

England.-Ye\\ey  (Thomas)  On  Marine  Plants  found  on  the  Southern 
Coast  of  Lngland,  folio,  Bath,  1793. 

7;e/«n^/.-Mackay  (J- J.)  Flora  Uibernica,  arranged  according  to  the 
Natural  System,  8vo,  Dublin,  1836.  b    "  " 
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Scotland.— Gveville  (R,  K.)  Scottish  Cryptoffamic  Flora,  6  vols.  8vo 
Ediu.  1823. 


 Hooker  (Sir  W.  J.)  Flora  Scotica,  8vo,  Lond.  1821. 

 Lightfoot  (J.)  Flora  Scotica,  2  vols.  8vo,  Loud.  1777. 

*  b.  Floras  of  Foreign  Countries. 

Africa. — Printz  (J-)  Plantse  Africansie  Kariores,  ext.  in  Linnsei  Amoen. 

Acad.  Tom.  VI.  p.  77. 
Alpine  Districts. — Araann  (N.  N.)  Flora  Alpiiia,  ext.  ibid.  Tom.  IV. 

p.  415. 

 Ilaller  (Albert,  von)  Iter  Alpinura,  ext.  in  Opuscul.  Botan.  p.  1. 

Amboyna. — Rumphius  (G.  E.)  Herbarium  Aniboinense,  cura  Burmanni, 
4  Part,  (in  2  torn,  compact.)  fol.  Amstel.  174l-'l-3. 

—  Herbarii  Aniboinensis  Auctuarium,  cura  Burmanni,  fol.  Am- 
stel. 1755. 

  Stickman  (O.)  Herbarium  Amboinense,  ext.  in  LinnsEi  Amoen.  Acad. 

Tom.  IV.  p.  112. 

America. — Humboldt  (Alexander  von)  et  Bonpland  (A.)  Synopsis  Plan- 
tarum  quas  in  itinere  ad  Plagam  .^qniuoctialem  Orbis  Kovi  coUe- 
gerunt,  Tom.  I.-IV.  8vo,  Paris,  1822-25. 

— —  Jacquin  (Nic.  Jos.)  Selectarum  Stirpium  Americanarura  Historia, 
8vo,  Manhem.  1788. 

  Michaux  (F.)  North  American  Sylva,  3  vols.  8vo,  Philad.  1817-19. 

 The  same  book,  by  A.  Hillhouse,  Vol.  1.  Part  I. 

  Pursh  (F.)  Systematic  Arrangement  of  the  Plants  of  North 

America,  2  vols.  8vo,  Lond.  ISli. 

Arctic  Regions. — Brown  (R.)  Botany  of  Arctic  Regions,  ext.  in  Appen- 
dix to  Parry's  First  Journal,  p.  259. 

 Hooker  (Sir  W.J.)  Account  of  a  Collection  of  Arctic  Plants,  ext.  in 

Linn.  Trans.  Vol.  XIV.  p.  360. 

 On  the  Botany  of  the  Arctic  Regions,  ext.  in  Appendix  to 

Parry's  Second  Journal,  p.  381,  Appendix  to  Third  Journal,  p.  259, 
and  Appendix  to  Narrative,  p.  208. 

 On  the  Arctic  Plants  collected  by  Mr.  King,  ext.  in  Appendix 

to  Back's  Narrative,  p.  523. 

.Be^^rrw^n.— Rosenthal  (C.  F.)  Flora  Belgica,  ext.  in  Linnsei  Amoen.  Acad. 
Tom.  VI.  p.  44. 

Cape  of  Good  /Zope.— Wiinnman  (C.  H.)  Flora  Capensis,  ext.  ibid.  Tom. 
V.  p.  353. 

Canw</ua.— Wulfen  (F.  X.)  Plantse  Rariores  Carinthiacre,  ext.  m  Jacquin 
Miscel).  Austriac.  Tom.  I.  p.  147,  et  Tom.  II.  p.  25. 

CaMcas?«'.— Steven  (Chevalier  de)  Descriptio  Novarum  Plantarum  Cau- 
casianarum,  cum  Icouibus,  ext.  in  Linn.  Trans.  Vol.  XI.  p.  408. 

Ce^/o„ —Linnceus  (Car.)  Flora  Zeylanica,  8vo,  Amst.  1748. 

Q/iili  Vid.  Peru. 

Denmark.— Bo]m  (G.  F.)  Flora  Danica,  ext.  in  Linnsei  Amoen.  Acad. 
Tom.  V.  p.  30. 

Hurope.—llny  (John)  Stirpium  EuropfBarum  extra  Bntannias  nascen- 

tium  Sylloge,  8vo,  Lond.  1694. 
France.— Boccoue  (Paul.)  Icones  et  Descriptiones  Ranorum  Plantarum 

Sicilia;,  Gallia;,  &c.  4to,  Lond.  1674. 
  BuUiard  (M.)  Histoire  des  Plantes  Veneneuscs  ct  Suspectes  de  la 

France,  fol.  Paris,  1784. 
 Le  meme  livre,  2dc  Edit.  8vo,  Paris,  1798. 
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P/'aHce.— BuUiard  (M.)  Herbiev  de  la  France,  4  torn.  4to,  Paris,  1780. 

  DecaudoUe  (Aug-.  Pyr.)  et  Lamarck  (J.  B.)  Flore  Fran9aise,  6  torn. 

8vo,  Paris,  1815. 

Freyberg. —  Humboldt  (Alexander  von)  Flora  Fribergensis  Specimen, 
Plantas  Cr3'ptogamicas  praesertim  subterraneas  exhibeus,  &c.  4;to, 
Berol.  1793. 

Germany. — Haller  (Albert  von)  Observationes  Botanicoe  ex  Itinere  in 
Sylvam  Ilercynicam  suscepto,  ext.  in  Opiiscul.  Botan.  p.  75. 

Iceland. —  Hooker  (Sir  W.  J.)  On  the  Flora  of  Iceland,  ext.  in  Macken- 
zie's Travels  in  Iceland,  p.  417. 

India. — Colebrooke  (H.  T.)  On  the  Indian  Species  of  Menispermnm,  ext. 
in  Linn.  Trans.  Vol.  XIII.  p  44. 

 Plukenotius  (Leon.)  Araaltheum  Botanicura,  sive  Stirpium  Indica- 

rum  alterum  CopiiE  Cornu,  cum  Iconibus,  ext.  in  Oper.  Botan. 
Tom.  I. 

Ionian  Islands. — Greville  (R.  K.)  On  Cryptogamous  Plants  from  the 

Ionian  Islands,  with  plates,  ext.  in  Linn.  Trans.  Vol.  XV.  p.  '6'i5. 
Jamaica — Elmgren  (G.)  Pugillns  Jamaicensium  Plantarum,  ext.  in 

Linnffii  Amoeu.  Acad.  Tom.  V.  p.  38S). 

  Sandmark  (C.  G.)  Flora  Jamaicensis,  ext.  ibid.  p.  371. 

 .  Wright  (Wm.)  Account  of  Plants  of  Jamaica,  ext.  in  Memoir  of 

him,  p.  246,  8vo,  Edin.  1828. 
Japan. — Thunberg-  (Car.  Petr.)  Flora  Japonica,  Svo,  Lips.  1784. 
Kamschatlia. — Halerius  (J.  R.)  Plantte  Camschatcenses  Kariores,  ext.  in 

Linncei  Amoen.  Acad.  Tom.  II.  p.  332. 
Languedoc.—Qe.We\A\  (P.  R.)  Sur  les  Plantes  du  Pays  de  Languedoc, 

ext.  in  Opuscules  par  Brousonnet,  Svo,  Paris,  1785. 
ifl/>fo«c?.— Linnaeus  (Car.)  Flora  Lapponica,  cura  Smith,  Svo.  Lend. 

1792. 

 Lachesis  Lapponica,  a  Tour  in  Lapland,  edited  by  Sir  J.  E, 

Smith,  Svo,  Lond.  1811. 

 Wahleuberg  (G.)  Flora  Lapponica,  Svo,  Berol.  1812. 

iWa/aiar.— Hamilton  (F.)  Commentaries  on  the  Hortns  Malabaricus 

ext.  in  Linn.  Trans.  Vol.  XI H.  p.  474,  XIV.  p.  171,  and  XV.  p.  78,' 
Malta.— Boccona  (Paul.)  Icones  et  Descriptiones  rariorum  Plantarum 

Sicihse,  Melitaj,  &c.  4to,  Lond.  1674. 
Mexico.— J^on  (David)  Descriptions  of  New  Genera,  and  Species  of  the 

Class  CompositfB,  belonguig  to  the  Floras  of  Peru,  Mexico.  &c.  ext. 

in  Liun.  Trans.  Vol.  XVI.  p.  169. 
Montpelitr.—lSAvXhhov&t  (T.  E.)  Flora  Monspeliensis,  ext.  in  Linntei 

Amoin.  Acad.  Tom.  IV.  p.  468. 
iVej;a«/.-Hooker  (Sir  W.J.)  Musci  Nepalenses,  with  plates,  ex^.  m  Linn. 

Irans.  Vol.  IX.  p.  307. 
New-HoUand-WnA.^  (Ed.)  On   some    New-Holland   Plants,  with 

plates,  ext.  m  Lmn.  Trans.  Vol.  VIII.  p.  291,  X.  p.  283,  and  XI. 

 ^^^^"^'^jl  ff'V'^P-^r"-^''*'..^*^^^"*^™"^  Papilionaceous  Plants  of 

New  Holland,  ext.  in  Luin.  Trans.  Vol.  IX  p  244 

T^m'.Tl.' iri^i^-  •^•^  ^'■''^^t"'-'''        i°  Linn^i  Amoen.  Acad. 

(Se"l^astien)  Botanicon  Parisiense,  fol,  Leid.  et  Amst. 

^''""of  II^iSTp^""  (David)  Descriptions  of  New  Genera  and  Species 
ot  the  class  Compositfe  belonging  to  the  Floras  of  Peru  Mexico 
and  Chih,  ext.  in  Linn.  Trans.  Vol.  XVI.  p.  169.  Mexico, 
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Piedmont. — AUionius  (Carolus)  Flora  Pedcmontana,  2  tom.  fol.  August. 

Taurin.  1783,  cum  Iconibus  in  folio. 
Sicili/. —  Boccoue  (Paul.)  Icones  et  Dcscriptiones  rariorum  Plantarum 

Siciliffi,  &c.  4to,  Lond.  1G74. 
Spain. — Boccone  (Paul.)  Icones  et  Dcscriptiones  rariorum  Plantarum 

Sicilise,  Mclitce,  Gallite,  et  Hispania;,  4to,  Lond.  IG74. 
Surinam. — Aim  (J.)  Plautse  Surinamenses,  ext.  in  Linna;i  Amcen.  Acad. 

Tom.  VIII.  p.  249. 
Sweden. — Afzelius  (A.)  et  Wadsberg  (A.  M.)  De  Vegetabilibus  Suecanis, 

ext.  in  Diss.  Inaug-.  Acad.  Upsal.  1785. 
 Fornander  (A.  N.)  Herbationes  Upsalienses,  ext.  in  Linna;i  Amcen. 

Acad.  Tom.  III.  p.  425. 

 Luut  (C.  J.)  Flora  Akeroensis,  ext.  ibid.  Tom.  VIII.  p.  29. 

—  Pontin  (D.  D.)  Arboretum  Suecicum,  ext.  ibid.  Tom.  V.  p.  174. 

 Virgander  (D.  M.)  Frutetum  Suecicum,  ext.  ibid.  p.  204. 

Switzerland. — Haller  (Albert  von)  Iter  Helveticum,  ext.  in  Opusciil. 

Botan.  p.  1G7. 

c.  Descriptions  of  particular  Classes  or  Families  of  Plants, 
and  of  Individual  Genera  and  Species. 

♦  a.  Classes  or  Families  of  Plants. 

Algce. — Agardh,  Systema  Alg-arum,  12mo,  Lond.  1824. 

 Basterus  (Jobus)  De  Animalculis  et  Plantis  quibusdam  Marinis, 

Tom.  I.  4to,  Haarlemi,  1762. 
 Lamouroux  (J.  V.  F.)  Dissertations  snr  plusieurs  Especes  de  Fucus 

peu  connues  on  nouvelles,  Latin  et  Fran9ai8,  4to,  Agen,  1803. 
 Turner  (Dawson)  Coloured  Figures  and  Descriptions  of  Fuci,  4  vols. 

4to,  Lond.  1808-19. 
 On  four  new  Species  of  Fucus,  ext.  in  Lmn.  Trans.  Vol.  VI. 

p.  125.  ^  , 
 Vaucher  (J.  P.)  Histoire  des  Conferves  d'Eau  Douce,  4to,  Geneve, 

1803.  .  ,  , 
 Woodward  (T.  S.)  On  a  new  Species  of  Fucus,  with  a  plate,  ext.  vi 

Linn.  Trans.  Vol.  L  p.  131. 


(For  Works  on  British  Algae,  Vid.  V-  269-) 

Compositce.— Brown  (R.)  On  the  Compositte,  ext.  in  Linnean  Trans.  Vol. 

 ^on^(David)  On  some  new  Genera  and  Species  of  the  Class  Com- 

positie  belonging  to  the  Floras  of  Peru,  Mexico,  and  Chili,  ert.  m 
Linn.  Trans.  Vol.  XVI.  p.  1C9.  ,t     ,    n         •    r  * 

Cryptoga7nous  Plants,  Gene  rally. -Tiickson  (Jacobus)  Fasciculi  tres 
Plantarum  Cryptogamicarum  Britannise,  4to  Lond.  I  /8o. 

 Greville  (R.  K.)  Scottish  Cryptogamic  Flora,  6  vols.  8vo,  lidin. 

1823 

 On  Cryptogamous  Plants  from  the  Ionian  Islands,  ext.  in  Linn. 

Trans,  Vol.  XV.  p.  333.  •  o  •  Piontn* 
 Humboldt  (Alexander  von)  Florae  Fnbergensis  Specimen  Plantas 

Cryptogamicas  pra>sertira  Subterraneas  exlnbens,  4to,  Berol.  1/  J3.^ 
 Spren|el  (Kurt)  On  Cryptogamous  Plants,  trans.  8vo,  Loud.  ISOi. 
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CyrtandracecB.-Uc]L  (W.)  On  the  Cyrtandraceee,  ext.  in  Linn.  Trans. 

Vol.  XIV.  p.  23.  ^         •         i  ■ 

Esculent  and  Culinary  Pto<5.-Aspelin  (E.)  Flora  (Economica,  ext.  m 
Linusei  Amoen.  Acad.  Tom.  I.  p.  338.  ,  ,„qo 

 Bryant  (Chas.)  History  of  Esculent  Plants,  8to,  Lend.  178ci. 

 Hiort  (J.)  Plantae  Esculentse  Patriae,  ext.  in  Linnaji  Amoen.  Acad. 

Tom.  HI.  p.  7*.  XT      •  Q 

 Parmentier  (A.)  Recherches  sur  les  Vegetaux  Nourrissans,  8to, 

Paris,  1781.  ...   ,      ^    ,  u- 

 Phillips  (Henry)  The  Companion  for  the  Kitchen  Garden  or  his- 
tory of  Cultivated  Vegetables,  2  vols.  8vo,  Lond.  1831. 

j-j/jces.— Bolton  (James)  Filices  Britanniciie,  4to,  Leeds,  1790. 

Fitiit  and  Forest  T^ees  — Duhamel  (Jo.  B.)  Traite  des  Arbres  Fruitiers, 
3  torn.  8 vo,  Paris,  1782. 

 Evelyn  (John)  Sylva,  with  Notes  by  Dr.  A.  Hunter,  2  vols.  4to, 

York,  1786.  .   ^  . 

FMW^i.— Berkeley  (Rev.  M.  J.)  Descriptions  of  British  Fungi,  forming 
Part  H.  of  Vol.  II.  of  Hooker's  British  Flora,  8vo,  Lond.  183G. 

 Jacquin  (N.  J.)  Fungi  Subalpini,  ext.  in  Miscellan.  Austriac.  Tom.  L 

p.  135. 

 Kirby  (W.)  On  Parasitic  Fungi  on  Wheat,  ext.  in  Linn.  Trans. 

Vol.  V.  p.  112. 

 Macleay  (W.J.)  On  the  Laws  regulating  the  Distribution  of  Fungi, 

&c.  ext.  in  Linn.  Trans.  Vol.  XIV.  p.  46. 
 Persoon  (C.  H.)  Synopsis  Methodica  Fungorum,  cum  Tabulis,  12mo, 

Gott.  1801. 

  Sowerby  (James)  Coloured  Figures  of  English  Fungi,  2  vols.  fol. 

Lond.  1803. 

GraminecB. — Curtis  (W.)  On  the  British  Grasses,  Svo,  Lond.  1812. 
 Gahn  (H.)  Fundamenta  Agrostographiae,  ext.  in  Linntei  Amoen. 

Acad.  Tom.  VII.  p.  160. 
 Naezen  (D.  E.)  Nova  Giaminum  Genera,  ext.  in  Diss.  Inaug.  Acad. 

Upsal.  1779. 

 Smith  (Sir  J.  E.)  Ou  the  Festuca  spadicea  and  Anthoxanthum  pan- 

iculatura  of  Linnaeus,  withFigures,  ext.  in  Linn.  Trans.  Vol.  L  p.  111. 

Lichenes. — Acharius  (Erik.)  Synopsis  Methodica  Lichenum,  8vo,  Lun- 
dse,  1814. 

 Hooker  (Sir  W.  J.)  Descriptions  of  British  Lichens,  ext.  in  Vol.  IL 

Part  I.  of  British  Flora,  Svo,  Lond.  1833. 
 Smith  (Sir  J.  E.)  Descriptions  of  Lichens  collected  in  the  South  of 

Europe,  with  Figures,  ext.  in  Linn.  Trans.  Vol.  I.  p.  81. 
Musci. — Bridel  (Sam.  E.)  Muscologia  ad  normam  Hedwigii,  4to,  Got- 

ting!E,  1797. 

 Brown  (R.)  Observations  on  some  Mosses,  ext.  in  Linnean  Trans. 

Vol.  XII.  p.  560. 

——  Hedwig  (J.)  Fundamentum  Historioe  Naturalis  Muscorum  Fron- 
dosorum,  2  Part,  (in  1  tom.  compact.)  4to,  Lipsiie,  1732. 

 Hooker  (Sir  W.  J.)  Musci  Nepalenses,  ext.  in  Linn.  Trans.  Vol. 

IX.  p.  307. 

 Descriptions  of  British  Musci,  ext.  in  Vol.  H.  Part  L  of  British 

Flora,  Svo,  Lond.  1833. 

 Hooker  and  Taylor  (T.)  Muscologia  Britannica,  Svo,  Lond.  1818. 

  Swartz  (Olaf.)  Methodus  Muscorum  lUustrata,  ext.  in  Diss.  Inauo- 

Acad.  Upsal.  1781.  ° 
7%r<2.— Smith  (Sir  J.  E.)  Botanical  Characters  of  some  Plants  of  the 

Natural  Order  Myrti,  ext.in  Linn.  Trans.  Vol.  IIL  p.  255,  and  VI.  299. 
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Plants  used  in  JDijein(/.—3oiih\  (E.)  Plantte  Tinctoriic,  ext.  in  Liunuii 

Amoeu.  Acad.  Tom.  V.  p.  314'. 
Poisonous  Plants. —  Vid.  ]>.  278. 

Powjact'o;.— Liiidley  (J.)  On  the  Pomaceae,  with  plates,  ext.  in  Linn. 

Trans.  Vol.  Xlll.  p.  88. 
ProleacecB.—Biowu  (R.)  On  the  Proteacese  of  Jussieii,  with  Figures, 

ext.  in  Linn.  Trans.  Vol.  X.  p.  15. 
Scilaminea;.~Iioscoc  (W.)  On  tiie  Scitamineaj,  ext.  in  Linn.  Trans.  Vol. 

VIIL  p.  330. 

*  b.  Individual  Genera  and  Species. 


Acrostichum. — Heiligtag  (J.  B.)  Dissertatio  Botanica  do  Acrosticho,  cum 

Iconibus,  ext.  in  Linnsei  Amoen.  Acad.  Tom.  1.  p.  IM. 
Alepidea. —  Vid.  Eryngium. 

Allium.. — Haller  (Albert  von)  De  Allio,  ext.  in  Opusc.  Botan.  p.  321. 
Aloe. — Haworth  (A.  II.)  A  New  Arrangement  of  the  Genus  Aloe,  ej:^.  in 

Linn.  Trans.  Vol.  Vn.  p.  1. 
Alstrameria. — Falck  (J.  P.)  De  Alstroemeriaj  ext.  iu  Linnasi  Amoen. 

Acad.  Tom.  VL  p.  247. 
Ammoniacum. —  Vid.  p.  277. 

Anandria.—Tms&n  (E.  Z.)  Dissertatio  Botanica  de  AnandriS,  ext.  in 

Linuaji  Amoen.  Acad.  Tom.  I.  p.  161. 
Anemone. —  Vid.  Pulsatilla,  p.  G3. 

Arabis. — Velley  (Thomas)  Description  of  Arabis  stricta,  ext.  in  Work 

on  Marine  Plants  of  England,  fol.  Bath,  1795. 
Arbutus. —  Vid.  Uva  Ursi,  p.  G4. 

^s^ra^ra/ws— De'candoUe  (Aug.  Pyr.)  Astragalogia,  iconibus  illustrata, 
fol.  Paris,  1802. 

jBe^/onfa.— Dryander  (Jonas)  On  the  Genus  Begonia,  with  plates,  ext.  in 

Linn.  Trans.  Vol.  I.  p.  155. 
^eifw/a  — Klase  (L.  M.)  Dissertatio  Botanica  de  Betula  nana,  ext.  m 

Linnsei  Amcen.  Acad.  Tom.  I.  p.  333. 
Bro7}ius.— Smith  (Sir  J.  E.)  On  the  British  Species  of  Bromus,  ext.  in 

Linn.  Trans.  Vol.  IV.  p.  27G. 
JSuxbaumia.—Martm  (A.  R.)  De  Buxbaumia,  ext.  in  Lmnsei  Amoen. 

Acad.  Tom.  V.  p.  78. 
Cardamomum. —  Vid.  p.  277. 

Carea:.— Goodenough  (Sam.)  On  the  British  Species  of  Carex,  with 
plates,  ext.  in  Linn.  Trans.  Vol.  II.  p.  126,  and  Vol.  III.  p.  76. 

 Smith  (Sir  J.  E.)  On  Five  new  British  Species  of  Carex,  ext.  ibid. 

Vol.  V.  p.  264. 

Caryophyllus. —  Vid.  p.  277. 

Cassia. —  Vid.  n.  61.  .  r)i„„i.  „„,i 

Ctc/2onMm.-Howison  (W.)  Account  of  the  Russian  Chiccory  Plant,  and 

of  the  Artificial  Coflfee  prepared  from  its  Root,  and  those  ot  the 

Common  Dandelion,  8vo,  Edin.  1820. 
Cicuta. —  Vid.  p.  61. 
Cinchona. —  Vid.  p.  277. 

Clematis. —  Vid.  n.  62.  xt  ^     i      j  r'.,«„«rr>;,.'il 

Coco^.-Marshall  (Henry)  Contribution  to  a  Natural  and  Economical 

History  ofthc  Coco-Nut  Tree,  8vo,Edm.  1832.  ,  ,„  t  :,„, 

Comhreturn.-Don  (George)  On  the  Genus  Combrctum,  e.it.  m  Linn. 

Trans.  Vol.  XV.  p.  412. 
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Cmm&c.-Szent-MiUlos  (A.  S.  dc)  De  Crambo  Tartarica,  ext.  in  Jac 
niiin  Miscall.  Aiistriac.  Tom.  II.  p.  274.  .      ^  n  • 

C^p^ljei^r-Salisbury  (H.  A.)  Description  of  Four  Species  of  Cypri- 

pedium,  with  plates,  ext.  in  Luin.  Traus.  Vol.  I.  p.  /6. 
I?ia«</««.-Smith  (Sir  J.  E.)  On  the  Genus  Dianthus.  ext.  m  Luin. 

Trans.  Vol.  II.  p.  292. 
Dictamnus. —  Vid.  Clematis,  p.  62. 

Z>/<7iVa/w.— Fi'c/.  pp.  62  and  278.  .       ,  ■  t-  t-.^o 

2?4/»«.-Thunbero-  (C.  P.)  On  the  Genus  D.llcn.a.  ext.  m  Lmn.  Trans. 

mrhm]'a^-S^laL  (Olaf)  On  the  Genus  Ehrharta,  with  plates,  ext.  in 

Linu.  Trans.  Vol.  VI.  p.  40.  »  , 

£;7Cfl.— Dahl<rren  (J.  A.)  De  Erica,  ext.  in  Linniei  Amoen.  Acad.  Tom. 

VIII.  p.  46.  ^.  .    T-  T 

 Salisbury  (R.  A.)  On  the  Species  of  Erica,  ext.  m  Lmn.  Irans. 

Vol  VI.  p.  316.  .      T..       TT       1  ^nc- 

  Struve  (J.  B.)  De  Erica,  cum  figuris,  ext.  in  Diss.  Upsal.  178a. 

C2  copies.)  .        •  A 1    •  1 

Eri/nffium.—I>cl!iroche  (F.)  Eryngiorum  necnon  Generis  novi  Alepidca; 

Historia,  fol.  Paris,  1808. 
Eupatorium. —  Vid.  p.  62.  .  a  j 

Euphorbia— Wimnn  (J.)  De  Euphorbia,  ext.  in  Linnjei  Amoen.  Acad. 

Tom.  III.  p.  100. 
Ficus.—Gedncv  (E.)  De  Ficu,  ext.  in  Dissertat.  Upsal.  1786. 
■  Hegardt  (C.)  Historia  Naturalis  Ficus.ext.  in  Linniei  Amoen.  Acad. 

Tom.  I.  p.  213. 

Gar£/e«2«.— Djupedius  (P.)  De  Gardenia,  ext.  in  Diss.  Inaug.  Acad. 
Upsal.  1780. 

Gladiolus.— Mjaielvsm  (C.)  De  Gladiolo,  ext.  in   Diss.  Upsal.  1784. 

C2  copies. J 
Hehninthocorton. —  Vid.  p.  62. 

Hieracium.—%m\i\\  (SirJ.  E.)  On  the  British  Species  of  Hieracium,  ext. 

in  Linn.  Trans.  Vol.  IX.  p.  225. 
Hypericum. — Hellenius  (C.  N.)  De  Hyperico,  ext.  in  Linnaei  Amoen. 

Acad.  Tom.  VIII.  p.  318. 
Iris. — Ekman  (O.  J.)  De  Iride,  ext.  in  Diss.  Inaug.  Acad.  Upsal.  1783. 
Ixia. — Rung  (J.  D.)  De  Ixiii,  ext.  ibid.  (2  copies.) 
Juglans. — Plappart  (J.  F.)  Juglans  nigra,  ext.  in  Jacquin  Misc.  Aust. 

Tom.  II.  p.  I. 

Juncus. — Richeno  (J.  E.)  On  the  Linnrean  genus  Juncus,  ext.  in  Linn. 

Trans.  Vol.  XU.  p.  291. 
Lalhrcsa. — Bowra.in  (J.  E.)  On  Lathrjea  squaraaria,  with  plates,  ext.  in 

Linn.  Trans.  Vol.  XVI.  p.  399. 
Lavandida. — Lundmark  (J.  D.)  De  Lavandula,  ext.  in  Diss.  Upsal.  1780. 
Ledum. — Westring  (J.  P.)  Ledum  palustre,  ext.  in  Linnsei  Amoen.  Acad. 

Tom.  VIII.  p.  268. 
Lindsaa. — Dryander  (Jonas)  On  Lindssea,  a  new  Genus  of  Ferns,  ext.  in 

Linn.  Trans.  Vol.  III.  p.  39. 
Lycoperdon. — Woodward  (T.  Jenkinson)  Essay  towards  a  History  of 

British  Stellated  Lycoperdons,  ext.  in  Linn.  Trans.  Vol.  II.  p.  32. 
Melastoma. — Jack  (W.)  On  the  Species  of  Melastoma  and  other  Malay 

Plants,  ext.  in  Linn.  Trans.  Vol.  XIV.  pp.  l  and  1 14. 
Menispermum. — Colebrooke  (H.  T.)  On  the  Indian  Species  of  Mcnisper- 

mum,  ext.  in  Linn.  Trans.  Vol.  XIII.  p.  44. 
iV/enif/i«.— Smith  (SirJ.  E.)  On  the  British  Species  of  Mentha,  ext.  in 

LiiHi.  Trans.  Vol.  V.  p.  171. 
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iWorffiC!.— Colliander  (Z.)  De  Moraea,  ext.  in  Diss.  Upsal.  1787. 
Moms.— Serves  (Oliver  de)  Methode  do  Travaillcr  rEcorce  du  Meurier 

Blanc,  ext.  in  Opuscules  par  Broussoiiet,  8vo,  Paris,  1785. 
Myristica. —  Vid.  p.  278. 
Nauclea. —  Vid.  p.  278. 
Nicotiana. —  Vid.  Tobacco,  p.  63. 

Orchis. — Bicheno  (J.  E.)  On  the  Orchis  Militaris  of  Linnaeus,  ext.  in 

Linn.  Trans.  Vol.  XII.  p.  28. 
Orobanche. — Smith  (Sir  J.  E.)  On  some  Foreign  Species  of  Orobanche, 

ext.  in  Linn.  Trans.  Vol.  IV.  p.  164. 
 Sutton  (Charles)  Description  of  five  British  Species  of  Orobanche, 

with  a  plate  of  O.  elatior,  ext.  in  Linn.  Trans.  Vol.  IV.  p.  173. 
Oxalis. — Hast  (H.  P.)  De  Oxalide,  ext.  in  Diss.  Upsal.  1781. 
PcBonia. — Anderson  (George)  On  the  Genus  Paeonia,  ext.  in  Linn.  Trans. 

Vol.  XII.  p.  248. 

PassiJlo?-a. — Hallmann  (J.  G.)  Dissertatio  Botanica  de  Passiflora,  ext.  in 

Linnsei  Anicen.  Acad.  Tom.  I.  p.  244. 
Peloria. — Rudbergius  (D.)  Dissertatio  Botanica  de  Peloria,  ext.  ibid. 

p.  280. 

Pinus. — Howison  (W.)  Account  of  the  Manufacture  of  Turpentine  from 

the  Pinus  Sylvestris,  8vo,  Edin.  1820. 
Polytrichum. — Menzies  (Arch.)  On  the  Genus  Polytrichum,  with  plates, 

ext.  in  Linn.  Trans.  Vol.  IV.  pp.  63  and  303. 
Protea. — Gevalin  (J.  E.)  De  Protea,  ext.  in  Diss.  Upsal.  1781. 
Rafflesia. — Brown  (R.)  On  the  Genus  Rafflesia,  with  figures,  ext.  in 

Linn.  Trans.  Vol.  XIII.  p.  201. 
Ranunculus. —  Vid.  p.  63. 

Restio. — Lundmark  (P.)  De  Restione,  ext.  in  Diss.  Upsal.  1788. 
Rhus. —  Vid.  p.  63. 

jRosa. — Woods  (Joseph)  On  the  British  Species  of  Rosa,  ext.  in  Linn. 

Trans.  Vol.  XII.  p.  159. 
Salix.  Smith  (Sir  J.  E.)  On  .some  British  Species  of  Salix,  ext.  in 

Linn.  Trans.  Vol.  VI.  p.  110. 

 Wilkinson  (G.)  On  the  Salix  Latifolia,  8vo,  Newcastle,  1803. 

Sanguinaria. —  FzW.  p.63. 

Saxifraqa  Don  (David)  Monograph  on  the  Genus  Saxifraga,  ext.  in 

Linn.  Trans.  Vol.  XIII.  p.  341. 
Solanum.—  Vid.  pp.  63  and  278. 
Spigelia.—  Vid.  p.  278. 

Splachjitan.—Montm  (L.)  De  Splachno,  ext.  in  Linnsei  Amcen.  Acad. 

Tom.  IL  p.  263.  ^  .  .    •  t- 

Tqfieldia.— Smith  (Sir  J.  E.)  On  the  Genus  Tofieldia,  ext.  m  Lmn. 

Trans  Vol.  XII.  p.  235. 
Tri  folium— AfzeWus  (Adam)  The  Botanical  History  of  Trifolium  alpes- 

tre,  medium,  and  pratense,  ext.  in  Linn.  Trans.  Vol.  I-  P-  202. 
Ulva.—VfooAward  (T.  J.)  On  the  Generic  Characters  of  Ulva,  ext.  tn 

Linn.  Trans.  Vol.  III.  p-  46.  .         .    •    t  • 

Vero7iica.-Smith  (Sir  J.  E.)  On  the  Genus  Veronica,  ext.  m  Liun. 

Trans.  Vol.  I.  p.  189. 
Viola.—  Vid.  p.  278. 

^rXr-Btown'Vo  On  Woodsia,  a  new  Genus  of  Ferns,  ext.  rn 
Linn.  Trans.  Vol.  XI.  p.  170. 
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5.   MEDICAL  BOTANY. 


a.  General  Works. 


Bergius  (Pet.  Jon.)  Materia  Medica  e  Regno  Vegetab.  2  torn,  (in  1  comp.) 
8vo,  Holm.  1778. 

Decandolle  (Aug.  Pyr.)  Sur  les  Propriete's  Me'dicales  des  Plantes,  2de 

Edit.  8vo,  Paris,  1816. 
Duncan  ( Andrew',  Jwrt.)  A  Catalogue  of  Medicinal  Plants,  8vo,  Edin. 

1826. 

Gahn  (N.)  Plantse  Officinales,  ext.  in  Linnaei  Amoen.  Acad.  Tom.  IV. 
p.  1. 

Gesner  (Conrad.)  Opera  Botanica,  cura  Schmiedel,  fol.  Norimberg. 
1754. 

Graves  (G.)  and  Morries  (J.  D.)  Hortus  Medicus,  or  Figures  and  De- 
scriptions of  the  more  important  Plants  used  in  Medicine,  4to,  Edin. 
1834. 

Reid  (Hugo)  Outlines  of  Medical  Botany,  12mo,  Edin.  1832. 
Retzius    (And.  J.)  Pharmacologia  Regni  Vegetabilis,  12mo,  Lipsise, 
1783. 

Richard  (A.)  Botanique  Medicale,  Part.  I.  8vo,  Paris,  1823. 

 Elemens  d'Histoire  Naturelle  Medicale,  2  torn.  8vo,  Paris,  1831. 

Stephenson  (John)  and  Churchill  (J.  M.)  Medical  Botany,  4  vols.  Svo, 
Lond.  1831. 

Woodville  (William)  Medical  Botany,  with  Supplement,  4  vols.  4to, 

Lond.  1790-93. 

 The  same  book,  2d  Edit.  4  vols.  4to,  Lond.  1810. 

Wright  (Wm.)  Account  of  Medicinal  Plants  growing  in  Jamaica,  ext.  in 

Memoir  of  his  Life,  p.  183,  Svo,  Edin.  1828. 


b.  Particular  Classes,  Genera  and  Species  of  Medical  Plants. 


^Zoe.— Hesselius  (A.)  De  Aloe,  ext.  in  Diss.  luaug.  Acad.  Upsal.  1785. 
Ammoniacum.—Don  (David)  On  the  Plant  which  yields  Gum  Ammoni- 

acum,  ext.  in  Linn.  Trans.  Vol.  XVL  p,  599. 
Anemone. —  Vid.  Pulsatilla,  p.  63. 
Arbutus. —  Vid.  Uva  Ursi,  p.  64. 

Canella.—SwaTtz  (Olaf)  Botanical  History  of  the  Canella  Alba,  ext.  in 
Linn.  Trans.  Vol.  I.  p.  96. 

Cardamomu7n.~\Yhite  (D.)  On  the  Natural  History  of  the  Malabar  Car- 
damom, with  a  plate,  ext.  in  Linn.  Trans.  Vol.  X.  p.  229. 

Cari/ophyllus.—Unst  (F,  R.)  De  Caryophyllis  Aromaticis,  ext.  in  Diss. 
Inaug.  Upsal.  1788. 

Cassia. —  Vid.  p.  6 1 . 

Cicuta. —  Vid.  p.  61. 

Cznc/to««.— Lambert  (A.B.)  On  the  Genus  Cinchona,  4to,  Lond.  1797. 
Clematis. —  Vid.  p.  62. 
Dictamnus.—  Vid.  Clematis,  p.  62. 
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Digitalis. — Bcddocs  (Thomas)  On  Digitalis  Purpurea,  &c,  8vo,  Lond. 
1801. 

Vid.  also  p.  62. 
Eupatoi'ium. —  Vid.  p.  62. 

Ficus. — Hegardt  (C.)  Historia  Naturalis  et  Medica  Ficus,  ext.  in  Linnsei 

Amoen.  Acad.  Tom.  1.  p.  213. 
Helminthocorton. —  Vid.  p.  62. 

MyrisHca. — Radloff  (F.  V.)  De  Myristica,  ext.  in  Diss.  Upsal.  1788. 
Nauclea. — Hunter  (W.)  On  the  Nauclea  Gambir,  ext.  in  Linn.  Trans. 

Vol.  IX.  p.  218. 
Nicotiana. —  Vid.  Tobacco,  p.  63. 

Nutritive  Plants. — Parmentier  (A.)  Recherches  sur  les  Vegetaux  Nour- 
rissans,  8 vo,  Paris,  1781. 

Poisonous  Plants. — iEjmelseus  (C.)  De  Arbore  Toxicana  Macassariensi, 
ext.  in  Diss.  Upsal.  1788. 

 Brugmanns  (S.  I.)  Dissertatio  de  Plantis  inutilibus  et  venenatis, 

8vo,  Groningae,  1783. 

 Bulliard  (M.)  Histoire  des  Plantes  Veneneuses  et  Suspectes  de  la 

France,  fol.  Paris,  1784., 

 Le  merae  livre,  2de  Edit.  8vo,  Paris,  1798. 

 De  Salle  (Eusebe)  A  Synoptical  Table  of  the  Mineral  and  Vegeta- 
ble Poisons,  Nos.  I.  II. 

 Krapf  (Carol.)  Experimenta  de  Ranunculorura  Venenata  Qiialitate, 

r2rao,  Viennse,  1706. 

Vid.  also  Toxicology,  p.  1 94. 

Poll/gala. — Kiernander  (J.)  De  Radice  Senega,  cum  Descriptione  Plan- 
tee,  ext.  in  Linnaei  Amoen.  Acad.  Tom.  II.  p.  126. 

Ranunculus. —  Vid.  p.  63. 

jS/ie?^wi.— Ziervogel  (O.)  De  Rhabarbaro,  ext.  in  Linnsi  Amoen.  Acad. 

Tom.  III.p.212. 
Rhus.—  Vid.  p.  63. 
Salix.—  Vid.  p.  63. 
Sanguinaria. —  Vid.  p.  63. 

Scitaminem. —  Vid.  p.  274.  , 
5'o/cznM»i.— Hallenberg  (G.)  De  Solano  Dulcamara,  ext.  m  Lmneei  Amoen. 

Acad.  Tom.  VIII.  p.  63. 

Vid.  also  p.  63.  .     . .  . 

Spigelia.—CoVtiiinAer  (J.  G.)  De  Spigelia  Anthelmia,  ext.  in  Linna;i 

Amoen.  Acad.  Tom.  V.  p.  133.  _ 
Strychnos.—BsXhxn-  (J.  H.)  De  Strychnia,  cum   Histona  Botanica 

Generis  Strychni,  8vo,  Edin.  1831.  ,     , ^ 
 Darelius  (J.  A.)  De  Ligno  Colubrino  et  de  Arbore  unde  obtinetur, 

ext.  in  Linnsei  Amoen.  Acad.  Tom.  II.  p.  100. 
Viola.— (D.)  De  Viola  Ipecacuanha,  ext.  m  Linntei  Amoen. 

Acad.  Tom.  VIII.  p.  238. 
Viscum. —  Vid.  p.  64. 


6.    DISEASES  AND  ANOMALIES  OF  PLANTS. 

Curtis  (W.)  On  Aphides  as  the  Cause  of  Blight  in  Plants,  cvt. 
Trans.  Vol.  VI.  p.  75. 
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Curtis  (JoIju)  On  a  Molh  found  in  the  Galls  of  a  Plant  near  Monte 

Video,  est.  in  Zool.  Trans.  Vol.  I.  p.  311. 
Forsskahl  (X  G.)  Hospita  lusectorum  Flora,  ext.  m  Linnffii  Amoeu. 

vVcad.  Tom.  III.  p.  271. 
Haartman  (J. )  De  Plantis  Hybridis,  ext.  ibid.  p.  28. 
HopUirk  (Thomas)  General  View  of  the  Anomalies  in  the  Vegetable 

Kingdom,  8vo,  Glasg.  1817.  ,    .    ,  t,  171 

Keith  (P.)  On  the  Diseases  of  Plants,  ext.  in  Physiological  Botany,  Vol. 

II.  p.  484.  ,  _^ 

Kirby  (W.)  On  Parasitic  Fungi  on  Wheat,  ext.  in  Linn.  Trans.  Vol.  V. 

p.  112.  , 
 and  Spence  (W.)  On  the  Diseases  and  Deformities  of  Plants  caused 

by  Insects,  ext.  in  Entomology,  Vol.  I.  p.  168,  et  seq. 
Malpighius  (Marc.)  De  Gallis,  ext.  in  Oper.  Omn.  Tom.  II.  p.  17. 
Plenck  (J.  J.)  Physiologia  et  Pathologia  Plantarum,  8vo,  Viennaj,  1794. 
Reaumur  (M.  de)  Des  Galles  des  Plantes  et  des  Arbrcs,  et  des  Produc- 
tions qui  leur  sont  Analogues,  &c.  ext.  in  Memoires  sur  les  Insectes, 

Tom.  nr.  p.  413. 

Smith  (Sir  J.  E.)  On  the  Diseases  of  Plants,  ext.  in  Introduction  to 
Botany,  by  Hooker,  p.  170. 


7.    GEOGRAPHICAL  DISTRIBUTION  OF  PLANTS. 


Barton  (J.)  Lecture  on  the  Geography  of  Plants,  12mo,  Lond.  1827. 
Flygare  (J.)  Colonite  Plantarum,  ext.  in  Linnjei  Amcen.  Acad.  Tom. 
vin.  p.  1. 

Hedenberg  (A.)  De  Stationibus  Plantarum,  ext.  in  Liunjei  Amcen.  Acad. 
Tom.  IV.  p.  G4. 

Hooker  (Sir  W.  J.)  On  the  Distribution  of  Plants,  ext.  in  Murray's  En- 

cyclopiEdia  of  Geography,  8vo,  Lond.  1834. 
Humboldt  (Alexander  von)  De  Distributione  Geographica  Plantarum, 

8vo,  Paris,  1817. 

Lindley  (J.)  On  the  Distribution  of  Plants  upon  the  Surface  of  the 
Globe,  ext.  in  Introduction  to  Botany,  2d  Edit.  p.  473. 

Macleay  (W.  J.)  On  the  Laws  regulating  the  Distribution  of  Fungi,  &c. 
ext.  in  Linn.  Trans.  Vol.  XIV.  p.  46. 

Trevellyan  (W.  C.)  On  the  Distribution  of  the  Phtenogamous  Plants  of 
the  Faroe  Islands,  ext.  in  Report  of  Fourth  Meeting  of  British  As- 
sociation, p.  598,  8vo,  Lond.  1835. 

Watson  (H.  C. )  On  the  Geographical  Distribution  of  Plants  in  Great 
Britain,  12mo,  Edin.  1832. 


8.   CATALOGUES  OF  PLANTS. 


Bollcval  (P.  R.)  Ononiatologia  sen  Nomcnclatura  Stirpium  in  Ilorto 
llegio  Monspclieusi,  ext.  in  Opuscules  par  Broussonct,  8vo,  Paris, 
1785. 
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Catalogus  Stirpium  in  exteiis  rcgionibus,  &c.  8vo,  Lond.  1673. 
Catalogue  of  British  Plants,  distin^ruishing:  those  found  in  the  neio-hbour- 

hood  of  Edinburgh,  published  by  the  Botanical  Society  of  Edinbunrb 

8vo,  Edin.  1836.  "  ' 

Dillwyn  (L.  W.)  Catalogue  of  rare  Plants  found  near  Dover,  ext.  in  Linn 

Trans.  Tom.  VI.  p.  177. 
Donn  (J.)  Hortus  Cantabrigiensis,  8vo,  Lond.  1815. 
Duncan  (Andrew  Jun.)  A  Catalogue  of  Medicinal  Plants.  8vo.  Edin. 

1826. 

Morrison  (Robert)  Hortus  Regius  Blesensis,  12mo,  Lond.  1669. 
Nauclerus  (Sam.)  Hortus  Upsalensis,  ext.  in  Linnaei  Amoen.  Acad.  Tom 
L  p.  20. 

Sloane  (Sir  Hans)  Catalogus  Plantarum  quae  in  Insula  Jamaica,  &c. 

crescunt,  12mo,  Lond.  1696. 
Soderberg  (D.  H.)  Flora  Rybyensis,  ext.  in  Linnaei  Amoen.  Acad.  Tom. 

VHL  p.  75. 

Teesdale  (Robert)  Plantae  Eboracenses,  or  Catalogue  of  Wild  Plants 
found  near  Castle  Howard,  Yorkshire,  ext.  in  Linn.  Trans.  Vol.  H. 
p.  103,  and  Vol.  V.  p.  36. 

Woodforde  (James)  Catalogue  of  Plants  growing  in  the  neighbourhood 
of  Edinburgh,  12mo,  Edin.  1824, 


9.   BOTANICAL  NOMENCLATURE. 


Berkenhout  (Joann  )  Clavis  Anglica  Linguae  Botauicae,  12mo,  Lond. 
1764.. 

Crabb  (George)  Universal  Technological  Dictionary,  2  vols.  4to,  Lond. 
1823. 

Elmgren  (J.)  Termini  Botanici,  ext.  in  Linnaei  Amoen.  Acad.  Tom.  VL 
p.  217. 

Hull  (John)  On  Botanical  Nomenclature  and  Terminology,  ext.  in  Bo- 
tany, Vol.  L  p.  1. 

Jourdan  (A.  J.  L.)  Dictionnaire  Raisonne,  Etymologique,  Synonymiqueet 
Polyglotte,  des  Termes  usites  dans  les  Sciences  Naturellcs,  2  tomes, 
8vo,  Paris,  1834. 

Lee  (James)  Dictionary  of  Botanical  Terms,  8vo,  Lond.  1813. 

Lloyd  (G.  N.)  Botanical  Terminology,  12mo,  Edin.  1826. 

Martyn  (Thomas)  Language  of  Botany,  8vo,  Lond.  1796. 

Millar  (Philip)  On  the  Technical  Terms  used  in  Botanj%  with  figures, 
ext.  in  Gardener's  and  Botanist's  Dictionary,  Vol.  I.  p.  96. 

Smith  (Sir  Jas.  E.)  Grammar  of  Botany,  8to,  Lond.  1821. 


(Explanations  of  Botanical  Terms  are  found  also  in  most  Elementary  Works  on  the  Science 
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10.   FOSSIL  BOTAHY. 


Bertrand  (E.)  Recueil  de  Divers  Traite's  sur  I'Histoiro  Natiirello  de  la 

Terre  ct  des  Fossiles,  Ay'ig.  1766. 
Buckland  ( W.)  On  Cycadeoidea?,  a  Family  of  Fossil  Plants  found  in  tho 

Oolite  Quarries  of  the  Isle  of  Portland,  ext.  in  London  Geolog. 

Trans.  2d  Series,  Vol.  IT.  p.  355. 
MaccuUoch  (J.)  On  Vegetable  Remains  preserved  in  Chalcedony,  ext.  in 

Lond.  Geol.  Trans.  1st  Series,  Vol.  II.  p.  510. 
Nicol  (W.)  On  the  Anatomical  Structure  of  Recent  and  Fossil  Woods, 

ext.  in  Report  of  Fourth  Meeting  of  British  Association,  p.  660, 8vo, 

Lond.  1835. 

Scheuchzerus  (J.  J.)  Herbarum  Diluvianarum  Collectio,  fol.  Tiguri,  1709. 
Witham  (Henry)  Observations  on  Fossil  Vegetables,  4to,  Edin.  1831. 

(For  further  Works  on  Fossils,  Vid,  Geology.) 


11-   HISTORY  OF  BOTANY,  INCLUDING  BOTANICAL  BIOGRylPHY 
AND  BIBLIOGRAPHY- 


Biuur  (J.)  Incrementa  Botanices,  ext.  in  Linnsei.  Amcen.  Acad.  Tom.  III. 
p.  377. 

Haller  (Albert  von)  Bibliotheca  Botanica,  qua  Scripta  ad  Rem  Herba- 
riam  facicntia  a  rerum  initiis  recensentur,  2  torn.  4to,  Lond.  1771. 

Linnaeus  (Car.)  Bibliotheca  Botanica,  recensens  libros  plus  mille  de 
Plantis  hue  usque  editos,  12rao,  Amst.  1736. 

Loo  (A.)  Auctores  Botanici,  ext.  in  Linnaei  Araoen.  Acad.  Tom.  V.  p.  273. 

Ludwig  (Christ.  Gott.)  Institutiones  Historico-Physicse  Regni  Vege- 
tabilis,  8vo,  Lips.  1742. 

 Idem  liber,  Edit,  altera,  12mo,  Lipsije,  1757. 

Pultney  (R.)  General  View  of  the  Writings  of  Linnteus,  Svo,  Lond.  1817. 

 Sketches  of  the  Progress  of  Botany  in  England,  2  vols.  Svo,  Lond. 

1790. 

Smith  (SirJ.  E.)  Biographical  Memoirs  of  several  British  Botanists, 

ext.  in  Linn.  Trans.  Vol.  VII.  p.  295. 
 Memoir  and  Correspondence  of,  edited  by  Lady  Smith,  2  vols,  Svo, 

Lond.  1832. 

Sprengel  (Kurt.)  Historia  Rei  Herbaria?,  2  tom.  Svo,  Paris,  1808. 
Tournefort  (Joseph.  Pittou)  Institutiones  Rei  Herbaria,  3  tom.  4to, 
Paris,  1700. 

 Idem  liber,  Edit.  3tia,  3  tom.  4to,  Pai-is,  1719. 


12.  AGRICULTURE  AND  GARDENING. 
(Vid.  Part  IV.  Cliai).  ].) 
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C.  GEOLOGY. 


1.    GENERAL,  ELEMEKTARY,  AND  SYSTEMATIC  WORKS. 


Bakewcll  (Robert)  Introduction  to  Geology,  Sd  Edit.  8vo,  Lend.  1815. 

 The  same  book,  4  th  Edit.  8vo,  Lond.  1833. 

Brando  (Wm.  Thomas)  Outlines  of  Geology,  Bvo,  Lond.  1817. 

Buckhuid  (W.)  Bridgcwater  Treatise;  On  Geology  and  Mineralogy,  con- 
sidered with  reference  to  Natural  Theology,  2  vols.  8vo,  Lond, 
183G. 

Burnet  (Tho.)  Tlieory  of  the  Earth,  2  vols.  8vo,  Lond.  1719. 
Cuvicr  (G.)  On  the  Theory  of  the  Earth,  translated  by  Kerr,  with  Notes 
by  Jameson,  8vo,  Edin.  1813. 

 The  same  book,  3d  Edit.  8vo,  Edin.  1817. 

Daubuisson  (J.  F.)  Traite'  de  Geognosie,  2  tom.  8vo,  Paris,  1819. 
De  la  Bpche  (H.  T.)  Geological  Manual,  2d  Edit.  12mo,  Lond.  1832. 
 Geological  Sections,  4to,  Lond.  1832. 

 Tabular  View  of  the  Superior,  Supermedial,  and  Medial  Rocks, 

Lond. 

Geology,  Comparative  View  of  the  Huttonian  and  Neptunian  Systems 
of,  8vo,  Edin.  1802.  (2  copies.) 

Greenough  (G.  B.)  Critical  Examination  of  the  First  Principles  of  Geo- 
logy, 8vo,  Lond.  1819. 

Button  (James)  Theory  of  the  Earth,  2  vols.  8vo,  Edin.  1795. 

Jameson  (11.)  On  Geology  and  the  Distribution  of  Minerals,  ext.  in 
Murray's  Eucyclopseclia  of  Geography,  8vo,  Lond.  1834'. 

Lyell  (Charles)  Principles  of  Geology,  3  vols.  Bvo,  Lond.  1830-32. 

  The  same  book,  4th  Edit.  4  vols.  8vo,  Lond.  1835. 

Macculloch  (John)  Geological  Classification  of  Rocks,  8vo,  Lond.  1821. 

Me'therie  (M.  de  la)  The'orie  de  la  Terre,  4  tom.  8vo,  Paris,  1797. 
 Le  meme  livre,  Tom.  III. 

Penn  (Granville)  A  Comparative  Estimate  of  the  Mineral  and  Mosaicai 

Geologies,  8vo,  Lond.  1822. 

  Supplement  to  the  same  book,  Svo,  Lond.  1823. 

Playfair  (John)  Illustrations  of  the  Huttonian  Theory,  8vo,  Edin. 

1802. 

Thomson  (Thomas)  Outlines  of  Geology  and  Mineralogy,  &c.  2  vols. 

Svo,  Lond,  1836. 
Ure  (And.)  New  System  of  Geology,  Svo,  Lond.  1829. 
Whitehurst  (J.)  On  the  Original  State  and  Formation  of  the  Earth,  3d 

Edit.  4to,  Lond.  1792. 


2.    COhLECTlVE  WORKS,  ESSAYS, 

Becherus  (Jo.  J.)  Physica  Subterranea,  12mo,  Francof-  1669. 
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of  British  Association,  p.  365,  8vo,  Lond.  1833. 
Geological  Society  of  London,  Transactions  of,  First  Series,  5  vols.  4:to, 
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 Description  of  the  Western  Islands  of  Scotland,  including  that 

of  the  Isle  of  Man,  &c.  2  vols.  8vo,  Lond.  1819,  with  plates  and 
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p.  4-59.  .    ^  . 
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Barbadoes.--^k(iy  (J.)  On  the  Geology  of  Barbadoes,  ext.  in  Loud. 

Geol.  Trans.  Vol.  HI.  p.  236. 
Barbuda.— Vid.  AnX\gna..  ^    ,        r      .   r -c  /  „ 
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Trans.  Second  Series,  Vol.  IIL  p.  191. 
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Lond.  Geol.  Trans.  First  Series,  Vol.  V.  p.  476. 
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Mines,  Anuales  des,  Tom.  I.  II.  8vo,  Paris,  1817. 

 Journal  des,  Tom.  III.-XXXVIII.  8vo,  Paris,  1794-18)5. 

Moyle  (M.  P.)  On  the  Temperature  of  the  Cornish  Mines,  ext.  in  Corn- 
wall Geol.  Trans.  Vol.  II.  p.  404. 

Paris  (J.  A.)  On  the  Safety  Bar,  and  the  Accidents  which  occur  in  the 
Cornwall  Mines,  ext.  ibid.  Vol.  I.  p.  78. 

Phillips  (W.)  On  the  Veins  of  Cornwall,  ext.  in  Lond.  Geol.  Trans.  First 
Series,  Vol.  IL  p.  110. 

Taylor  (John)  Report  on  Mineral  Veins,  ext.  in  Report  of  Third  Meeting 
of  British  Association,  p.  1,  8vo,  Lond.  1834. 

Traill  (T.  S.)  On  the  Salt  Mines  of  Cardona,  ext.  in  Lond.  Geol.  Trans. 
First  Series,  Vol.  III.  p.  404. 

Vivian  (J.  H.)  Sketch  of  the  Plan  of  the  Mining  Academies  of  Freyberg 
and  Schemnitz,  ext.  in  Cornwall  Geol.  Trans.  Vol.  I.  p.  71. 

 On  the  Salt  Mines  of  Wielitska  in  Poland  and  Salzburg  in  Ger- 
many, ext.  ibid.  p.  154. 

Wulfen  (F.  X.)  Minera  Plumbi  Spatosa  Carinthiaca,  ext.  in  Jacquin  Mis- 
cell.  Austriac.  Tom.  II.  p.  139. 


5.    VOLCANOES  AND  EARTHQUAKES. 


Bao-livi  (Georg.)  De  Terr^-motu  Romano  et  Urbium  Adjacentium  Anno 

"  1703,  ext.  in  Oper.  Om.  p.  523,  4to,  Antverp.  1715. 
Bailly  (M.)  Du  Feu  Centrale,  ou  de  la  Chaleur  propre  et  interieure  du 
Globe,  ext.  in  Lettres  sur  I'Origine  des  Sciences,  &c.  p.  269,  8vo, 
Paris  1777. 

Bcrtra'nd  (E.)  Memoires  Historiques  et  Physiques  sur  les  Tremblemens 
de  Terre,  ext.  in  Recueil  de  divers  Traite's  sur  I'Histoue  Naturelle, 
&c.  p.  221,  4to,  Avignon,  1766.  , 

Dolomieu  (Deodat  de)  Voyage  aux  Isles  de  Lipari  fait  en  1/81,  8vo, 

Paris,  1783.  ^    ,  .       .  j    t>  j 
 Memoires  sur  les  Isles  Ponces,  et  Catalogue  raisonne  des  Produits 

de  I'Etna,  8vo,  Paris,  1788.  .    ^, ...      .    •    t     a  n.^\ 

Graham  (Mrs.)  Account  of  Earthquakes  in  Chih,  ext.  m  Lond.  Geol. 

Trans.  Second  Series,  Vol,  I.  p.  413.  o  j  r.  i-      •  j«„ 

Kastner  (K.  W.  G.)  Nachrichten  von  den  Erdbeben  Sud-Itahens  in  den 
letzen  Jahren,  von  Dr.  Alb.  von  Schonberg,  12rao,  Nurnberg,  1828, 
Mackenzie  (Sir  G.)  On  the  Volcanoes  of  Iceland,  ext.  m  Travels  m  Ice- 
land, 4to,  Edin.  1811. 


GEOLOGY. 


289 


Saintfond  (B.  F.  de)  Miueralog-ie  des  Volcans,  8vo,  Pans,  1784. 
Scrope  (G.  Poulett)  Considerations  on  Volcanoes,  Bvo,  Lond.  Ibdo. 

 Oil  the  Volcanic  District  of  Naples,  ext.  in  Lond.  Geol.  Irans. 

Second  Series,  Vol.  II.  p.  337. 


6.   FOSSIL  REMAINS. 


Agassiz  (L.)  Recberches  sur  les  Poissons  Fossiles,  6  Livraisons,  4to, 
Neucliatel,  1835-36,  avec  Atlas  in  fol.  (unfimshed.J 

 On  the  Fossil  Fishes  of  Scotland,  ext.  in  Report  of  Fourth  Meeting 

of  British  Association,  p.  646,  8vo,  Lond.  1835. 

Agricola  (G.)  De  Natura  Fossiliura,  ext.  in  Op.  de  Re  Metallica,  p.  569, 
fol.  Basil.  1657. 

Baiisch  (J.  L.)  De  Unicornu  Fossili,  ext.  in  Fehr  Anchora  Sacra,  p.  169, 
12mo,  Jenae,  1670. 

Bertrand  (E.)  Essai  d'une  distribution  me'tbodique  des  Fossiles,  ext.  in 
Recueil  des  Me'moires  sur  TUistoire  Naturelle,  &c,  p.  381, 4to,  Avig- 
non, 1766. 

Blumenbach  (J.  F.)  Speciraen  Archreologise  Telluris,  4to,  Gott.  1803. 
  Specimen  Alteram,  4to,  Gott.  1816. 

Born  (M.  de)  Catalogue  Raisonne  de  la  Collection  des  Fossiles  de  M.  de 

Raab,  2  tomes,  8vo,  Vienne,  1790. 
Brongniart  (Alex.)  Description  de  plusieurs  des  Corps  Organises  Fossiles 

renfermes  dans  les  Terrains  de  Sediment  superieurs,  ext.  in  Meraoire 

sur  les  Terrains  du  Vicentin,  &c.  p.  51,  4to,  Paris,  1823. 
Buckland  (Rev.  W.)  ReliquiiB  Diluvianse  ;  or  Observations  on  Organic 

Remains  attesting  the  Action  of  an  Universal  Deluge,  4to,  Lond. 

1823. 

 On  the  Megalosaurus,  e.vt.  in  Lond.  Geol.  Trans.  Second  Series, 

Vol.  I.  p.  390. 

 On  the  Bones  of  the  Mastodon,  &c.  from  Ava,  ext.  ibid.  Vol.  II. 

p.  377. 

 On  the  Cycadeoidese,  a  Family  of  Fossil  Plants  found  in  the  Oolite 

Quarries  of  the  Isle  of  Portland,  ext.  ibid.  p.  395. 
 On  the  discovery  of  Pterodactylus  Macronyx  in  the  Lias  at  Lyme 

Regis,  ext.  ibid.  Vol.  111.  p.  217. 
—  On  the  discovery  of  Coprolites  or  Fossil  Faeces  in  the  Lias  at  Lyme 

Regis,  ext.  ibid.  p.  223. 

 On  Fossils,  ext.  in  Bridgewater  Treatise,  Vol.  I.  p.  106  et  seq. 

Camper  (Pierre)  Conjectures  sur  les  Petrifications  trouve'es  dans  la 

Montague  de  St.  Pierre  pres  de  Maestricht,  e.vt.  in  CEuvres,  Tom.  I. 

p.  355. 

Clift  (W.)  On  the  Fossil  Remains  of  two  new  Species  of  Mastodon  and  of 
other  Animals  found  on  the  left  Bank  of  the  Irawadi,  ext.  in  Lond. 
Geol.  Trans.  First  Series,  Vol.  II.  p.  369. 

Conybeare  (Wm.  D.)  On  the  discovery  of  an  almost  perfect  Skeleton  of 
the  Plesiosaurus,  ext.  ibid.  Second  Series,  Vol.  I.  p.  381. 

Costa  (S.  Mendez  da)  Natural  History  of  Fossils,  4to,  Lond,' 1757. 

Cumberland  (G.)  On  some  new  Fossil  Eiicrini  and  Pentacriui  near  Bris- 
tol, ext.  in  Lond,  Geol.  Trans.  First  Series,  Vol.  V.  j).  87. 

20 


290 


MINERALOGY. 


Cuvicr  (G.)  Recherches  sur  les  Ossemens  Fossiles,  nouvelle  Edition, 

5  tomes,  4to,  Paris,  1821-24. 
De  la  Beclie  (H.  T.)  and  Conybeare  (W.  D.)  On  Plesiosaurus,  a  new 

Fossil  Animal,  ext.  in  Lond.  Geol.  Trans.  First  Series,  Vol.  V.  p.  559. 
 Additional  Notes  on  Ichthyosaurus  and  Plesiosaurus,  by  Conybeare, 

ext.  ibid.  Second  Series,  Vol.  1.  p.  103. 
•Hart  (John)  A  Description  ot  the  Fossil  Deer  of  Ireland,  Cervus  Mega- 

ceros,  8vo,  Dublin,  1830. 
Lambert  (A.  B.)  On  a  Fossil  Alcyonium  from  the  Chalk  Strata  near 

Lewes,  with  plates,  ext.  in  Linn.  Trans.  Vol.  XI.  p.  401. 
MaccuUoch  (J.)  On  Vegetable  Remains  preserved  in  Chalcedony,  exi.  in 

Lond.  Geol.  Trans.  First  Series,  Vol.  II.  p.  310. 
Mantell  (Gideon)  Tabular  Arrangement  of  the  Organic  Remains  of  the 

County  of  Sussex,  ext.  ibid.  Second  Series,  Vol.  III.  p.  201. 
Martin  (VV.)  Account  of  some  Fossil  Auomise  found  in  Derbyshire,  ext.  in 

Linn.  Trans.  Vol.  IV.  p.  44. 
Millar  (J.  J.)  On  Belemuites,  ext.  in  Loud.  Geol.  Trans.  Second  Series, 

Vol.  II.  p.  45. 
 On  the  Genus  Actinocamax,  ext.  ibid.  p.  63. 

Murchison  (R.  1.)  On  a  Fossil  Fox  found  at  Oiningen  near  Constance, 
ext.  in  Lond.  Geol.  Trans.  Second  Series,  Vol.  111.  p.  217. 

Parkinson  (James)  Organic  Remains  of  a  Former  World,  3  vols.  4to, 
Lond.  1804-1812. 

 On  the  Strata  and  Fossil  Remains  near  London,  fa^^.  in  Lond.  Geol. 

Traus.  First  Series,  Vol.  1.  p.  324. 
 Remarks  on  Fossils  from  Dover  and  Folkstone,  ext.  ibid.  Vol.  V. 

p.  52. 

Pentland  (J.  B.)  On  some  Fossil  Remains  from  Bengal,  ext.  ibid.  Second 

Series,  Vol.  IL  p.  393. 
Scheuchzeriis  (J.J.)  Herbarum  Diluvianarum  CoUectio, fol. Tiguri,  1709. 
Tingy  (M.)  On  some  Extraneous  Fossils  of  Switzerland,  ext.  in  Linu. 

Trans.  Vol.  I.  p.  57.  fin  French.) 
Webster  (T.)  On  some  new  varieties  of  Fossil  Alcyonia,  ext.  in  Lond. 

Geol.  Trans.  First  Series,  Vol.  II.  p.  377. 
Werner  (Ab.  Gott.)  On  the  External  Character  of  Fossils,  trans,  from 

the  German  by  Weaver,  8vo,  Dub.  1805. 
Witham  (Henry)  Observations  on  Fossil  Vegetables,  4to,  Edin.  1831. 


D.  MINERALOGY. 


1.    GENERAL,  ELEMENTARY,  AND  SYSTEMATIC  WORKS. 


Aikin  (Arthur)  Manual  of  Mineralogy,  12mo,  Lond.  1815. 
Aikin  (A.  and  C.  R.)  Dictionary  of  Chemistry  and  Mineralogy,  2  vols. 
4to,  Lond.  1807.  . 

 Appendix  to  the  same,  4to,  Lond.  1814. 

Allan  (Robert)  A  Manual  of  Miuera  ogy,  8vo,  Edin  1834 
Babington  (W  lliam)  New  System  ot  Mineralogy,  4to,  Lond  1799. 
Bergm'an  (T.)  Sciag  aphia  llegni  Mineralis,  12mo,  Lips.  et  Dessav.  1,82. 


MINERALOGY. 


291 


Bergman  (T.)  Outlines  of  Mineralogy,  trans,  by  Dr.  Withering,  8vo,  Bir- 
mingham, 1783.  „  . 
 Manuel  du  Mine'ralogiste,  traduit  par  Mongez,  2  tomes,  8vo,  J  ans, 

J792. 

Berzelius  (J.  J.)  Attempt  to  establish  a  pure  and  scientific  System  of 
Mineralogy,  trans,  by  John  Black,  Bvo,  Lond.  181^. 

Bournon  (Comte  de)  Traite  de  Mine'ralogie,  3  torn.  4to,  Lond.  1808. 

Brougniart  (Alex.)  Traite  de  Mineralogie,  2  torn.  8vo,  Paris,  1807. 

Bucklaud  (W.)  Bridge  water  Treatise  ;  On  Geology  and  Mineralogy  con- 
sidered with  reference  to  Natural  Theology,  2  vols.  8vo,  Lond.  1836. 

Buffon  (M.  le  Comte  de)  Histoire  Naturelle  des  Mineraux,  3  tomes,  4to, 
Paris,  1783. 

Cronstedt  (A.  F.)  Sytera  of  Mineralogy,  trans,  by  Engestrora,  with  Notes 

of  Da  Costa,  8vo,  Lond.  1770. 
Huiiy  (M.  I'Abbe')  Traite'  de  Mineralogie,  4  torn.  8vo,  Paris,  1801,  avec 

Atlas  in  4to. 

 Traite'  de  Mineralogie,  4  vols.  8vo,  Paris,  1822,  avec  Atlas  in  8vo. 

Jameson  (Robert)  System  of  Mineralogy,  3  vols.  8vo,  Edin.  1804. 

 The  same  book,  2d  Edit.  Edin.  1816. 

  The  same  book,  3d  Edit.  Edin.  1820. 

 On  the  Characters  of  Minerals,  8vo,  Edin.  1816. 

Kidd  (J.)  Outlines  of  Mineralogy,  8vo,  Oxf  1809. 

Kirwan  (Richard)  Elements  of  Mineralogy,  8vo,  Lond.  1784. 

 The  same  book,  2d  Edit.  2  vols.  Bvo,  Lond.  1794. 

Mohs  (F.)  Treatise  on  Mineralogy,  trans,  by  Haidinger,  3  vols.  12rao, 
Edin.  1825. 

Phillips  (William)  Introduction  to   Mineralogy,    12mo,  Lond,  1816. 

f2  copies.  J 

 The  same  book,  3d  Edit.  Svo,  Lond.  1823. 

Rome  de  I'lsle  (M.  de)  Caracteres  Exte'rieurs  des  Miue'raux,  Bvo,  Paris, 
1784. 

Schmeisser  (J.  G.)  System  of  Mineralogy,  2  vols.  8vo,  Lond.  1795. 
Thomson  (Thomas)  Outlines  of  Mineralogy  and  Geology,  &c.  2  vols.  8vo, 
Lond.  1836. 

Wallerius  (J.  Gottsch.)  Mine'ralogie,  2  torn.  8vo,  Paris,  1753. 


2.    MINKRALOGICAL  ESSAYS,  REPORTS,  SfC. 


Cheneyix  (R.)  Observations  on  Mineralogical  Systems,  8vo,  Lond.  1711. 
Dolomieu(De'odat  de)  Sur  la  Philosophie  Mineralogique,8vo,  Paris,  1801. 
Hauy  (M.  I'Abbe)  Tableau  comparatif  des  Re'sultats  de  la  Cristallogra- 

phie  et  de  1' Analyse  Chimique  relativement  a  la  Classification  des 

Mineraux,  8vo,  Paris,  1809. 
Jameson  (R.)  On  Geology  and  the  distribution  of  Minerals,  ext.  in 

Murray's  Encyclopaidia  of  Geography,  8vo,  Lond.  1834. 
Saintfond  (B.  F.  De)  Mine'ralogie  de  Volcanes,  8vo,  Paris,  1784. 
Townson  (Robert)  Philosophy  of  Mineralogy,  8vo,  Loud.  1798 
Whewell  (W.)  Report  on  tlie  recent  Progress  and  present  State  of 

Mineralogy,  ext.  m  Report  of  Second  Meeting  of  British  Association, 

p.  322,  8vo,  Lond.  1833. 


292 


MINEBALOGY. 


3.    fVORKS  ON  THE  MINERALOGY  OF  PARTICVLAR  COVSTRIES  AND  PLACES. 


Arctic  Regions. — Komg  (C.)  Geology  and  Mineralogy  of  Arctic  Regions, 

ext.  in  Appendix  to  Parry's  First  Journal,  p.  246. 
Berne. — Bertraud  (E.)  Essai  de  Minerograplue,  &c.  du  Canton  de  Benic, 

ext.  in  Reciieil  de  divers  Traites  sur  I'tlistoire  Naturelle,  p.  435. 
Britain. — Berger  (J.  F.)  Mineralogical  Account  of  the  Isle  of  Man,  ext.  in 

Lond.  Cieol.  Trans.  First  Series,  Vol.  11.  p.  29. 
 Supplementary  Observations  by  J.  Henslow,  ext.  ibid.  Vol.  V. 

p.  482. 

 Carne  (Joseph)  On  the  Mineral  Productions,  &c.  of  the  Parish  of 

St.  Just,  Cornwall,  ext.  in  Cornwall  Geol.  Trans.  Vol.  II.  p.  290, 

— —  Cumberland  and  Westmoreland,  Lithological  Tour  amongst  the 
Lakes  of,  8vo,  Lond.  1804. 

 Hibbert  (Sam.)  Account  of  Minerals  found  in  Shetland,  ext.  in  De- 
scription of  the  Shetland  Islands,  4to,  Edin.  1822. 

 Horner  (L.)  On  the  Mineralogy  of  the  Malvern  Hills,  ext.  in  Lond. 

Geol.  Trans.  First  Series,  Vol.  1.  p.  281. 

 Jameson  (Robert)  Mineralogy  of  the  Shetland  Islands  and  of  Arran, 

8vo,  Edin.  1798. 

 Mineralogy  of  the  Scottish  Isles,  2  vols.  4to,  Edin.  1800. 

 '. —  Mineralogical  Description  of  Dumfries-shire,  8vo,  Edin.  1805. 

 Kidd  (J.)  On  the  Mineralogy  of  St.  Davids,  Pembrokeshire,  ext.  in 

Lond.  Geol.  Trans.  First  Series,  Vol.  II.  p.  79. 
 Macculloch  (John)  Description  of  the  Western  Islands  of  Scotland, 

including  that  of  the  Isle  of  Man,  &c.  2  vols.  8vo,  Lond.  1819,  with 

plates  and  maps  in  4to. 
 Sketch  of  the  Mineralogy  of  Skye,  ext.  in  Lond.  Geol.  Trans. 

First  Series,  Vol.  IIL  p.  1,  and  Vol.  IV.  p.  136. 

 Mawe  (John)  Mineralogy  of  Derbyshire,  8vo,  Lond.  1802. 

  Sowerby  (J.)  British  Mineralogy,  Vol.  I.  8vo,  Lond.  1802. 

Ceylon  Davy  (J.)  On  the  Mineralogy  of  Ceylon,  ext.  in  Lond.  Geol. 

Trans.  First  Series,  Vol.  V.  p.  31 1. 
Gro?2m.9eK.— Brugmanns  (S.  I.)  Lithologia  Groningana,  juxta  ordinem 

Wallerii  digesta,  8vo,  Gronirigaj,  1781. 
Hungary.— QenAavit  (F.  S.)  Voyage  Mineralogique  at  Geologique  en 

Hongrie  pendant  I'annee  1818,  3  tom.4to,  Paris,  1822,  avec  Atlas  in 

4to. 

 Born  (M  de)  Voyage  Mine'ralog-ique  en  Hongrie,  8vo,  Paris,  1780. 

/ce/ant/.— Mackenzie  (Sir  Geo.  Stuart)  Mineralogy  of  Iceland,  ext.  in 

Travels  in  Iceland,  p.  433,  4to,  Edin.  1811. 
Pyrenees  —Essai  sur  la  Mine'ralogie  des  Pyrene'es,  4to,  Pans,  1784. 
Sicily.— Bovc\i  (Comte  de)  Mineralogie  et  Minerhydrologie  Sicihenne, 

Svo,  Turin,  1780.  t  ,     r,  .  r.  n 
 Dolomieu  (Deodat  de)  M^moire  sur  les  Isles  Ponces,  et  Catalogue 

raisonne'  des  Produits  de  I'Etna,  8vo,  Paris,  1788. 
T«scan^.— Tozzetti  (Jean  Targioni)  Voyage  Mineralogique,  &c.  eu  Tos- 

cane,  2  tom.  Svo,  Paris,  1792. 


MINERALOGY. 


293 


4.    TREATISES  ON  INDIVIDUAL  MINERALS. 

Aerolites.— Izarn  (J.)  Lithologie  Atmospherique,  Svo,  Paris,  1803.  _ 
Arraffonite.— Holm  (John)  On  Arragouite,  with  its  Analysis,  ext.  in  Linn. 

trans.  Vol.  XI.  p.  235. 
Bardiglione.—^onrMon  (Le  Comte  dc)  Memoir  on  Bardiglione  or  bul- 

phate  of  Lime,  ext.  in  Lond.  Geol.  Trans.  First  Series,  Vol.  I.  p.  355. 
Cor«n(i«m.— Svvedenstierna  (C.  T.)  On  the  Corundum  of  GeUivara  in 

Lapland,  ext.  in  Lond.  Geol.  Trans.  First  Series,  Vol.  lU.  p.  4.]5._ 
Laumonite.—BonraQn   (Le   Comte  de)  Memoir  on   the  Laiimonite, 

ext.  in  Lond.  Geol.  Trans.  First  Series,  Vol.  L  p.  77. 
Strontian  ^SJsar.— Hope  (T.  C.)  Account  of  the  Strontian  Spar,  4  to, 

Edin.  1793. 

Tin,  Oxide  o/— Phillips  (W.)  On  the  Oxide  of  Tin,  ext.  in  Lond.  Geol. 

Trans.  First  Series,  Vol.  U.  p.  336. 
Tremolite.—Gregor  (W.)  On  the   Tremolite  of  Cornwall,  ext.  ibid. 

Vol.  111.  p.  399. 

Uranium,  Oxide  o/— Phillips  (W.)  On  the  Oxide  of  Uranium,  ext.  ibid. 
p.  112. 


5.    WORKS  ON  CRYSTALLOGRAPHY. 


Baglivi  (Georg.)  De  Vegetatione  Lapidum,  ext.  in  Oper.  Om.  p.  497, 

4to,  Antverp.  1715. 
Brooke  (H.  J.)  Introduction  to  Crystallography,  Svo,  Lond.  1823. 
Haiiy  (M.  I'Abbe)  Tableau  comparatif  des  Resnltats  de  la  Cristallo- 

graphie  et  de  I'Aualyse  Chimique  relativement  a  la  Classification 

des  Miueraux,  Svo,  Paris,  1809. 
Kilhler  (M.)  De  Crystalloruin  Generatione,  ext.  in  Linnsei  Araoen.  Acad. 

Tom.  I.  p.  454'. . 

Larkin  (N.  J.)  Introduction  to  Solid  Geometry,  and  to  the  Study  of 

Crystallograpliy,  &c.  Svo,  Lond.  1820. 
Phillips  (W.)  On  the  Angles  of  the  Primitive  Crystals  of  Quartz  and 

the  Sulphate  of  Barytes,  ext.  in  Loud.  Geol.  Trans.  First  Series, 

Vol.  IV.  p.  233. 

 •  On  the  Measurement  and  Cleavage  of  certain  Primitive  Crystals, 

ext.  ibid.  p.  241. 

 On  the  Modifications  of  the  Primitive  Crystal  of  the  Sulphate  of 

Barytes,  ext.  ibid.  Vol.  V.  p.  305. 
Rome'del'Isle  (M.  de)  Crystallographie,  4  torn.  Svo,  Paris,  1783,  avec 

Planches  et  Tableaux  in  4to. 
Scopoli  (J.  A.)  Crystallographia  Huugarica,  Pars  L  4to,  Pragae,  1776. 


6.   MINERALOGY  APPLIED  TO  THE  ARTS. 

Brard  (C.  P.)  Mine'ralogie  applique'e  aux  Arts,  3  torn,  Svo,  Paris,  1821. 


294 


MINERAL  WATERS. 


ANALYSIS  OF  MINERALS. 


Thomson  (Thomas)  Outlines  of  Mineralogy,  GeoWy,  and  Mineral  Ana- 
lysis, 2  vols.  8vo,  Lond.  1836. 


(Hd.  also  p.  239.) 


E.   MINERAL  WATERS. 


1 .    WORKS  ON  MINERAL  WATERS  GENERALLY. 

Boyle  (Hon.  Robert)  Short  Memoirs  for  the  Natural  Experimental  His- 
tory of  Mineral  Waters,  12mo,  Lond.  1684-85. 

 The  same  book,  ext.  in  Works,  Vol.  IV.  p.  794,  4.to,  Lond.  1772. 

 An  Account  of  a  way  of  examining  Waters  as  to  Freshness  and 

Saltness,  e.vt.  in  Works,  Vol.  V.  p.  744. 

Daubeny  (C.)  On  Organic  Matter  found  in  Sulphureous  Springs,  ext.  in 
Linn.  Trans.  Vol.  XVL  p.  587. 

Denis  (J.  B.)  Conference  sur  une  Fontaine  Medicinale,  4to,  Paris,  1583. 

Gairdner  (Meredith)  Essay  on  the  Natural  History,  Origin,  Composition, 
and  Medicinal  Effects  of  Mineral  and  Thermal  Springs,  12mo, 
Edin.  1832. 

Hippocrates  ( Cous)  Des  Airs,  des  Eaux,  et  des  Lieux,  par  Coray,  2  torn. 

8vo,  Paris,  1800. 
Kirvvan  (Richard)  On  Mineral  Waters,  8vo,  Lond.  1799. 
Lamb  (Wm.)  On  the  Properties  of  Spring  Water,  &c.  8vo,  Lond.  1803. 
Leigh  (C.)  Phthisiologia  Laucastriensis,  necnon  de  Mineralibus  Aquis, 

12mo,  Lond.  1694. 
Lucas  (C.)  Essay  on  Waters,  3  vols.  8vo,  Lond.  1756. 
 Analysis  of  Dr.  Rutty's  Methodical  Synopsis  of  Mineral  Waters, 

8vo,  Lond.  1757. 

Meier  (J.  E.)  De  Usu  Aquae  Dia;tetico,  Gott.  1769,  ext.  in  Brose  Coll. 

Diss.  Tom.  L  Part.  1. 
Mineral  Water,  Baths,  &c.  Account  of  a  New  Institution  in  Edinburgh 

for,  8vo,  Edin.  1822. 
Monnet  (M.)  Traite'  d'Eaux  Mine'rales,  8vo,  Paris,  1768. 
Monro  (Donald)  On  Mineral  Waters,  2  vols.  8vo,  Lond.  1779. 
Paul  (N.)  Account  of  his  Artificial  Mineral  Waters,  &c.  8vo,  Loud. 

1802. 

Pommerau  (E.)  Traite'  des  Eaux  Mine'rales,  l2mo,  Orleans,  1676. 
Rochas  (H.  de)  Observations  Nouvelles  sur  la  Vrai  Connaissancc  des 

Eaux  Minerales,  12mo,  Paris,  1634. 
.  Le  meme  livre,  12mo,  Paris,  1636. 

Rotheram  (J.)  Inquiry  into  the  Nature  and  Properties  of  Water,  8vo, 
Newcastle,  N.  D.  c 

Saunders  (William)  On  the  Chemical  History  and  Medical  Powers  ot 
Mineral  Waters,  8vo,  Lond.  1800. 

 The  same  book,  2d  Edit.  8vo,  Lond.  1805. 


MINERAL  WATERS. 


295 


2.    1V0RKS  ON  PARTICULAR  MINERAL  WATERS. 


a.  British. 


Bagnigge.—Be\[s  (J.)  On  the  Waters  of  Bagnigge  Wells,  8vo,  Lond. 
1760. 

Bath.— Fdlconer  (W.)  On  the  Bath  Waters,  I2mo,  Lond.  1770. 
 Dissertation  on  Ischias  and  on  the  effects  of  the  Bath  Waters 

in  this  Disease,  8vo,  Lond.  1805. 
 Sutherland  (Alex.)  Attempts  to  ascertain  and  extend  the  Virtues 

of  Bath  and  Bristol  Waters  hy  Experiments  and  Cases,  1 2mo,  Lond. 

1764'. 

Bristol. — Carrick  (A.)  On  the  Properties  of  the  Bristol  Hot-Well 

Water,  8vo,  Bristol,  1791. 
 Sutherland  (Alex.)  On  the  Virtues  of  Bristol  Waters,  12mo,  Lond. 

1764.. 

Buxton. — Denman  (Thos.)  On  the  Effects  of  Buxton  Water  in  Fever, 
8vo,  Lond.  1793. 

 Pearson  (George)  On  Buxton  Waters,  8vo,  Lond.  1787. 

Cheltenham. — Forthergill  (A.)  On  the  Nature  and  Qualities  of  Chelten- 
ham Water,  8vo,  Bath,  1785. 

 The  same  hook,  2d  Edit.  Bath,  1788. 

Droitivich. — Horner  (Leonard)  On  the  Brine  Springs  at  Droitvvich,  ext. 

in  Lond.  Geol.  Trans.  First  Series,  Vol.  II.  p.  94. 
Dunse. — Home  (F.)  On  the  Duuse  Spa,  8vo,  Edin.  1751. 
Fir- Hill— TayXov  (John)  On  the  Virtues  of  the  Fir-Hill  Well,  8vo, 

Aberdeen,  1800. 

Harrowgate. — Hunter  (Adam)  On  the  Mineral  Waters  of  Harrovvgate 
and  its  Vicinity,  12mo,  Lond.  1830. 

Ireland. — Ryan  (Mich.)  On  the  Mineral  Waters  of  Ireland,  8vo,  Kil- 
kenny, 1824. 

Isle  of  Wight. — Marcet  (A.)  Account  of  an  Aluminous  Chalybeate 
Spring  in  the  Isle  of  Wight,  ext.  in  Lond.  Geol.  Trans.  First  Series, 
Vol.  I.  p.  213. 

Leamington  <S/)a.— Loudon  (Charles)  On  the  Waters  of  Leamington 

Spa,  8vo,  Leamington  Spa,  1831. 
Malvern. — Malvern  Waters,  Experiments  and  Observations  on,  8vo. 

Lond.  N.  D. 

Nottingham.— Gvsive?,  (Robert)  On  the  Mineral  Waters  of  Nottingham, 

8vo,  Sherbourne,  1792. 
Perthshire.— \ioTs\ey  (W.)  On  the  Mineral  Waters  of  Perthshire,  12mo. 

Edin.  1814. 

St.  Bernard's  Well— T&y\ov  (John)  On  the  Virtues  of  the  Water  of  St. 

Bernard's  Well,  8vo,  Edin.  1790. 
Tilbury.— Andree  (John)  Account  of  Tilbury  Water,  8vo,  Lond.  1740. 
Tunbndge.— Rouse  (Lewis)  Directory  to  Tunbridge  Wells,  8vo,  Loiid. 

  Scudamore  (Sir  Charles)  Analysis  of  the  Mineral  Water  of  Tun- 
bridge Wells,  8vo,  Lond.  1816. 

IFa/ton.— Johnstone  (James)  Account  of  the  Walton  Water,  8vo.  Wor- 
cester,  1787. 


296 


MINERAL  WATERS. 


b.  Foreign. 

Aix-la-C/iapelle.— Ash  (John)  On  the  Waters  of  Aix-la-Chapelle  and  St. 
Amand,  12mo,  Lond.  1788. 

Berne. — Bertraud  (E.)  Essai  de  Minerographie,  &c.  du  Canton  de  Berne, 
ext.  in  Recueil  de  divers  Traite's  sur  I'Histoire  Naturelle,  p.  433. 

Caldas  da  Rainha. — Withering  (William)  Chemical  Analysis  of  the 
Water  at  Caldas  da  Rainha,  ( Enqlisfi  and  Portuguese,)  8vo,  Lis- 
bon, 1795. 

Eger. — Osann  (C.)  and  Trommsdorff  (B.)  Die  Mineralquellen  zu  Kaiser- 

Franzenbad  bey  Eger,  Svo,  Berlin,  1822. 
Enghien. — Fourcroy  (M.  de)  Analyse  Chiraique  de  I'Eau  Sulfureuse 

d'Enghien,  Svo,  Paris,  1788. 
France. — Clos  (Sieur  Du)  Sur  les  Eaux  Minerales  de  France,  12mo, 

Paris,  1673. 

Iceland. — Mackenzie  (Sir  G.  S.)  On  the  Mineral  Waters  of  Iceland,  e.vt. 
VI  Travels  in  Iceland,  p.  396. 

Lucca. — Franceschi  (G.)  Igea  dei  Bagni  e  piu  particolarmente  di  quelle 
di  Lucca,  8vo,  Lucca,  1813. 

Madagascar. — Copland  (Samuel)  On  the  Mineral  Waters  of  Madagas- 
car, ext.  in  History  of  Island  of  Madagascar,  p.  335,  Svo,  Lond. 
1822. 

Naples. — Attumonelli  (Michele)  Delle  Acque  Minerali  di  Napoli,  &c. 

Svo,  Napoli,  1808. 
Pisa. — Cocchi  (A.)  Trattato  dei  Bagni  di  Pisa,  4to,  Firenze,  1730. 
Rome. — Lapi  (J.  H.)  De  Acidula  ad  Ripam  Tyberis,  Romse,  1754,  ext.  in 

Roeraer.  Opusc.  Tom.  I.  p.  229. 
Sicily. — Borch  (Comte  de)  Mineralogie  et  Minerhydrologie  Sicilienne, 

Svo,  Turin,  1780. 

Spa. — Heers  (Hen.  ab)  Pons  Spadanus  Descriptus,  18mo,  Lugd.  Bat. 
1643. 

 Williams  (J.)  On  the  Mineral  Waters  of  the  German  Spa,  Svo, 

Lond.  1773. 

St.  Amand. —  Vid.  Aix-la-Chapelle. 


(For  Works  on  Baths,  Vid.  p.  58.) 


CHAPTER  III. 


Science  of  tfte  jmintr ; 

INCLUDING 

ipolttiral  (J^toitomi?,  antj  <J5titeral  (iBtJii cation, 


SCIENCE  OF  THE  MIND. 


I.  METAPHYSICS  AND  MORAL  PHILOSOPHY. 


Abercrombie  (John)  On  the  Intellectual  Powers  and  the  Investigation 
of  Truth,  8vo,  Edin.  1830. 

 The  same  book,  2d  Edit.  1831. 

 The  same  book,  3d  Edit.  1832. 

 The  Philosophy  of  the  Moral  Feelings,  8vo,  Lond.  1833. 

Alibert  (J.  L.)  Physiologie  des  Passions,  2  tom.  8vo,  Paris,  1825. 
Alison  (A.)  Essays  on  Taste,  2  vols.  8vo,  Edin.  1831. 
Beattie  (James)  Essay  on  Truth,  8vo,  Lond.  1812. 

Beddoes  (Thomas)  On  the  Nature  of  Demonstrative  Evidence,  8vo, 
Lond. 1793. 

Belsham  (T.)  Elements  of  the  Philosophy  of  the  Mind,  and  of  Moral 

Philosophy,  Svo,  Lond.  1801. 
Berkeley  (George  Bp.  of  Cloyne)  Alciphron,  or  the  Minute  Philosopher, 

Svo,  Dublin,  1753. 
Bonnet  (C.)  Essai  de  Psychologic,  12mo,  Lond.  1734'. 

  Sur  les  Facultes  de  I'Ame,  4'to,  Copenhagen,  1760.  (i  copies.) 

 Palingenesie  Philosophique,  2  tom.  Svo,  Geneve,  1769. 

Boyne  (L.  S.)  Physical  and  Moral  History  of  the  Human  Species,  Svo, 

Lond.  1815. 

Brown  (Thomas)  Lectures  on  the  Philosophy  of  the  Human  Mind, 
4  vols.  Svo,  Edin.  1820. 

  Sketch  of  the  Philosophy  of  the  Human  Mind,  Part  I.  compre- 
hending the  Physiology  of  the  Mind,  Svo,  Edin.  1820. 

 Inquiry  into  the  Relation  of  Cause  and  EflFect,  3d  Edit.  Svo,  Edin. 

1818. 

 On  the  Doctrine  of  Hume  concerning  Cause  and  Effect,  Svo,  Lend. 

1806. 

Bruckerus  (Jacob.)  Historia  Critica  Philosophite,  6  tom.  4to,  Lipsiae, 
1767. 

Buffier  (P.)  On  First  Truths,  8vo,  Lond.  1780. 
Burke  (Edmund)  On  the  Sublime  and  Beautiful,  Svo,  Lond.  1798. 
Burton  (Rob.)  Anatomy  of  Melancholy,  9th  Edit.  2  vols.  Svo,  Lond. 
1800. 


300 


METAPHYSICS  AND  MOBAL  PHILOSOPHY. 


Cabauis  (P.  J.  G.)  Rapports  du  Physique  ct  du  Moral  do  rHomme, 

2  tomes,  8vo,  Paris,  1802.  f2  copies.) 
 Le  mome  livre,  2de  Edit.  1803. 

Chalmers  (Thos.)  Bridgewater  Treatise ;  On  the  Moral  and  Intellectual 

Constitution  of  Man,  2  vols.  8vo,  Lond.  1833. 
Cogan  (T.)  Philosophical  Treatise  on  the  Passions,  8vo,  Bath,  1800. 

 Ethical  Treatise  on  the  Passions,  8vo,  Bath,  1810. 

Combe  (George)  On  the  Constitution  of  Man,  12mo,  Edin.  1828. 
Coudiliac  (M.  I'Abbe  de)  OEuvres,  3me  Edit.  3  torn.  8vo,  Paris,  1777. 
Condorcet,  Sur  les  Pro^res  de  I'Esprit  Humain,  8vo,  Paris,  1797. 
Degerando  (J.  M.)  Des  Signes,  et  de  I'Art  de  Penser,  itomeSjSvo,  Paris, 

1800. 

 Histoire  Comparee  des  Systemes  de  Philosophie,  3  tomes,  8vo, 

Paris,  1804. 

Descartes  (Renatus)  Opera  Philosophica,  4to,  Amstelod.  1670. 

 Lettres  sur  la  Morale,  la  Physique,  la  Medecine,  et  les  Mathema- 

tiques,  G  tomes,  12mo,  Paris,  1724. 

 Meditations  Me'taphysiques,  2  tom.  12mo,  Paris,  1724. 

Desmortier  (U.  R.  T.  le  Bouvyer)  Sur  les  Sourds-Muets  de  Naissance, 

8vo,  Paris,  1800. 
Dewar  (Henry)  On  the  Education  of  J.  Mitchell,  4to,  Edin.  1816. 
Enfield  (W.)  History  of  Philosophy,  2  vols.  4to,  Lond.  1791. 
Epe'e  (L'Abbe'  1')  Method  of  Educating  the  Deaf  and  Dumb,  translated 

from  the  French,  8vo,  Lond.  1801. 
Ferguson  (Adam)  Principles  of  Moral  and  Political  Science,  2  vols.  4to, 

Edin.  1792. 

Ferriar  (John)  Theory  of  Apparitions,  12mo,  Lond.  1813. 

Girtanner  (Christ.)  Ueber  das  Kantische  Prinzip  fur  die  Naturgeschicbte, 

8vo,  Goetting.  1796. 
Gisborne  (Thos.)  Moral  Philosophy,  8vo,  Lond.  1790. 
Gregory  (James)  Philosophical  and  Literary  Essays,  2  vols.  8vo,  Edin. 

1792. 

Gregory  (John)  Comparative  View  of  the  State  and  Faculties  of  Man 

with  those  of  the  Animal  World,  8vo,  Lond.  1767. 
Guillie  (— )  Sur  1' Instruction  des  Aveugles,  2de  Edit.  8vo,  Pans,  1819. 
Hancock  (Th.)  Essay  on  Instinct,  and  its  Physical  and  Moral  Relations, 

8vo,  Lond.  1824.  . 
Harris  (James)  Three  Treatises  concerning  Art,  Music,  Painting,  Poetry, 

and  Happiness,  8vo,  Lond.  1792. 

 Philosophical  Arrangements,  8vo,  Lond.  1799.  „  .  , 

Hartley  (David)  Theory  of  the  Human  Mind,  abridged  by  Priestley,  8vo, 

Lond.  1790. 

 Observations  on  Man,  4to,  Lond.  1791.  •  i  v 

Haslam  (John)  Contributions  to  the  Natural  History  and  Physiology  ot 

the  H  Oman  Intellect,  8 vo,  Lond.  1819. 
Herder  (J.  G.)  Outlines  of  the  Philosophy  of  the  History  of  Man,  4to, 

HibberT(sim°)  Sketches  of  the  Philosophy  of  Apparitions,  12mo,  Ediiv. 
1824. 


Tom.  I.  8vo,  Lips.  1796. 

 Philosouhie  par  Ch.  Villiers,  8vo,  Metz,  1801. 

ZZ  ?S  3a  >hvsic  of  Ethics,  trans,  by  J.  W.  Semple,  8vo,  Ed.n.  1836. 


POLITICAL  ECONOMY. 


301 


Locke  (John)  On  the  Human  Understanding-,  2  vols.  8vo,  Lond.  1753. 
Malebranche  (Nicolas)  Recherche  de  la  Verite',  2  torn.  12mo,Pans,  1678. 
Mettrie  (Jiilien  Offray  de  la)  CEuvres  Philosophiques,  nouvelle  Edit. 

2  torn.  8vo,  Berlin,  1774. 
Nitsch  (F.  A.)  View  of  Kant's  Philosophy,  8vo,  Lond.  1796. 
Paley  (William)  Principles  of  Moral  and  Political  Philosophy,  2  vols. 

8vo,  Lond.  1803. 

Prevost  (Pierre)  Des  Signes  envisages  relativement  a  leur  influence  sur 

la  formation  des  Idees,  8vo,  Paris,  1799. 
 Essai  de  Philosophie  ou  Etude  de  I'Esprit  Humain,  2  tomes,  8vo, 

Geneve,  1804;. 

Priestley  (Joseph)  On  Hartley's  Theory  of  the  Humau  Mind,  2d  Edit. 
8vo,  Lond.  1790. 

Reid  (Thomas)  Inquiry  into  the  Human  Mind,  3d  Edit.  12mo,  Dublin, 
1779. 

 On  the  Intellectual  Powers  of  Man,  4to,  Lond.  1785. 

 On  the  Active  Powers  of  Man,  Uo,  Edin.  1788. 

Sicard  (L'Abbe  R.  A.)  Cours  d'Instruction  d'un  Sourd-Muet,  2de  Edit. 
8vo,  Paris,  1803. 

Smith  ( Adam)  Theory  of  Moral  Sentiments,  6th  Edit.  2  vols.  8vo,  Loud. 
1790. 

 Tbe  same  book,  11th  Edit.  2  vols.  8vo,  Edin.  1808. 

Steuart  (Sir  J.)  Works,  Political,  Metaphysical,  and  Chronological,  6  vols. 
8vo,  Lond.  1803. 

Stewart  (Dugald)  Philosophy  of  the  Human  Mind,  3  vols.  4<to,  Lond. 

and  Edin.  1792—1827. 

 Philosophical  Essays,  4to,  Edin.  1810. 

 Outlines  of  Moral  Philosophy,  4th  Edit.  8vo,  Lond.  1818. 

 The  Philosophy  of  the  Active  and  Moral  Powers  of  Man,  2  vols.  8vo, 

Edin.  1828. 

Sulivan  (L.  J.)  A  view  of  Nature,  with  reflections  on  Atheistical  Philoso- 
phy, 6  vols.  8vo,  Lond.  1794. 

Thomassen  a  Thuessink  (E.  J.)  De  Analogia  Cognoscendi  Prsesidio,  4to, 
Harderv.  1782. 

Wardrop  (James)  History  of  James  Mitchell,  a  Boy  born  Blind  and 

Deaf,  4to,  Lond.  1813. 
Watson  (Joseph)  On  the  Instruction  of  the  Deaf  and  Dumb,  8vo,  Lond. 

1809. 

Young  (John)  Lectures  on  Intellectual  Philosophy,  8vo,  Glasgow,  1835. 

(For  Works  on  Phrenology,  Vid.  pp.  46,  47,  and  48.) 


IL  POLITICAL  ECONOMY. 


Colqvihoun  (R)  On  the  Wealth,  Power,  and  Resources  of  the  British 

Empire,  &c.  4to,  Lond.  1814. 
Ferguson  (Adam)  Principles  of  Moral  and  Political  Science,  2  vols,  iio, 


302 


GENERAL  EDUCATION. 


Ferguson  (Adam)  Essay  on  the  History  of  Civil  Society,  8vo,  Lond.  1793 

  rho  same  book,  8vo,  Edin.  1814..  j  ' 

Goguet  (M  )  De  l'Ori|ine  des  Loix,  des  Sciences  et  des  Arts,  3  tomes, 

12mo,  La  Haye,  1738.  ' 
Kay  (Jas.  P.)  On  the  Moral  and  Physical  Condition  of  the  Workin.. 

Classes  enjployed  m  the  Cotton  Manufacture  in  Manchester,  8vo. 

Lond.  1832.  ' 

Malthus  (T.  R.)  Essay  on  the  Principle  of  Population,  4to,  Lond.  1803. 

  1  he  same  book,  4th  Edit.  2  vols.  8vo,  Loud.  1807. 

 Additions  to  the  4.th  and  former  editions,  8vo,  Lond.  1817 

Millar  (John)  Origin  of  the  Distinction  of  Ranks,  with  an  Account  of 

his  Life  and  Writings  by  John  Craig,  4th  Edit.  &vo,  Edin.  1806. 
Montesquieu,  CEuvres  completes,  5  tom.  8vo,  Paris,  1 820. 
Murray  (T.  A.)  Remarks  on  the  Situation  of  the  Poor,  8vo,  Lond.  1801 
Kewenham  (Thomas)  On  the  Population  of  Ireland,  8vo,  Lond.  1805. 
Raynal  (Juil.  Tho.)  Histoire  du  Commerce  et  des  Etablissemens  des 

Europeens  dans  les  deux  Indes,  7  tom.  8vo,  La  Haye,  1774. 
Sadler  (M.  S.)  On  the  Law  of  Population,  2  vols.  8vo,  Lond.  1830. 
Scotland,  New  Statistical  Account  of,  11  Parts,  8vo,  Edin.  1834-36. 

f  unfinished.  J 

Sinclair  (Sir  John)  Statistical  Account  of  Scotland,  21  vols.  8vo.  Edin. 
1791-99. 

Smith  (Adam)  Wealth  of  Nations,  3  vols.  8vo,  Edin.  1809. 


HL  GENERAL  EDUCATION. 


Darwin  (E.)  On  Female  Education  in  Boarding  Schools,  4to,  Derby, 
1797. 

Deaf  and  Dumb  Children,  Reports  of  the  National  Institution  in  Ireland 
for  the  Education  of,  from  1816-21,  12mo,  Dublin,  1817-21. 

Dewar  (Henry)  On  the  Education  of  J.  Mitchell,  4to,  Edin.  1816. 

Edgeworth  (R.  L.)  Essays  on  Professional  Education,  2d  Edit.  8vo, 
Lond.  1812. 

Epee  (L'Abbe  1')  Method  of  Educating  the  Deaf  and  Dumb,  translated 

from  the  French,  8vo,  Lond.  1801. 
Guiilie  ( — )  Sur  I'lnstruction  des  Aveugles,  2de  Edit.  8vo,  Paris,  1819. 
Russell  (Rev.  M.)  View  of  the  System  of  Education  pursued  in  the 

Schools,  &c.  in  Scotland,  8vo,  Edin.  1813. 
 Remarks  and  Explanations  connected  with  the  same  Work,  8vo, 

Edin.  1813. 

Sicard  (L'Abbe  R.  A.)  Cours  d'Instruction  d'nn  Sourd-Muet,  2de  Edit. 
8vo,  Paris,  1803. 

Simpson  (James)  Necessity  of  Popular  Education,  12mo,  Edin.  1834. 
Spurzheim  (J.  G.)  View  of  the  Elementary  Principles  of  Education,  12mo, 
Edin.  1821. 

Watson  (Joseph)  On  the  Instruction  of  the  Deaf  and  Dumb,  8vo,  Lond. 
1809. 

2 


PART  III. 


LITERATURE. 


Chapter  I.  General  Literature. 

II.  Classical  Literature. 

III.  General  Biography. 

IV.  History  and  Antiquities,  Geography,  Voyages  and 
Travels. 

V.  The  Arts. 


CHAPTER  I. 


GENERAL  LITERATURE. 


Adair  (J.  M.)  Defence  of  the  Slave  Trade,  8vo,  Lond. 

Alembert  (M.  d')  Melanges  de  Literature,  d'Histoire  et  de  .Philosophic, 

5  torn.  12n[io,  Amsterdam,  1767. 
 CEuvres  Posthumes,  2  torn.  8vo,  Paris,  1799. 

Americains,  Recheiches  Philosophiques  sur  les,  3  torn,  (relic's  in  1.) 

]2mo,  Berlin,  1770. 
Anecdotes,  Medical,  Chemical,  and  Chirurgical,  2  vols,  (bound  m  1.) 

12mo,  Lond.  181G. 
Arnot  (Hugo)  Essay  on  Nothing,  8vo,  Lond.  1776. 
Bailly  (M.)  Lettres  sur  I'Origine  des  Sciences,  et  des  Pcuples  de  I'Asie, 

Svo,  Paris,  1777. 

 Discours  et  Me'raoires,  2  tom.  Svo,  Paris,  1790. 

Bain  (N.)  Account  of  the  Battles  of  Quatre  Bras,  Ligny,  Waterloo,  &c. 

12mo,  Edin.  1816.  f2  copies.) 
Balfour  (Francis)  The  Forms  of  Herkern,  translated  from  the  Persic, 

4.to,  Calcutta,  1781. 
Bartholinus  (Thomas)  De  Medicis  Poetis,  12mo,  HafniiB,  1669. 
Beckmann  (John)  History  of  Inventions  and  Discoveries,  translated  by 

Wm.  Johnston,  4-  vols.  Svo,  Lond.  1797. 
Beddoes  (Thomas)  Hygeia, — Essays,  Moral  and  Medical,  3  vols.  Svo, 

Bristol,  1802-1803. 
Bentley  (Richard)  Dissertation  on  the  Epistles  of  Phalaris,  &c.  Svo, 

Lond.  1697. 

Bielfield  (Baron  de)  L'Erudition  Uuiverselle,  4  tom.  i2nio,  Berlin,  1768. 
Birch  (Thomas)  History  of  the  Royal  Society  of  London,  4  vols.  4to, 
Lond. 1756. 

Blair  (Hugh)  Lectures  on  Rhetoric  and  Belles  Lettres,  5th  Edit.  3  vols. 

Svo,  Lond.  1793. 
Elane  (Sir  Gilb.)  Account  of  the  Battle  of  12th  April  1782. 
Boethius  (A.  M.  T.  S.)  De  Consolatione  Philosophire,  Libri  Quinaue 

Svo,  Lond.  1823.  i  . 

Bower  (Alex.)  History  of  the  University  of  Edinburgh,  3  vols.  Svo. 

Edin.  1817-30. 

2  Q 


306' 


GENERAL  LITERATURE. 


Bruckerus  (Jacob.)  Histona  Critica  Philosophia?,  6  torn.  4to,  Lips.  1767 
Briinet  (J-  C.)  Manuel  du  Libraire,  &c.  4  torn.  8vo,  Paris,  1814. 
Bruyere  (J.  de  la)  Charactercs,  2  torn.  12mo,  Harabourg,  1796. 
Burton  (Robert)  Anatomy  of  Melaucholy,  9th  Edit,  2  vols.  8vo,  Lond. 
1 800. 

Byron  (Lord)  Childe  Harold's  Pilgrimage,  Canto  IV.  8vo,  Lond.  1818. 

 Manno  Faliero,  Doge  of  Venice,  8vo,  Lond.  1821. 

Cagnazzi  (L.  S.)  Ueber  den  Werth  der  Maassen  und  Gewichte  der  Alten 

Romer,  aus  dem  Italien.  von  Schonberg,  8vo,  Copenba"-.  1828. 
CamjibcU  (George)  Philosophy  of  Rhetoric,  2  vols.  8vo,  Lo'nd.  177G. 
Canning  (G.)  Speech  on  the  Defence  of  Portugal,  8vo,  Edin.  1826. 
Collins  (VV.)  Poetical  Works,  12mo,  Lond.  1763. 

Condillac  (M.  I'Abbe  de)  Cours  d'Etude,  16  torn.  12mo,  Geneve  et 
Lyon,  1789. 

Crawford  (Thos.)  History  of  the  University  of  Edinburgh  from  1580  to 

1G46,  8vo,  Edin.  1808. 
Curran  (J.  P.)  Speeches,  8vo,  Dublin,  1805. 
Darwin  (Erasmus)  Botanic  Garden,  4to,  Lond.  1791. 
 Temple  of  Nature,  4to,  Lond.  1803. 

Davis  (J.  B.)  Ancient  and  Modern  History  of  Nice,  8vo,  Lond.  1807. 
 More  Subjects  than  One,  principally  connected  with  France  and 

the  French  People,  2  vols.  8vo,  Lond.  1807. 
Davy  (Sir  Humphry)  Consolations  in  Travel,  or  the  Last  Days  of  a 

Philosopher,  12mo,  Loud.  1831. 

  Salraonia,  or  the  Days  of  Fly  Fishing,  12mo,  Lond.  1832. 

Descartes  (Renatus)  Lettres  sur  la  Morale,  la  Physique,  la  Medecine,  et 

les  Mathematiques,  6  tom.  12mo,  Amsterdam,  1724. 
Dewar  (Henry)  On  Universal  Grammar,  4to,  Edin.  1816. 
Diderot  (M.)  Qiuvres  Philosophiques  et  Dramatiques,  6  tom.  12mo, 

Amsterdam,  1722. 

 Essay  on  Blindness,  translated  from  the  French,  8vo,  Lond.  1773. 

Duhamel  (Jo.  B.)  Historia  Academise  Regiae  Scientiarum,  Edit.  2da,  4to, 

Paris,  1701. 

Duncan  (Andrew  Sen.)  Elogiorum  Sepulchralium  Edinens.  Delectus, 

8vo,  Edin.  1813. 
 Miscellaneous  Poems,  8vo,  Edin.  1818. 

Dutens  (L.)  Recherches  sur  I'Origine  des  Decouvertes  attribuees  aux 

Modernes,  2  tom.  (rel.  eu  1.)  8vo,  Paris,  1766. 
Emmet  (T.)  Oratio  coram  Societate  Physica  Edinensi,  8vo,  Edin.  1784. 
Enfield  (Will.)  History  of  Philosophy,  2  vols.  4to,  Lond.  1791. 
Essays,  by  a  Society  of  Gentlemen  at  Exeter,  8vo,  Exeter,  1796. 
Essays  on  the  Formation  and  Propagation  of  Opinions,  &c.  8vo,  Lond. 

1826. 

Essays,  Physical  and  Literary,  by  a  Society  in  Edinburgh,  3  vols.  8vo, 

Edin.  1734-71.  (2  copies.) 
Euler  (Leon.)  Tentamen  novae  theorise  Musicae,  4to,  Petrop.  1739. 
Gisborne  (Thos.)  Remarks  on  the  Slave  Trade,  8vo,  Lond.  1792. 
Goguet  (M.)  De  I'Origine  des  Loix,  des  Sciences,  et  des  Arts,  3  tom. 

12mo,  La  Haye,  1738. 
Halford  (Sir  Henry)  Essays  and  Orations,  8vo,  Lond.  1831. 
Harris  (James)  Philological  Inquiries,  8vo,  Lond.  1802. 
  Hermes,  6th  Edit.  8vo,  Loud.  1806. 

Humboldt  (Alexander  vou)  Essai  Politique  sur  le  Royaume  de  la  Nou- 

velle  Espagne,  5  torn.  8vo,  Paris,  1811. 
 The  same  book,  translated  by  J.  Black,  2  vols,  with  a  vol.  of  plates, 

8vo,  Lond.  1811. 


GENERAL  LITERATURE. 


307 


Humboldt  fAlex.  von)  Researches  concerning  the  Ancient  Inhabitants 
of  Anierica,  &c.  translated  by  Miss  H.  M.  Williams,  2  vols.  8vo, 
Lond.  1813. 

Hume  (David)  Essays  on  Various  Subjects,  2  vols.  8vo,  Edin.  1800. 

Jebb  (J.)  Works,  Theological,  Medical,  Political,  and  Miscellaneous,  by 
Disney,  3  vols.  8vo,  Lond.  1787. 

Jefferson  (T.)  On  the  State  of  Virginia,  8vo,  Lond.  1787._ 

Labaunie  (Eugene)  Narrative  of  the  Russian  Campaign  m  1813,  trans- 
lated from  the  French  by  Boyce,  8vo,  Lond.  18 15.  _ 

Literatur  Zeiiung,  AUgemeine,  5  tom.  4to,  Jena  und  Leipzig,  1802-3. 

Lettsora  (J.  C.)  Hints  to  promote  Beneficence,  Temperance,  and  Medical 
Science,  3  vols.  8vo,  Lond.  1816. 

Macnish  (Robert)  Anatomy  of  Drunkenness,  8vo,  Glasgow,  1827. 

 Philosophy  of  Sleep,  2d  Edit.  12rao,  Glasgow,  183*. 

aiadden  (R.  R.)  The  Infirmities  of  Genius,  2  vols.  8vo,  Lond.  1833. 

Malvezzi  (Virgilio)  U  Romulo,  II  Tarquinio  Superbo,  II  Davide  Perse- 
guitato,  ed  II  Politico  Christiano,  12mo,  Milano,  1635-36. 

Martyn  (John)  and  Chambers  (E.)  The  Philosophical  History  and  Me- 
moirs of  the  Royal  Academy  of  Sciences  in  Paris,  5  vols.  8vo,  Lond. 
1742. 

Massey  (Rev.  E.)  Sermon  against  the  Dangerous  and  Sinful  Practice  of 

Inoculation,  12rao,  Lond.  1722. 
Matlack  (T.)  Oration  before  the  American  Philosophical  Society,  4to, 

Philadelphia,  1780. 
Millar  (John)  Origin  of  the  Distinction  of  Ranks,  Svo,  Edin.  1806. 
Montesquieu,  CEuvres  Completes,  5  tom.  Bvo,  Paris,  1820. 
Ode  sur  le  Retablissement  de  I'Orgue  et  du  Jube  de  la  Cathedrale  do 

Rouen,  4to,  1683. 

O'Meara  (Barry  E.)  Exposition  of  Transactions  at  St  Helena,  2d  Edit. 
8vo,  Lond.  1819. 

Opium  Eater,  Confessions  of  an  English,  2d  Edit.  12mo,  Lond.  1823. 
Oriental  Translation  Fund,  Report  regarding  the,  Svo,  Lond.  1829. 
Phillips  (Charles)  Speeches,  8vo,  Lond.  1817. 

 Letters  to  the  Editor  of  the  Edinburgh  Review,  Svo,  Lond.  1818. 

Plinius  (C.  Sec.)  Epistolse,  Svo,  Lugd.  Bat.  1669. 
 Panegyricus,  Svo,  Lugd.  Bat.  1675. 

Remesius  (Thomas)  Epistolee  de  Variis  Scriptoribus,  4to,  Jense,  17G7. 

Rennell  (Rev.  Tho.)  Remarks  on  Scepticism,  5th  Edit.  Svo,  Lond.  1821. 

Robinson  (R.)  Juvenile  Poems,  Svo,  Belfast,  1806. 

Rogers  (S.)  Pleasures  of  Memory,  12mo,  Lond.  1803. 

Rubus  (J.  L.)  Epistolse  Edinburgense,  12mo,  Edin.  1819. 

Scaliger  (J.  C.)  Poetices  Libri  VII.  fol.  Anchor.  1651. 

Senebier  (Jean)  Histoire  Litteraire  de  Geneve,  3  tom.  Svo,  Geneve,  1800. 

Shadow  of  the  Past,  a  Vision,  Svo,  Edin.  1828. 

Shakspeare  (William)  Dramatic  Works,  edited  by  Chalmers,  9  vols.  Svo, 
Lond.  1811. 

Sprat  (Thos.)  History  of  the  Royal  Society  of  London,  4to,  Lond.  1667. 
Steuart  (Sir  J.)  Works,  Political,  Metaphysical,  and  Chronological,  6  vols. 
Svo,  Lond.  1803. 

Stroud  (W.)  History  of  the  Medical  Society  of  Edinburgh,  Svo,  Edin.  1821. 

Sulivan  (R.  J.)  A  View  of  Nature  with  Reflections  on  Atheistical  Philo- 
sophy, C  vols.  Svo,  Lond.  1794. 

Thackrah  (C.  Turner)  Introductory  Discourse  delivered  to  the  Leeds 
Philosophical  and  Literary  Society,  4to,  Leeds,  182 1. 

Thomson  (Thomas)  History  of  the  Royal  Society  of  London,  4to,  Lond. 
1812. 


308 


GENERAL  LITEKATUllE. 


Tooko  (John  Home)  Diversions  of  Purlcy,  2  vols.  4to,  Lond.  1798-180G. 
Tovvnsend  (Joseph)  On  the  Character  of  Moses  as  an  Historian,  2  vols. 

4to,  Bath,  1813. 
Troil  (Uno  von)  Letters  on  Iceland,  2d  Edit.  8vo,  Lond.  1780. 
Tucker  (Abraham)  Light  of  Nature,  edited  by  Sir  J.  Mildraay,  7  vols. 

8vo,  Lond.  1805. 

Turner  (Sharon)  Sacred  History  of  the  World  from  the  Creation  to  the 
Delug-e,  2  vols.  8vo,  Lond.  1833. 

Wilson  (Sir  Robert)  On  the  Russian  Army,  with  a  Sketch  of  the  Cam- 
paigns in  Poland  in  1806-7,  4to,  Lond.  1810. 

Wotton  (Will.)  Reflections  upon  Ancient  and  Modern  Learning,  8vo, 
Lond.  1694'. 


CHAPTER  II, 


CLASSICAL  LITERATURE. 


Apuleius,  Opera  Omnia,  cur.  et  imp.  A.  J.  Valpy,  4  torn.  8vo,  Lond.  1825. 
Ausonius  (D.  Magnus)  Opera  Omnia,  cur.  et  imp.  A.  J.  Valpy,  3  torn. 
8vo,  Lond.  1823. 

Ctesar  (C.  J.)  Opera  Omnia,  cur.  et  imp.  A.  J.  Valpy,  5  torn,  8vo,  Lond, 
1819. 

Catullus  (C.  V.)  Opera  Omnia  cur.  et  imp.  A.J.  Valpy,  8vo,  Lond.  1822. 
Cicero  (M.  T.)  De  Officiis,  Svo,  Edin.  1758. 

 Opera,  ex  editione  Ernesti,  cum  notis  et  interpret,  in  usum  Delphini, 

16  torn.  Svo,  Lond.  1830. 
Claudianus  (C.)  Opera  Omnia,  cur.  et  imp.  A.  J.  Valpy,  3  tom.  8vo,  Lond. 

1821. 

Curtius  (Q.)  De  rebus  gestis  Alexandri  Magni,  cur.  et  imp.  A.  J.  Valpy, 

3  tom.  8vo,  Lond.  1825. 
Dictys  Cretensis,  Dares  Phrygius,  et  Josephus  Iscanus,  de  Bello  Trojano, 

cur.  et  imp.  A.  J.  Valpy,  2  tom.  Svo,  Lond.  1825. 
Eutropius,  Breviarium  Historise  Romanse,  cur.  et  imprim.  A.  J.  Valpy, 

Svo,  Lond.  1821. 

Flaccus  (M.  Verr.)  et  Sex.  Pomp.  Festus,  de  Verborum  significatione,  cur. 

et  imp.  A.  J.  Valpy,  3  tom.  Svo,  Lond.  1826. 
Florus  (L.  Annceus)  Epitome  Rerum  Romanarum,  cur.  et  imp.  A.  J. 

Valpy,  2  tom.  Svo,  Lond.  1822. 
Gellius  (Aulus)  Noctes  Atticoe,  cur.  et  imp.  A.  J.  Valpy,  3  tom.  Svo, 

Lond.  1824.. 

Homerus,  Opera  Omnia,  ex  recensione  et  cum  notis  Samuelis  Clarkii, 

5  tom.  Svo,  Glasguse,  1814. 
Horatius  (Q.  F.)  Opera  Omnia,  cur.  et  imp.  A.  J.  Valpy,  3  tom.  Svo, 

Lond.  1825. 

Justinus,  Historise  Phillippicee,  cur.  et  imp.  A.  J.  Valpy,  2  tom.  Svo,  Lond. 
1822. 

Juvenalis  (D.  J.)  Opera  Omnia,  cur.  ct  imp.  A.  J.  Valpy,  3  tom.  Svo, 
Lond.  1S20. 

Livius  (T.)  llistoriarum  libri  qui  supersunt,  ex  Edit.  G.A.  Ruperti,  cum 
notis,  &c.  in  usum  Delphini,  18  tom.  Svo,  Loud.  1828. 


310  CLASSICAL  LITERATUHE. 

liucretius  (T.)  De  Rerum  Natura,  cur,  et  imp.  A.  J.  Valpy,  i  torn.  8vo, 
Loud.  1823. 

Manilius  (M.)  Astronomicon,  ex  Edit.  Bentleiana,  cum  notis  in  usum 

Delpliiui,  8vo,  Loud.  1828. 
Martialis  (M.  Val.)  Epigrammata,  cur.  et  imp.  A.  J.  Valpy,  3  torn.  Svo, 

Loud.  1823. 

Maximus  (Valerius)  Factorum  Dictorumque  Memorabilium  libri  novem, 

cur.  et  imp.  A.  J.  Valpy,  3  tom.  Svo,  Lond.  1823. 
Ovidius  (P.  N.)  Opera  Omnia,  cur.  et  impr.  A.  J.  Valpy,  9  tom.  Svo, 

Lond.  1821. 

Panegyrici  Veteres,  ex  Edit.  Schwarzii  et  Arntzeuiorum,  cum  uotis  et 
interpretatione  in  usum  Delphini,  4?  tom.  Svo,  Lond.  1828. 

Persius  (A.  F.)  Opera  Omnia,  cur.  et  impr.  A.  J.  Valpy,  Svo,  Loud.  1820. 

Phsedrus  (Aug.  L.)  Fabulse  ^sopise,  cur.  et  imp.  A.  J.  Valpy,  2  tom.  Svo, 
Lond.  1822. 

riautus  (M.  Accius)  Comoediae,  4  tom.  Svo,  Lond.  1829. 
Pliuius  (C.  Sec.)  Historia  Naturalis,  fol.  Hag.  1518. 
 Idem  liber,  3  tom.  Svo,  Lugd.  Bat.  1668. 

 Idem  liber,  cur.  et  imp.  A.  J.  Valpy,  14  tom.  Svo,  Lond.  1826. 

 Epistolae,  Svo,  Lugd.  Bat.  1669. 

 Panegyricus,  Svo,  Lugd.  Bat.  1675. 

Propertius  (S.  A.)  Opera  Omnia,  cur.  et  impr,  A.  J.  Valpy,  Svo,  Lond. 
1822. 

Prudentius  (Aurelius)  Opera  Omnia,  cur.  et  imp.  A.  J.  Valpy.  3  tom.  Svo, 
Lond. 1824. 

Sallustius  (C.  C.)  Opera  Omnia,  cur.  et  imp.  A.  J.  Valpy,  2  tom.  Svo, 
Lond.  1820. 

Statius  (P.Papinius)  Opera  Omnia,  cur.  et  imp.  A.  J.  Valpy,  4  tom.  Svo, 
Loud.  1824. 

Suetonius  (C.)  Opera  Omnia,  cur.  et  impr.  A.  J.  Valpy,  4  tom.  Svo,  Lond. 
1826. 

Tacitus  (C.  C.)  Opera  Omnia,  cur.  et  imp.  A.J.  Valpy,  9  tom.  Svo,  Lond. 
1821. 

Tibullus  (Alb.)  Opera  Omnia,  cur.  et  imp,  A.  J.  Valpy,  Svo,  Lond.  1822. 
Virgilius  Maro  (P.)  Opera  Omnia,  cur.  et  imp.  A.  J.  Valpy,  8  tom.  Svo, 
"Lond.  1819. 


CHAPTER  TIL 


GENERAL  BIOGRAPHY. 


Alchemistical  Philosophers,  Lives  of,  8vo,  Lond.  1815. 

Armstrong  (John)  Memoir  of  his  Life  and  Medical  Opinions,  by  Francis 

Boott,  2  vols.  Svo,  Lond.  1833. 
Banks  (Sir  J.)  Short  Account  of  his  Life  and  Writings,  by  Dr.  Duncan, 

Sen.  Svo,  Edin.  182 1. 
Barclay  (John)  Introductory  Lectures  on  Anatomy,  with  his  Life,  by 

Sir  G.  Ballingall,  Svo,  Edin.  1827.  (2  copies.) 
Brownrigg  (Dr.  Wm.)  Literary  Life  of,  by  J.  Di.xon,  Svo,  Whitehaven, 

1801. 

Cartesii  (R.)  Vita,  auct.  Pet.  Borello,  Svo,  Francof.  1676. 

Charlemont  (Lord)  Life  of,  by  Francis  Hardy,  4to,  Lond.  1810. 

Cook  (Capt.)  Life  of,  by  Andrew  Kippis,  4to,  Lond.  1788. 

Cullen  (Wm.)  An  Account  of  his  Life,  Writings,  and  Lectures,  by  Dr. 

Thomson,  Vol.  L  Svo,  Edin.  1832. 
Curran  (J.  P.)  Life  of,  by  W.  H.  Curran,  3  vols.  Svo,  Lond.  1819. 
Cuvier  (G.)  Recueil  des  Eloges  Historiques,  3  vols.  Svo,  Paris,  1819-30. 

 Sketch  of  his  Life  and  Writings,  Svo,  Lond.  1830. 

Davy  (Sir  H.)  Life  of,  by  Dr.  Paris,  4to,  Lond.  1831. 

  Memoirs  of  his  Life  by  his  Brother,  John  Davy,  2  vols.  Svo, 

Lond.  1S36. 

Diogenes  (Laertius)  De  Vitis,  Dogmatibuset  Apophthegmatibus  clarorum 

Philosophorum,  4to,  Amstelod.  1692. 
Eminent  Persons,  Lives  of,  ext.  in  Librarv  of  Useful  Knowledge,  Svo, 

Lond.  1833. 

Good  (J.  M.)  Memoirs  of  his  Life  and  Writings,  by  Dr.  O.  Gregory,  Svo, 
Lond.  1828. 

Harris  f  James)  Account  of  the  Life  and  Character  of,  by  the  Earl  of 

Malmesbury,  Svo,  Lond.  1803. 
Liniiseus  (Car.)  General  View  of  the  Writings  of,  by  R.  Pultney,  Svo, 

Lond.  1781. 

Millar  (John)  Account  of  his  Life  and  Writings,  by  John  Craig,  Svo, 
Edin.  180G. 


312 


GENERAL  BIOGHAPHY. 


Navarrus  (J.)  Tcntamen  de  Arcliytae  Tarentini  Vita  atque  Operibus, 

Pars  I.  4to,  Hafnice,  1819. 
Newton  (Sir  Isaac)  His  Life,  by  Sir  David  Brewster,  12mo,  Lond.  1836. 
Priestley  (Joseph)  Memoirs  of,  by  Himself,  continued  from  1795  by  his 

Sou,  with  Observations  by  Cooper  and  Christie,  Vol.  I.  II.  8vo, 

Loud.  1805. 

 Estimate  of  his  Philosophical  Character,  by  Dr.  Henry,  8vo,  York, 

1832. 

Raeburn  (Sir  H.)  Tribute  of  Regard  to  his  Memory,  by  Dr.  Duncan, 

Se7i.  8vo,  Edin.  1824.  f2  copies. J 
Reid  (Dr.)  Account  of  the  Life  and  Writings  of,  by  Dugald  Stewart, 

4to,  Edin.  1803. 
Rnbini  (P.)  Elogio  Storico  di,  8vo,  Parma,  1822. 

Smith  (Sir  Jas.  Edward)  Memoir  and  Correspondence  of,  edited  by  Lady 

Smith,  2  vols.  8vo,  Lond.  1832. 
Thomas  (General  G.)  Military  Memoirs  of,  compiled  and  arranged  by 

W.  Francklin,  8vo,  Lond.  1805. 


(For  Works  on  Medical  Biography,  Vid.  p.  209.  > 


CHAPTER  IV. 


HISTORY  AND  ANTIQUITIES,  GEOGRAPHY, 
VOYAGES  AND  TRAVELS. 


I.  HISTORY  AND  ANTIQUITIES. 


Barton  (Benj.  S.)  On  some  pai  ts  of  Natural  History,  and  on  certain 

American  Antiquities,  Part  I.  8vo,  Lond. 
Belzoni  (G.)  Narrative  of  his  Operations  and  Discoveries  within  the 

Pyramids,  Temples,  Tombs,  and  Excavations  in  Eg^ypt  and  Nubia, 

2  vols.  8vo,  Lond.  1822,  with  a  vol.  of  plates. 

Browne  (Patrick)  Civil  and  Natural  History  of  Jamaica,  fol.  Lond, 
1756. 

Bryant  (Jacob)  Observations  relative  to  Ancient  History,  &c.  4to,  Cam- 
bridge, 1767. 

Caesar  (C.  J.)  Opera  Omnia,  cur.  et  imp.  A.  J.  Valpy,  5  torn.  8vo,  Lond. 
1819. 

Cagnazzi  (L.  S.)  Ueber  den  Werth  der  Maassen  und  Gewichte  der  alten 
Homer,  aus  dem  Italien.  von  Schonberg,  8vo,  Copenhagf.  1828. 

Collins  (Lieut.  Col.)  Account  of  the  English  Colony  in  New  South 
Wales,  4to,  Lond.  ISOi. 

Copland  (Samuel)  A  History  of  the  Island  of  Madagascar,  8vo,  Lond. 
1822. 

Curtius  (Q.)  De  rebus  gcstis  Alexandri  Magni,  cur.  et  imp.  A.  J.  Valpy, 

3  tom.  8vo,  Lond.  1825. 

Davis  (J.  B.)  More  Subjects  than  one,  principally  connected  with  Franco 

and  the  French  people,  2  vols.  8vo,  Lond.  1807, 
Edwards  (Bryan)  History  of  the  West  Indies,  3  vols.  8vo,  Lond,  1801.  ■ 

2  R 


314 


GEOGRAPHY. 


Eutropius,  Brcviaiiiim  HistorisB  Romance,  cur.  et  imp,  A.  J.  Valnv.  8vo 
Lond.  1821.  *  i}>  ^> 

Florus  (L.  Annjeiis)  Epitome  Rerum  Romanariim,  cur.  et  imp.  A.  J. 

Valpy,  2  torn.  8vo,  Lond.  1822. 
France,  History  of,  ext.  in  Library  of  Useful  Knowledge. 
Gibbon  (E.)  History  of  the  Decline  and  Fall  of  the  Roman  Empire, 

12  vols.  8vo,  Lond.  1815. 
Greece,  History  of,  ext.  in  the  Library  of  Useful  Knowledge,  8vo,  Lond. 

1829.  ^ 
Halliday  (Sir  A.)  Present  State  of  Portugal,  and  of  the  Portu<ruese 

Army,  8vo,  Edin.  1812. 
Humboldt  (Alex,  von)  Essai  Politique  sur  le  Royaurae  de  la  Nouvelle 

Espagne,  5  tom.  8vo,  Paris,  1811. 
 The  same  book,  translated  by  J.  Black,  2  vols,  with  a  vol.  of  plates, 

8vo,  Lond.  1811. 

 Researches  concerning  the  Ancient  Inhabitants  of  America,  &c. 

translated  by  Miss  H.  M.Williams,  2  vols.  8vo,  Lond.  1815. 
Jefferson  (T.)  On  the  State  of  Virginia,  8vo,  Lond.  1787. 
Ksempfer  (Engelbert)  History  of  Japan,  translated  by  J.  C.  Scheuchzer, 

2  vols.  fol.  Lond.  1728. 
Kolben  (Peter)  On  the  Present  State  of  the  Cape  of  Good  Hope,  2  vols. 

8vo,  Lond.  1738. 

Livius  (T.)  Historiarum  libri  qui  supcrsunt,  ex  Edit.  G.  A.  Ruperti,  cum 
notis,  &c.  in  usum  Delphini,  18  tom.  8vo,  Lond.  1828. 

Pernety  (Don.)  Sur  I'Amerique  et  les  Americains,  12mo,  Berlin,  1770. 

Pinckard  (George)  Notes  on  the  West  Indies,  3  vols.  8vo,  Lond.  1806. 

Russel  (Alex.)  History  of  Aleppo,  4to,  Lond.  1756. 

Sallustius  (C.  C.)  Opera  Omnia,  cur.  et  imp.  A.  J.  Valpy,  2  tom.  8vo, 
Lond. 1820. 

Savary  (M.)  Lettres  sur  I'Egypte,  3  tom.  8vo,  Paris,  1786. 

•  Lettres  sur  la  Grece,  8vo,  Paris,  1788. 

Southey  (R.)  History  of  Brazil,  3  vols.  4to,  Lond.  1810-19. 
Spain  and  Portugal,  History  of,  ext.  in  Library  of  Useful  Knowledge, 
8vo,  Lond.  1833. 

Tripoli,  Narrative  of  a  few  years  residence  at,  by  the  Sister-in-Law  of 
R.  Tully,  Esq.  the  British  Consul,  2d  Edit.  4to,  Lond.  1817. 

Volney  (C.  F.)  View  of  America,  8vo,  Loud.  1804. 

Wentworth  (W.  C.)  Description  of  the  Colony  of  New  South  Wales, 
8vo,  Lond.  1791. 

Winterbottom  (Thos.)  Account  of  the  Africans  at  Sierra  Leone,  8vo, 
Lond.  1803. 


II.  GEOGRAPHY. 


Anville  (M.  D')  Complete  Body  of  Ancient  Geography,  fol.  Lond. 
17C4-71. 


VOYAGES  AND  TRAVELS. 


315 


Hibbert  (Sam.)  Description  of  the  Shetland  Islands,  4to,  Edin.  1822. 
Kitchiu  (T.)  General  Atlas,  tbl.  Lond.  1787.  o     ,    ,  • 

MaccuUoch  (John)  Description  of  the  Western  Islands  of  Scotland,  m- 

eluding-  that  of  the  Isle  of  Man,  &c.  Vol.  I.  II.  8vo,  Lond.  1819,  with 

a  vol.  of  plates  and  maps  in  4to. 
Malte-Brun  (M.)  Universal  Geography,  10  vols.  8vo,  Edin.  1822-33. 
Murray  (Hugh)  Encycloptedia  of  Geography,  8vo,  Edin.  1834. 
Niebuhr  (R.)  Description  de  1' Arable,  4to,  Copenhag-.  1773. 
Pitta  (N.  C.)  Account  of  the  Island  of  Madeira,  8vo,  Lond.  1812. 
Playfair  (James)  New  General  Atlas,  fol.  Edin.  1824. 
Sanson  (Nic.)  Tables  de  la  Geographic  Anciennc  et  Nouvelle,  fol.  Pans, 

1691. 

Sauer  (Martin)  Account  of  a  Geographical  and  Astronomical  Expedition 
to  Northern  Russia  in  1783-94,  by  J.  Billings,  4to,  Lond.  1802. 


III.  VOYAGES  AND  TRAVELS. 


Anson  (Lord)  Voyage  round  the  World  in  the  Years  1730-44,  IStli 

Edit.  8vo,  Lond.  1780,  with  Atlas  of  plates  in  4to. 
Back  (Capt.)  Narrative  of  the  Arctic  Land  Expedition  to  the  Mouth  of 

the  Great  Fish  River,  &c.  8vo,  Lond.  1830. 
Barrow  (John)  Travels  in  China,  4to,  Lond.  1804. 

 Travels  into  the  Interior  of  Southern  Africa  during  the  years 

1797-98,  2  vols.  4to,  Lond.  1801-1804. 
Barry  (Martin)  Account  of  his  Ascent  to  the  Summit  of  Mont  Blanc  in 

1834,  8vo,  Edin.  1836. 
Batuta  (Ibn.)  Travels,  translated  by  the  Rev.  Samuel  Lee,  4to,  Lond. 

1828. 

Beechey  (Capt,  F.  W.)  Narrative  of  a  Voyage  to  the  Pacific  and  Behring's 
Strait,  in  1825-28,  2  vols.  8vo,  Loud.  1831. 

Bcnnet  (George)  Wanderings  in  New  South  Wales,  Batavia,  Pcdir 
Coast,  Singapore,  and  China,  2  vols.  8vo,  Loud.  1834. 

Beudant  (F.  S.)  Voyage  Mineralogique  et  Geologique  en  Hongrie  pend- 
ant I'Anne'e  1818,  3  torn.  4to,  Paris,  1822,  avec  Atlas  in  4to. 

Bligh  (W.)  Voyage  to  the  South  Sea,  4to,  Lond.  1792. 

Born  (M.  de)  Voyage  Mineralogique  en  Hongrie,  8vo,  Paris,  1780. 

Broughton  (W.  R.)  Voyage  of  Discovery  to  the  North  Pacific  Ocean, 
4to,  Lond.  1804. 

Brown  (W.  G.)  Travels  in  Africa,  Egypt,  and  Syria,  from  1792  to  1798, 
4to,  Lond.  1799. 

Bruce  (James)  Travels  to  Discover  the  Source  of  the  Nile,  5  vols.  4to, 
Edin.  1790. 

Brunn-neer-gaard  (J.  C.)  Journal  du  Dernier  Voyage  du  Doloraieu  dans 

les  Alpes,  8vo,  Paris,  1802. 
Buch  (L.  von)  Travels  through  Norway  and  Lapland,  4to,  Lond,  1813. 


316 


VOYAGES  AND  TRAVELS. 


Burckhardt  (J.  L.)  Travels  in  Nubia,  Uo,  Lond.  1819. 

Burnes  (Lieut.  Alex.)  Travels  into  Bokhara,  3  vols.  8vo,  Lond.  1834.. 

Byg-ge  (Thos.)  Travels  in  the  French  Republic,  translated  by  Dr.  Jones 

12mo,  Lond.  1800. 
Caldcleujjh  (A.)  Travels  in  South  America  during  the  years  1819-21 

2  vols.  8vo,  Lond.  1825. 

Chardin  (Jean)  Voyages  en  Perse  et  autrcs  Lieux  do  I'Orieut,  par  Lan- 
ges,  10  torn.  8vo,  Paris,  1811,  avec  Atlas  in  fol.  ' 

Clapperton  (H.)  and  Denham  (D.)  Travels  in  Northern  and  Central 
Africa,  in  1822-24',  4to,  Lond.  1826. 

 Records  of  his  late  Expedition  to  Africa,  by  Richard  Lander,  2  vols 

8vo,  Lond.  1830. 

Clark  (E.  D.)  Travels  in  Europe,  Asia,  and  Africa,  G  vols.  4to,  Camb. 

and  Lond.  1810-2.3. 
Condamine  (M.  de  la)  Journal  du  Voyage  a  I'Equateur  pour  faire  mesure 

des  3  premiers  De'gre's  du  Me'ridien,  4to,  Paris,  1751. 
Cooke  (James)  Voyage  to  the  South  Pole  and  round  the  World  in 

1772-75,  2  vols.  4to,  Lond.  1784.. 
 and  King  (J.)  Voyage  to  the  Pacific  Ocean  in  1776-80,  3  vols. 

4to,  Lond.  1785,  with  plates  in  folio. 
Cook  (John)  Voyages  and  Travels  in  Russia,  Tartary,  and  Persia,  2  vols. 

8vo,  Edin.  1770. 

Dolomieu  (Deodat  de)  Voyage  aux  Isles  de  Lipari,  fait  en  1781,  8vo, 
Paris,  178.3, 

 Journal  de  son  Dernier  Voyage  aux  Alpes,  par  Brunn-neer-gaard, 

8vo,  Paris,  1802. 

EUicot  (And.)  Journal,  with  Remarks  on  the  Countries  on  the  Ohio, 
Mississippi,  and  Gulf  of  Mexico,  4to,  Philadelph.  1803. 

Ellis  (Henry)  Voyage  to  Hudson's  Bay  in  the  years  1746-47,  8vo,  Lond. 
1784. 

Ellis  (Wm.)  Polynesian  Researches  during  a  Residence  of  nearly  8  years 
in  the  Society  and  Sandwich  Islands,  4  vols.  12mo,  Lond.  1831. 

Eustace  (John  C.)  Classical  Tour  through  Italy  in  1802,  4  vols.  8vo, 
Lond.  1817. 

Ferher  ( Jo.  Ja. )  Travels  through  Italy  in  the  years  1771-72,  translated 
from  the  German  by  R.  E.  Raspe,  8vo,  Lond.  1776.  (^2  copies.  J 

Franklin  (Sir  John)  Narrative  of  a  Journey  to  the  Shores  of  the  Polar 
Sea,  in  the  years  1819,  20,  21,  and  22,  4to,  Lond.  1823. 

Hall  (Basil)  Voyage  to  the  Eastern  Seas,  3  vols.  12mo,  Edin.  1827. 

Hasselquist  (Fred.)  Voyages  and  Travels  in  the  Levant,  8vo,  Lond.  1766. 

Hawkesworth  (J.)  Account  of  Voyages  to  the  Southern  Hemisphere, 

3  vols.  8vo,  Lond.  1773. 

Herriot  (Geo.)  Travels  through  the  Canadas,  4to,  Lond.  1807. 
Holland  ( Henry)  Travels  in  the  Ionian  Isles,  Albania,  &c.  4to,  Lond. 
1815. 

Horneman  (Fred.)  Journal  of  his  Travels  from  Cairo  to  Mourzook,  4to, 
Lond.  1802. 

Humboldt  (Alex,  von)  Personal  Narrative  of  Travels  to  the  Equmoctial 

Reo-ions  of  the  New  Continent,  translated  by  Miss  H.  M.  Williams 

7  vols,  in  G,  8vo,  Lond.  1814-29. 
James  (Ed.)  Account  of  an  Expedition  from  Pittsburgh  to  the  Rocky 

Mountains  in  1819-20,  3  vols.  8vo,  Lond.  1823. 
Kerr  (Robert)  General  History  of  Voyages  and  Travels,  17  vols.  8vo, 

Edin.  181 1-lG.  ^         .  , 

Lander  (Richard  and  John)  Journal  of  an  Expedition  to  explore  the 

Course  and  Termination  of  the  Niger,  3  vols.  12ino,  Lond.  1832. 


VOYAGKS  AND  TRAVELS. 


317 


Levaillant  (F.)  Second  Voyage  dans  I'lnterieur  de  I'Afrique,  3  torn.  8vo, 
Paris  1 795. 

Lichtenste'in  (Henry)  Travels  in  Africa,  translated  from  the  German  by 

Anne  Plumptre,  2  vols.  4to,  Lond.  1812-15. 
 The  same  book.  Vol.  II.  4to,  Lond.  1815. 

LinufGiis  (Car.)  Lachesis  Lapponica,  a  Tour  in  Lapland,  edited  by  Smith, 
8vo,  Lond.  1811. 

Mackenzie  (Sir  George  Stuart)  Travels  in  Iceland,  4to,  Edin.  1811. 

M'Leod  (John)  Voyage  of  the  Alceste  along  the  Coast  of  Corea  to  the 
Island  of  Lewchew,  8vo,  Lond.  1818. 

Macculloch  (J.)  Description  of  the  Western  Islands  of  Scotland,  includ- 
ing that  of  the  Isle  of  Man,  &c.  2  vols.  8vo,  Lond.  1819,  with  a  vol. 
of  plates  and  maps  in  4to. 

Madden  (R.R.)  Travels  in  Turkey,  Egypt,  Arabia,  and  Palestine,  2  vols. 
8vo,  Lond.  1829. 

Martius  (C.  F.  P.  von)  and  Spix  (J.  B.von)  Travels  in  Brazil  in  1817-20, 

2  vols.  8vo,  Lond.  1824. 

Mulgrave  (Phipps  Lord)  Journal  of  a  Voyage  towards  the  North  Pole, 
8vo,  Lond.  1775. 

Niebuhr  (R.)  Description  de  1' Arabic,  4to,  Copenhag.  1773. 

Pallas  (P.  S.)  Voyages  en  Russie,  et  dans  I'Asie  Septentrionale,  1768-74, 
trad,  par  M.  Gauthier  de  la  Peyronie,  5  tom.  4to,  Paris,  1789-93, 
avcc  un  tome  de  planches. 

Park  (Mungo)  Travels  in  Africa  in  1795-96-97,  2d  Edit.4to,  Lond.  1799, 

 Journal  of  a  Mission  to  the  Interior  of  Africa  in  1805,  with  an  Ac- 
count of  his  Life,  4to,  Lond.  1815. 

Parry  (Sir  W.  E.)  Journal  of  a  Voyage  for  the  Discovery  of  a  North- 
West  Passage  from  the  Atlantic  to  the  Pacific,  in  the  years  1819-20, 
with  Appendix  and  Supplement,  4to,  Lond.  1821-24. 

  Second  Voyage,  in  1823-24  and  25,  4to,  Lond.  1825. 

 Appendix  to  the  Journal  of  a  Second  Voyage,  4to,  Lond.  1825. 

 Third  Voyage,  1824-25,  4to,  Lond.  1826. 

 Narrative  of  an  Attempt  to  reach  the  North  Pole  in  the  year  1827, 

4to,  Lond.  1828. 

Pe'rouse  (J.  F.  G.  de  la)  Voyage  round  the  World  in  1785-86-87  and  88, 

3  vols.  8vo,  Lond.  1798. 

Pinkerton  (W.)  General  Collection  of  Voyages  and  Travels,  17  vols.  4to, 
Lond.  1808-14. 

Ray  (John)  Observations  made  in  a  Journey  through  part  of  the  Low 
Countries,  Germany,  Italy,  and  France,  Svo,  Lond.  1673. 

Ross  (Sir  John)  Narrative  of  a  Second  Voyage  in  search  of  a  North-West 
Passage,  and  of  a  Residence  in  the  Arctic  Regions  durinsr  the  vears 
1829  to  1833,  4to,  Lond.  1835.  ^  J 

Saintfond  (B.  F.  de)  Travels  in  England,  Scotland,  and  the  Hebrides. 

2  vols.  Svo,  Lond.  1799. 

Saussure  (H.  B.  de)  Voyages  dans  les  Alpes,  8  tom.  Svo,  Geneve,  1787. 
Scoresby  (Will.  Jun.)  Account  of  the  Arctic  Regions,  &c.  2  vols.  Svo 
Edin.  1820. 

 Journal  of  a  Voyage  to  the  Northern  Whale  Fishery,  Svo,  Edin. 

1823* 

Shaw  (Thomas)  Travels  in  Barbary  and  the  Levant,  fol.  Oxford,  1738 
Smith  (Sir  Jas.  E.)  Sketch  of  a  Tour  on  the  Continent,  3  vols.  8vo 
Lond. 1807.  ' 
Sonnini  (C.  S.)  Travels  in  Egypt,  trans,  from  the  French  by  Hunter, 

3  vols.  Svo,  Lond.  1799.  ^ 


318 


VOYAGES  AND  TRAVELS. 


Spallanzani  (Lazaro)  Travels  in  the  two  Sicilies,  &c.  trans,  from  the 

Italian,  4  vols.  8vo,  Lond.  1798. 
Sparmann  (Andrew)  "Voyage  to  the  Cape  of  Good  Hope  and  round  the 

World,  but  chiefly  into  the  Country  of  the  Hottentots  and  Cafl^res, 

I772-7G,  2  vols.  12mo,  Perth,  1789. 
Thunberg  (Car.  Petr.)  Travels  in  Europe,  Asia,  and  Africa,  4  vols.  8vo, 

Lond.  1795. 

Tournefort  (Joseph  Pitton)  Voyage  into  the  Levant,  trans,  by  Ozell, 

2  vols.  4to,  Lond.  1718. 
Tuckey  (Capt.  J.  K.)  Narrative  of  an  Expedition  in  1816  to  explore 

the  River  Zaire  in  South  Africa,  4to,  Lond.  1818. 
Volney  (C.  F.)  Voyage  en  Syrie  et  en  Egypte,  2  torn.  8vo,  Paris,  1799. 
Wallace  (James)  Voyage  to  India,  8vo,  Lond.  1824. 
Weddel  (James)  Voyage  towards  the  South  Pole  in  the  years  1822-24, 

8vo,  Lond.  1823. 

Wittman  (William)  Travels  in  Turkey,  Asia  Minor,  &c.  4to,  Lond.  1803. 
Young  (Arthur)  Travels  through  France  in  1787-89,  2  vols.  4to,  Lond. 
1797. 


CHAPTER  V. 


THE  ARTS, 


Bell  (Sir  C.)  On  the  Anatomy  of  Expression  in  Painting,  4to,  Lond. 

Camne?  (Pierre)  On  the  Connexion  between  Anatomy,  Drawing,  Paint- 

ino-,  &c.  trans,  by  Dr.  Cogan,  4to,  Loud  1794. 
Euler  (Leon.)  Tentamen  NoviB  Theon^  Musics,  4to,  P'^t'-op.  1 /39 
rr.,VnlH„s  CFr  Mar  ^  Lexicon  de  Partibus  JEdmm,  12mo,  Lugd.  1333. 
Kby  (£er)  New  Elucidation  of  Colours,  &c.  4to,  Lond.  1809. 


PART  IV. 


MISCELLANIES. 


Chapter  I.  Agriculture  and  Horticulture,  and  Veter- 
inary Medicine. 

II.  Dictionaries  and  Cyclopaedias. 

III.  Transactions  of  Societies,  Laws,  &c. 

IV.  Catalogues,  Valuable  Lists,  &c. 

V.  Journals,  Reviews,  &c. 


CHAPTER  I. 


AGRICULTURE  AND  HORTICULTURE,  AND 
VETERINARY  MEDICINE. 


I.  AGRICULTURE  AND  HORTICULTURE. 


Agriculture,  Communications  to  the  Board  of,  VoL  I.- VII.  4to,  LoDd. 
1804-13. 

 of  Western  Islands  of  Scotland,  ext.  in  Macculloch's  Description  of 

them,  3  vols.  8vo,  Lond.  1819. 
 and  Gardening,  Chronological  List  of  Authors,  principally  English, 

who  have  written  upon,  ext.  in  Millar's  Gardener's  Dictionary,  &c. 

Vol.  I.  p.  19. 

Bonardo  (G.  M.)  Le  Richezze  dell'  Agricoltura,  12mo,  Venetia,  1590. 

Bryant  (Charles)  History  of  Esculent  Plants,  8vo,  Lond.  1783. 

Darwin  (Erasmus)  Phytologia,  or  the  Philosophy  of  Agriculture  and  Gar- 
dening, 4to,  Lond.  1800.  (2  copies.) 

Davy  (Sir  Humphry)  Elements  of  Agricultural  Chemistry,  4!to,  Lond. 
1813. 

Duhamel  (Jo.  B.)  La  Physique  des  Arhros,  4to,  Paris,  1758. 

 De  I'Exploitation  des  Bois,  2  torn.  4to,  Paris,  1782. 

—  Traite  des  Arbres  Fruitiers,  3  torn,  8vo,  Paris,  1782. 
Duncan  (And.  Sen.)  Discourse  at  the  Annual  Election  Meeting  of  the 
Caledonian  Horticultural  Society  in  1818,  8vo,  Edin.  1819. 

 Discourse  read  at  the  same  Meeting  in  1820,  8vo,  Edin.  1820. 

 Discourse  read  at  the  same  Meeting  in  1823,  8vo,  Edin.  1823. 

2  S 


322 


VETERINARY  MEDICINE. 


Dundouald  (Earl  of)  On  the  Connection  between  Agriculture  and  Che- 
mistry, 4to,  Loud.  1795. 

Evelyn  (John)  Sylva,  with  Notes  by  Dr.  A.  Hunter,  2  vols.  4to,  York, 
1786. 

Fordycc  (Geo.)  Elements  of  Agriculture,  8vo,  Lend.  1790. 

Ilcsselgren  (N.  L.)  Pan  Succus,  (Account  of  the  Plants  eaten  by  differ 

t>nt  Animals  in  Sweden,)  ext.  in  Liunsei  Amoen.  Acad.  Tom.  II. 

p.  225. 

Iliort  (J.)  Plantae  Esculentsc  patriae,  ext.  in  Linna?i  Amoen.  Acad.  Tom. 
III.  p.  74. 

Holland  (Henry)  Agriculture  of  Cheshire,  8vo,  Loud.  1808. 
Home  (F.)  Principles  of  Agriculture  and  Vegetation,  12rao,  Lond.  177G. 
Low  (David)  Elements  of  Practical  Agriculture,  Bvo,  Edin.  1834'. 
Miliar  (Philip)  The  Gardener's  and  Botanist's  Dictionary,  by  Martin, 

2  vols,  (in  four  parts)  fol.  Lond.  1807. 
Mundy  (H.)  De  Aere  Vitali,  Esculentis  et  Potulentis,  8vo,  Oxon.  1680. 
Naismith  (John)  Elements  of  Agriculture,  8vo,  Lond.  1807. 
Parmentier  (A.)  Recherches  sur  les  Vegetaux  Nourrissans,  8vo,  Paris, 

1781. 

  Sur  la  Culture  et  1' Usage  des  Pommes  de  Terre,  8vo,  Paris,  1789. 

Phillips  (H.)  Companion  for  the  Kitchen  Garden,  or  History  of  Culti- 
vated Vegetables,  2  vols.  8vo,  Lond.  1831. 

Plenck  (Joseph.  Jac.)  Broraatologia,  seu  Doctrina  de  Esculentis  et  Potu- 
lentis, 8vo,  Viennae,  1783. 

Scotland,  Agriculture  of,  ext.  in  Statistical  Account  of  Scotland,  by  Sir 
John  Sinclair,  21  vols.  8vo,  Edin.  1791-99,  and  New  Statistical  Ac- 
count of  Scotland,  1 1  Parts  8vo,  Edin.  1834-36.  f  unfinished.) 

Sinclair  (Sir  John)  Account  of  the  Systems  of  Husbandry  in  Scotland, 
2  vols.  8vo,  Edin.  1813. 

Tenborg  (J.  C.)  Hortus  Culinaris,  ext.  in  Linntei  Amoen.  Acad.  Tom.  VII. 
p.  18. 

Weston  (Richard)  Universal  Botanist  and  Nurseryman,  2  vols.  Bvo, 
Lond.  1770. 


H.  VETERINARY  MEDICINE. 


Blaine  (D.)  Outlines  of  the  Veterinary  Art,  8vo,  Lond.  1826. 

 On  the  Diseases  of  Dogs,  &c.  8vo,  Lond.  1824.         ,   _,  ^ 

Brocklesby  (Richard)  On  the  Mortality  among  Horned  Cattle,  8vo, 

Lond.  1746.  .  .  t     j  ir-n 

Caius  (Joannes)  De  Canibus  Bntanuicis,  18mo,  Loud.  \o,0. 
Clark  (J.)  On  the  Prevention  of  Diseases  incidental  to  Hoi-ses,  8vo, 

Edin.  1785.  .    , .       ^  ,  ,,r 

Clark  (Bracy)  On  the  Genus  CEstrus,  ext.  m  Linn.  Trans.  Vol.  111. 

Colemai^(^Ed.)  On  the  Foot  of  the  Horse,  Vol.  II.  4tc,  Lond.  1802. 


VETERINARY  MEDICINE. 


323 


Frank  (Jo.  Pctr.)  Dc  Morbis  Pecudum,  Ticini,  1790,  ext.  in  Frank. 

Delect.  Tom.  IX.  p.  231. 

 Idem  liber,  ext.  in  Roemer.  Opiisc.  Tom.  I.  p.  241. 

Horse,  Anatomy  and  Diseases  of  the,  ext.  in  Library  of  Useful  Know- 

ledg-e,  8vo,  Loud.  1831. 
Lindecrantz  (E.  M.)  De  Cane  Familiari,  ext.  in  Linnffii  Amcon.  Acad. 

Tom.  I V.  p.  4.S. 

Mackenzie  (Sir  Geo.  Stuart)  On  the  Diseases  and  Management  of  Sheep, 
8vo,  Edin.  1809. 

PalmEBUs  (J.)  De  Ove,  ext.  in  Linniei  Amoen.  Acad.  Tom.  IV.  p.  169. 
Percival  (VV.)  A  Systematic  Treatise  on  the  Disorders  and  Lameness  of 

the  Horse,  Vol.  I.  8vo,  Lond.  1834. 
Peyerus  (J.  C.)  De  Ruminantibus,  &c.  4to,  Basil.  1685.  {2  copies. J 
Snapo  (And.)  Anatomy  of  the  Horse,  fol.  Lond.  1683. 
Taplin  (Wm.)  Complete  System  of  Fari-iery,  2  vols.  8vo,  Lond.  1791-93. 
Veterinari/  College,  Transactions  of,  No.  I.  on  Wounds  of  the  Joints, 

8vo,  Lond.  1801. 

White  (Charles)  Natural  History  of  the  Cow  relatively  to  the  Produc- 
tion of  Milk,  8vo,  Warrington,  1785. 


CHAPTER  II. 


DICTIONARIES  AND  CYCLOPiEDIAS. 


I.  GENERAL  DICTIONARIES  AND  CYCLOPiEDIAS. 


Crabbe  (George)  Universal  Technological  Dictionary,  2  vols.  4to,  Lond. 
1823. 

Diderot  et  d'Alembert,  Encyclopedic,  17  torn,  fol.  Paris  et  Neufchatel, 
1751-63. 

 Recueil  des  Planches  au  raeme  Ouvrage,  Tom.  I.-XI. 

£!7ici/clop(sdia  Britannica.,  or  Dictionary  of  Arts  and  Sciences,  10  vols. 

4to,  Edin.  1778-83. 

  Supplement  to  the  3d  Edit.  2  vols,  (bound  in  3,)  4to,  Edin.  1801. 

 New  Supplement,  edited  by  Napier,  Vol.  I.-VI.  4to,  Edin.  1815-24. 

 The  same  book,  7tU  Edit,  edited  by  Napier,  78  Parts,  4to,  Edin. 

1830-36,  (unfinished. J 
EncyclopcBdia,  Edinburgh,  edited  by  Brewster,  18  vols.  4to,Edin.  1805-30. 
Pantalogia,  a  New  Cyclopeedia,  by  Good,  Gregory,  and  Bosworth,  with 

engravings,  12  vols.  8vo,  Lond.  1813. 
Rees  (Dr.  A.)  New  Cyclopeedia,  39  vols.  4to,  Lond.  1819. 

 Plates  to  the  same  book,  6  vols.  4to,  Lond.  1819. 

— —  Catalogue  and  Analysis  of  the  plates.  ^ 


BICTlONAniES  AND  CYCLOP.EDIAS. 


325 


II.  DICTIONARIES  OF  VARIOUS  LANGUAGES. 


Ainsworth  (Robert)  Dictionary  of  the  Latin  Language,  by  Morell,  4to, 
Lond.  1808. 

Baretti  (Joseph)  Dictionary  of  the  English  and  Italian  Languages,  2  vols. 
4to,  Lond.  1771. 

Chambaud  (Louis)  Nouveau  Dictionnaire  Fran9ais,  &c.  2  torn.  4to,  Lond. 
1805. 

Dictionnaire  de  I'Academie  Fran^aise,  5rae  Edit.  2  torn.  4to,  Paris,  1814. 
Gesner  (J.  M.)  Thesaurus  Linguae  Latinte,  4  torn,  (in  2  compact.)  folio, 
LipsisB,  1789. 

Hedericus  (Benj.)  Lexicon  Grseco-Latinum,  4to,  Loud.  1803. 
Jamieson  (John)  Dictionary  of  the  Scottish  Language,  2  vols.  4to,  Edin. 
1808. 

Johnson  (Samuel)  Dictionary  of  the  English  Language,  2  vols.  4to,  Lond. 
1785. 

Ludwig  (C.)  A  Dictionary,  German,  English,  and  French,  2  vols.  4to, 
Leipsic,  1791. 

Meursius  (Joann.)  Glossarium  Graeco-Barbarum,  fol.  Lugd.  Bat.  1614. 


III.  BIBLIOGRAPHICAL  DICTIONARIES. 


Bayle  (Peter)  Dictionary,  Historical  and  Critical,  2d  Edit.  5  vols,  fol 
Lond.  1734. 

Brunet  (J.  C.)  Manuel  du  Libraire,  &c.  4  torn.  8vo,  Paris,  1814. 
Chaufepie  (J.  G.  de)  Nouveau  Dictionnaire  Historique  et  Critique,  pour 

servir  de  Supplement  a  celui  de  Bayle,  4  torn.  fol.  Amst.  1750-50. 
Watt  (Robert)  Bibliothcca  Britannica,  a  General  Index  to  British  and 

Foreign  Literature,  4  vols.  4to,  Edin.  1824. 


(For  Works  on  Medical  Bibliography,  Vid.  pp.  203.4. 


326 


DICTIONARIES  AND  CYCLOPEDIAS. 


IV.  DICTIONARIES  OF  NATURAL  HISTORY. 


Bomare  (M.  V.)  Dictionnaire  Raisoniie  Universe]  d'Histoire  Naturelle 
15  torn.  8vo,  Lyon,  1791.  ' 
Bulliard  (M.)  Dictionnaire  Ele'mentaire  de  la  Botaniquc,  foL  Paris 

Montagu  (S.)  Ornithological  Dictionary,  2  vols.  8vo,  Lond.  1802. 
  Supplement  to  the  same,  Svo,  Lond.  1813. 

Nemnich  (Phil.  And.)  Allgemeines  Polyglotten-Lexicon   der  Natur- 

geschichte,  a  torn.  4to,  Hamb.  1793-95. 
Sciences  Naturelles,  Dictionnaire  des,  5  torn.  8to,  Paris  1804-C 
 Atlas  au  meme  Ouvrage,  Liv.  I.  II.  ito. 


V.  DICTIONARIES  OF  MEDICAL  SCIENCE. 


A.    PRACTICAL  MEDICINE  AND  MEDICAL  SCIENCE  GENERALLY 

Blancardus  (Steph.)  Lexicon  Medicum  Renovatum,  Svo,  Lugd.  Bat.  1757. 
(2  copies.  J 

Copland  (James)  Dictionary  of  Practical  Medicine,  Parts  I.  II.  and  III. 

8vo,  Lond.  1832-35. 
CycloptBdia  of  Practical  Medicine,  by  Forbes,  Tweedie,  and  ConoUy, 

4  vols.  Svo,  Lond.  1832-35. 
Dolceus  (J.)  Encyclopaedia  Medicinse  Theoretico-Practicifi,  4to,  Amstclod. 

1686.  . 

Encxjclopedie  Methodique,  Pharmacie,  Chimio,  et  Metallurgie,  3  toni. 

4to,  1786-9G. 

 Cliirurgie,  3  torn.  4to,  Paris,  1790-99. 

 Medecine,  7  torn.  4to,  Paris,  1787-9.'^. 

Helian  (M.)  Dictionnaire  du  Diagnostic,  12nio,  Paris,  1771. 

Hooper  (Robert)  Medical  Dictionary,  5th  Edit.  8vo,  Lond.  1825. 

MMecinc,  Dictionnaire  dc,  2  torn.  Hvo,  Paris,  1821-28. 

Medecine  et  Chinirgie  Pratique,  Dictionnaire  dc,  15  toni.  Svo,  Paris, 

1829-36. 
2 


DICTIONARIES  AND  CYCLOr^EDIAS. 


Motherby  (G.)  Medical  Dictionary,  fol.  Lond.  1 /7o.  ^ 
Nemnicli  (P.  A.)  Lexicon  Nosologicum-Polyglottum,  fol.  Hanio.  U 
Nysten  (P.  H.)  Dictionnaire  de  IMedecine,  8vo,  Paris,  1814. 
Parr  (B.)  London  Medical  Dictionary,  2  vols.  4to,  Lond.  1809. 
Sciences  MMicales,  Dictionnaire  des,  60  vols.  8vo,  Paris,  1812-22. 
Ttirton  (W.)  Medical  Glossary,  4to,  Lond.  1797. 


B.  PAKTICULAR  BRANCHES  OF  MEDICAL  SCIENCE. 


Aikin  (A.  and  C.  R.)  Dictionary  of  Chemistry  and  Mineralogy,  2  vols. 

4to,  Lond.  1807. 
 Appendix  to  the  same,  4to,  Lond.  1814. 

Anatomic  et  Physiologic,  Dictionnaire  Raisonne  de,  2  torn.  12mo,  Paris, 
1766. 

Cooper  (Sam.)  Surgical  Dictionary,  8vo,  Lond.  1809. 

 The  same  book,  3d  Edit.  1818. 

 The  same  book,  6th  Edit.  1830. 

Drogues,  Dictionnaire  des,  5  torn.  8vo,  Paris,  1827-29. 

Keir  (J.)  First  Part  of  a  Dictionary  of  Chemistry,  4to,  Binning.  1789. 

Klaproth  et  Wolft',  Dictionnaire  de  Chimie,  trad,  par  Lagrange  et  Vogel, 

4  torn.  8vo,  Paris,  1810. 
Lemery  (N.)  Dictionnaire  des  Drogues  Simples,  4to,  Rotterdam,  1726. 
Macquer  (M.)  Dictionnaire  de  Chimie,  2  torn.  12mo,  Paris,  1766. 

(2  copies.  J 

 The  same  book,  translated,  3  vols.  8vo,  Lond.  1777. 

Merat  (F.  V.)  et  De  Lens  (J.  A.)  Dictionnaire  Universel  de  Matiere 

Medicale,  6  tom.  8vo,  Paris,  1829-36. 
Ure  (A.)  Dictionary  of  Chemistry,  8vo,  Lond.  1821. 
 The  same  book,  4th  Edit.  8vo,  Lond.  1831. 


VL  MISOELLANEOUS. 


Grapaldus  (Fr.  Mar.)  Lexicon  de  Partibus  Aedium,  ]2mo,  Luo-d.  1535 
Ilutton  (C.)  Mathematical  and  Philosophical  Dictionary,  2  vols  4to 

Lond.  1796.  ' 
Millar  (Philip)  The  Gardener's  and  Botanist's  Dictionary,  by  Martvu 

2  vols,  in  4  parts,  folio,  Lond.  1807. 


CHAPTER  III. 


TRANSACTIONS,  LAWS,  &c.  OP  SCIENTIFIC  SOCIETIES 
AND  OTHER  ASSOCIATIONS. 


I.  SOCIETIES  WITH  GENERAL  SCIENTIFIC  OBJECTS. 


Academia  Caesarea  Naturae  Curiosorum. 

Miscellanea  Curiosa  Medico-Physica,  sive  Ephemerides  Germanicae, 
Decuria  I.  Anni  1-10,  7  torn,  4to,  Lips.  Jen.  Francof.  Vratisl.  ct 
Bregae,  1670-80. 
Ejusdem  libri  Dec.  IL  Anni  1-9,  7  torn.  4to,  Norimb.  1683-91. 
Academia  Electoralis  Theodoro-Palatina. 

Historia  et  Comment.  Scientiarum  et  Elegantiorum  Literarum,  Tom, 
L-II.  4to,  Manhem.  1766-70. 

Tom.  III.-V.  Pars  Histoiica,  1773-83. 
Tom.  III.-V.  Pars  Physica,  1775-84. 
Academia  Scientiarum  Imperialis  Petropolitana. 

Comraentarii,  Ann.  ]  726-46,  16  tom.  4to,  Petropol.  1728-51. 
Novi  Commentarii,  Ann.  1747-71,  16  tom.  4to,  1730-72. 
Acta  Ann.  1777-81,  10  tom.  4to,  1778-85. 
Academia  licgia  Scientiamm  Taurinensis. 

Miscellanea  Philosophico-Mathematica,  Socict.  Privat.  Taurin.  Tom. 

I.  4to,  Aug.  Taur.  1759. 
Melanges  do  Philosophic  et  do  Mathematiquc  de  la  Soc.  Roy.  do 
Turin,  tom.  II-III,  4to,  Turin,  1760-65. 


THANSACTIONS,  LAWS,  &C.  OF  SOCIETIES. 


329 


Memoires  de  I'Acad.  Koy.  des  Scien.  de  Turin.  Tom.  I-IV.  ito,  Turin, 
1784-89. 

Academic  RoyaU  des  Sciences  et  Belles  Lettres  de  Berlin. 
Miscellanea  Berolinensia,  4  torn,  in  2,  4to,  Berol.  1710-27. 

Memoires,   Anuees  1744-69,  10  torn.  12mo,  Avignon  et  Pans, 

Nouveaux  Memoires,  Anne'es  1777-96,  14  torn.  4to,  Berlin,  1779-99. 
Academic  Royale  des  Sciences  de  Paris. 

Histoire  et  Me'raoires  de  1',  Anne'es  1666-1774,  144  tomes,  12rao, 
Paris  et  Amsterd.  1706-79  : 

Tom.  I-XLTV.  Anne'es  1666-1731. 
Tom.  XLV-XCVI.  Ann.  1731-53. 
Tom.  XCVII-CXLIV.  Ann.  1754-74. 
Le  meme  liyre,  Anne'es  1775-90,  10  tomes,  4to,  Paris,  1778-97. 
Table  Ge'ne'rale  des  Matieres,  Ann.  1699-1734, 3  torn.  12mo,  Amsterd. 
1741. 

Tom.  IV.  ponr  les  Anne'es  1735-51,  12mo,  Amsterd.  17G0. 
Tom.  V. — VI.  Ann.  1751-60,  1761-70,  par  Demours,  12mo, 
Paris,  1779. 

Philosophical  History  and  Memoirs  of,  or  Abridgement  of  all  the 
Papers  relating  to  Natural  Philosophy  published  by  Members, 
1699-1719,  by  Martin  and  Chambers,  5  vols.  8vo,  Lond.  1742. 

Memoires  de  I'lnstitut  National  des  Sciences,  Lettres,  et  Arts; 
Sciences  Morales  et  Politiques,  Tom.  I-V.  4to,  Paris,  1798-1804. 
Litterature  et  Beaux  Arts,  Tom.  I-V.  ib. 

Sciences  Matb^matiques  et  Physiques,  Tom.  I-XIV.  1798-1818. 
Histoires  et  Memoires  de  I'lnstit.  Royal  de  France ; 

Classe  d'Histoire  et  de  Litterature  Ancienne,  Tom.  I-IV.  4to,  Paris, 
1815-18. 

Acad,  des  Inscriptions  et  Belles-Lettres,  Tom.  V-VI.  1821-22. 
Tom.  VII-VIII.  1824-27. 
Memoires  de  I'Acad.  Roy.  des  Scien.  de  I'lnstitut  de  France,  pour 

les  Annees  1816-32,  Tom.  I-XL  4to,  Paris,  1818-32. 
Memoires  de  Mathematique  et  de  Physique,  presentes  par  divers 
Savans  a  I'Acad.  Roy.  des  Scien.  Aunees  1750-86^  1 1  torn.  4to, 

Paris.  (2  copies. J 
Mem.  par  div.  Savans,  2  torn.  4to,  Paris,  1805-11. 
Me'm.  par  div.  Savans,  Tom.  I-III.  4to,  Paris,  1827-32. 
Academie  Royale  des  Sciences  de  Stockholm. 

Medical  Cases  and  Experiments  communicated  to  the  Academy, 

trans.  8vo,  Lond.  1758. 
Me'moires,  abre'ge's  et  traduits  par  M.  de  Keralio,  4to,  Paris,  1772. 
Academie  Royale  de  Medecine,  Me'raoires  de  1',  Tom,  I-IV.  4to,  Paris, 
1828-35. 

Academy,  American,  of  Arts  and  Sciences,  Memoirs  of.  Vol.  I.  4to. 
Boston,  1785. 

Academy,  Royal  Irish,  Transactions  of  the.  Vol.  I-XII.  4to  Dublin. 
1787-1815. 

Acta  Academiar.  vel  Societ.    Vide  Academia  vel  Societas. 
Acta  Eruditorum  Lipsiensium,  29  torn.  4to,  Lips.  1682-1710. 

Idem  liber,  Anni  1682-83;  1685-92;  et  1708;  11  tom.  4to. 

Supplementa,  3  tom.  4to,  1692-1702. 

Eorund.  libr.  Indices  Generales,  2  torn.  4to,  Lips.  1693-1704. 
Acta  Nova,  4,to,  Lips.  1746. 
Asiatic  Researches,  Vol.  I-XI,  8vo,  Lond.  1798-1812. 

2  T 


330 


TRANSACTIONS,  LAWS,  &C.  OP  SOCIETIES. 


British  Association,  Report  of  the  Ist,  2d,  Sd,  and  4th  Meetings  of  the, 

Vol.  I.-III.  8vo,  Lond.  1833-3C. 
Societas  Regia  Scientiarum  Gottingensis :  Commentarii,  Ann.  1751-54, 

3  torn.  4to,  GottinjT.  1752-54. 

Novi  Commentarii,  Ann.  1770-77,  8  torn.  4to,  Gottinjj.  et  Goth. 
1771-78. 

Commentationes,  Ann.  1778-82,  5  torn.  4to,  Getting;.  1779-83. 
Idem  liber,  deficiente  Tom.  II. 
Societas  Tau7-inensis.    Vide  Academia. 

Societas  Regia  Scientiarum  Upsaliensis :  Nova  Acta,  4  torn,  (in  2  com- 
pact.) 4to,  Upsal.  1773-8i. 

Societe  (FArcueil:  Memoires  de  Physique  et  de  Chimie,  Tom.  I.-III.  8vo, 
Paris,  1807-17. 

Societe  de  Physique  et  d'Histoire  Naturelle  de  Geneve,  Memoires  de, 

Tom.  I.  4to,  Geneve,  1821. 
Societe  des  Sciences  Physiques  de  Lausanne,  Memoires  de,  Ann.  1783- 

88,  3  tom.  4to,  Lausanne,  1784-90. 
Societe  Royale  des  Sciences  de  Montpellier :  Histoire,  avec  Mem.  de 

Mathemat.  et  de  Physique,  Tom.  I.  4to,  Lyon,  1766. 
Society,  American  Philosophical,  Transactions  of,  Vol.  I.-V.  1769-97, 

4to,Philad.  1771-1802. 
Society,  Cambridge  Philosophical,  Transactions  of.  Vol.  1. 4to,  Cambridge, 

1822. 

Society,  Royal  of  Edinburgh,  Transactions  of,  Vol.  I-XIII.  4to,  Edin. 

1788-1836. 
Society,  Royal,  of  London. 

Philosophical  Transactions,  published  by  the  various  Secretaries  of 
the  Society,  4to,  Lond. 
Vol.  I.— III.  1665-66. 
Vol.  v.— X.  1670-75. 
Vol.  XIL  1683. 
Vol.  XIV.  1684. 
Vol.  XV.— XVI.  1685-86. 
Vol.  XXXI.— XXXIIL  1720-25. 
Vol.  XXXVI.  1729-30. 
Vol.  XLI.-XLIIl.  1739-45, 
Philosophical  Transactions,  now  first  published  under  the  Direction 
of  the  Society,  4to,  Lond. 

Vol.  XLVII.— LXIII.  1751-7.S. 
Vol.  LXIV.— XCIV.  1774-1804. 
Vol.  XCV.— CXIX.  1805-29. 
Abridgement  of  Philosophical  Transactions,  Vol.  I.— III.  1665-1700, 
by  iiowlhorp,  2d  Edit.  4to,  Lond.  1733. 

Vol.  IV.— V.  1700-20,  by  Jones,  4to,  Lond.  172L 

Vol.  VI.  1720-32,  by  Reid  and  Gray,  4to,  Lond.  1733, 

(bound  in  2.)  j  •    o  \ 

Vol.  X.  1743-50,  by  Martyne,  4to,  Lond.  1756,  (bound  in  2.) 
Abridgement  of  Philosophical  Transactions,  from  the  year  1665-1800, 

by  Hutton,  Shaw,  and  Pearson,  18  vols.  4to,  Lond.  1803.-9. 
Medical  Essays  and  Obser^'ations,  abridged  from  the  Philosoph. 

Trans.  2  vols.  8vo,  Lond.  1745.  t,        .  •„ 

Index  to  the  Medical  Papers,  &c.  in  the  Phil.  Trans,  from  their 

commencement  to  1814,  4to,  Lond.  1814. 
The  same  book,  to  the  year  1817,  4to,  Lond.  1818. 
History  of,  by  Thomas  Sprat,  4to,  Lond.  1667. 
History  of,  by  T.  Birch,  4  vols.  4to,  Lond.  1780 
History  of,  by  Thomas  Thomson,  4to,  Lond.  1812. 


TRANSACTIONS,  LAWS,  &C.  OF  SOCIETIES.  331 
Society  for  Philosophical  Experiments  and  Conversations,  Minutes  of, 

8V0,  Lend.  1795.  -  „  i  laar 

Society,  Yorkshire  Philosophical,  Report  of,  &c.  bvo,  York,  Ib^b. 


II.  SOCIETIES  FOR  CULTIVATING  MEDICAL  SCIENCE. 


Academie  Royale  de  Chirurgie  de  Paris,  Memoires  de  1',  3  torn.  4tQ, 
Paris,  1743-74. 

Acta  Medicorum  Suecicorum,  Tom.  I.  8vo,  Upsal.  Holm,  et  Abo,  1783. 
Apothecaries,  Associated,  of  England  and  Wales,  Transactions  of,  8vo, 
Lond.  1823. 

Association,  Provincial  Medical  and  Surgical,  Transactions  of,  "Vol. 

I  _IV.  8vo,  Lond.  1833-36. 
College,  King's  and  Queen's,  of  Phrjsicians  in  Ireland,  Transactions  of 

Fellows  of.  Vol.  I.— V.  8vo,  'Dublin,  1817—28. 
The  same  book,  new  Series,  Vol.  I.  Part  I.  8vo,  Dublin,  1830. 
College  of  Physicians  in  Philadelphia,  transactions  of,  Vol.  I.  Part  I. 

8vo,  Phil.  1793. 

College,  Royal,  of  Physicians  in  London,  Medical  Transactions,  Vols. 
1.— VL  8vo,  Lond.  1768-1820. 

Vols.  1.  II.  IV,  and  V.  8vo,  Lond.  17138-1815. 
Vol.  III.  (imperfect)  1775. 
College,  Royal,  of  Surgeons  in  London,  Bye-laws,  Rules,  and  Ordin- 
ances of,  8vo,  Lond.  1817. 
College,  Royal,  of  Physicians  in  Edinburgh,  Laws,*&c.  of,  8vo,  Edin. 
1829. 

College,  Royal,  of  Surgeons  in  Edinburgh,  Laws,  &c.  of,  8vo,  Edin.  1831. 
Colleqe,  Royal,  of  Surgeons  in  Ireland,  Extracts  from  Bye-laws  of, 

12mo,  Dublin,  1829. 
College,  Veterinary,  Transactions  of,  No.  I.  On  Wounds  of  the  Joints, 

8vo,  Lond.  1801. 

Societc  de  Medecinc,  Chirurgie,  et  Pharmacie  de  Bruxelles,  Actes  de, 

Tom.  I.  8vo,  Bru.'celles,  1797-99. 
Socidte  de  Sante  de  Lyon,  Recueil  des  Actes  de,  depuis  1792-96,  Bvo, 

Lyon,  1798. 

Socicte  de  Mcdecine  Pratique  de  Montpellier  : 

Annales  Cliuiques,  44)  torn.  8vo,  Montpellier,  1803-17. 

Le  raerae  livre,  lime  serie,  9  tom.  Svo,  Moutp.  1818-20. 

Annales  Cliniques  Nouvelles,  Tom.  I. — III.  Svo,  Montp.  1822. 

Histoire  et  Actes,  1804-6,  4to,  Montp.  1804-7. 

Hist,  et  Mejmoires,  Svo,  Mont.  1816. 
Socicte  Medicate  de  la  Nouvelle-  Orleans,  Pre'cis  Analytique  des  Travaux 

de  la,  par  J.  G.  Taillef'er,  Svo,  Nouv.- Orleans,  1818. 
Sociitc  Mklicale  d'Emulation  de  Paris,  Memoires  de,  5  tom.  Svo. 
Paris,  1798-1803. 


332 


THANSACTI0N8,  LAWS,  &C.  OF  SOCIETIES. 


SocietS  de  MMedne  de  Paris :  Recueil  Periodique  ou  Journ.  General 
de  M(?decine,  de  Chirurgie,  et  de  Pharmacie,  Tom.  I. — XXXV. 
8vo,  Paris,  1796-1809. 
Hecueil  Periodique  de  Litterature  Medicale  Etrangere,  ou  Supple- 
ment au  memo,  Tom  1. — II.  8vo,  Paris,  1799. 
Table  des  Matieres  contenues  dans  les  17  premiers  volumes,  et  dans 
les  2  de  Supple'ment,  par  J.  Bourges,  8vo,  Paris,  1803. 
Sociite  Royale  de  Mcdecine  de  Paris;  Histoire  et  Memoires,  Ann. 
1776-88,  Tom.  I.— IX.  le  6me  manq.  Mo,  Paris,  1779-90. 
Le  meme  livre,  Memoires,  2de  partie  du  tome  pour  I'Ann.  1783,  4to, 

Paris,  1786. 
Le  meme  livre,  Hist,  et  Mem. 
Society,  Medical  and  Physical  of  Calcutta,  Transactions  of.  Vol.  I. — V. 

8vo,  Calcutta,  1825-31. 
Society,  Medical  of  Edinburgh, ;  Commentaries  on  the  Aphorisms  of 
Hippocrates,  MS.  4  vols.  fol.  1767-98. 
Dissertations  on  Medical  and  Philosophical  subjects,  MS.  fol.  Vol. 
I.— XCIX.  1751-1836. 
Alphabetic  Index  to  Names  of  Authors,  MS. 
Alphabetic  Index  to  Subjects  treated  of,  MS, 
Laws  of,  8vo,  Edin.  1832. 
List  of  Members  of,  8vo,  Edin.  1835. 

History  of,  by  W.  Stroud,  M.  D.  8vo,  Edin.  1821.  (2  copies.) 
Alphabetical  Catalogue  of  its  Library,  8vo,  Edin.  1832. 
Catalogue  Raisonne  of  its  Library,  8vo,  Edin.  1837. 
Society,  Medical  of  London  ;  Memoirs,  6  vols.  8vo,  Lond.  1787-1805. 
The  same  book,  Vol.  II. 
Transactions,  Vol.  I.  8vo,  Lond.  1810-17. 
Society,  Medical  and   Chirurgical  of  London ;  Medico-Chirurgical 
Transactions,  Vol.  L— XIX.  8vo,  Lond.  1812-35. 
The  same  book,  Vol.  I.— IX.  dup.  Vol.  VL 
Society  of  Physicians  in  London,  Medical  Observations  and  Inquiries 

bv,  3d  Edit.  6  vols.  8vo,  Lond.  1763-84. 
Society,' Medico- Chimrgical  of  Edinburgh,  Transactions  of.  Vol.  I— 111. 

8vo,  Edin.  1824-29.  .  i..-. 

Society  in  Edinburgh,  Medical  Essays  and  Observations  by  a,  4th  J!idit. 
6  vols.  12mo,  1752. 
The  same  book,  5th  Edit.  1771.  ,   o      tj  * 

Society,  Massachusetts  Medical,  Communications  to,  2  vols.  8vo,  Uoston, 
1808-13 

Societu  for  Improving  Medical  and  Chirurgical  Knowledge,  Transac- 
tions off Vol.  I.-III.  8vo,  Lond.  1793-1812. 
Society  for  Promoting  Medical  Knowledge;  Medical  Communications, 
2  vols.  8vo,  Lond.  1784-90. 


III.  SOCIETIES  FOR  CULTIVATING  NATURAL  HISTORY. 


Museurt^  d^Histore  Naturelle,  Annales  du  20  torn.  *to, Jaris  ;802-13^ 
MusZi  cCHistoire  Naturelle,  Memoires  du,  19  torn.  4to,  Pans,  181.  30. 


TRANSACTIONS,  LAWS,  &C.  OF  SOCIETIES. 


333 


Society,  Royal  Geological,  of  Cornwall,  Transactions  of,  Vol.  I. — II. 

8vo,  Lend.  1818-22. 
Society,  Geological  of  London ;  Transactions,  1st  Series,  5  vols.  4to, 
Lond.  1811-21,  with  5  vols,  of  plates  and  maps  in  4to. 
The  same  book,  2d  Series,  Vol.  I.— III.  4to,  Lond.  1821-35, 
Society,  Linnean,  Transactions  of.  Vol.  I. — XVI.  4to,  Lond.  1791-1833. 
Society,  Plinian,  of  Edinburgh,  Abstract  of  Proceeding's  of,  8vo,  Edin. 
1828. 

Society,  Wernerian  of  Edinburgh,  Transactions  of,  Vol.  I. — VI.  Svo, 
Edin.  1808-32. 

Society,  Zoological  of  London,  Transactions  of,  Vol.  I.  4to,  Lond. 
1835-36. 


IV.  LITERARY  AND  PHILOSOPHICAL  SOCIETIES. 


Society,  Literary  and  Philosophical  of  Manchester,  Memoirs  of  the, 
5  vols,  in  7,  8vo,  Manchest.  1785-1802. 
The  same  book,  second  series.  Vol.  I.-IL  1805-13. 
Society,  Philosophical  in  Edinburgh,  Physical  and  Literary  Essays  and 

Observations  by  a,  3  vols.  8vo,  1754-71.  (2  copies.) 
Society,  Phrenological  of  Edinburgh,  Report  of  its  Proceedinffs,  Svo. 
Edin.  1821. 
Transactions,  Vol.  I.  Edin.  1824. 
Society,  Phrenological  of  Paris,  Prospectus  of,  Svo. 


CHAPTER  IV. 


CATALOGUES,  VALUABLE  LISTS,  &c. 


I.  CATALOGUES  OF  BOOKS. 


A.  GENERAL  BIBLIOGRAPHY  AND  LISTS  OF  BOOKS  ON 
PARTICULAR  SUBJECTS. 


Bayle  (Pet.)  Historical  and  Critical  Dictionary,  2d  Edit.  5  vols.fol.  Lond. 
173*. 

Brunet  (J.  C.)  Manuel  du  Libraire,  &c.  4  torn.  8vo,  Paris,  1814. 
Fabricius  (J.  A.)  Bibliotheca  Latina,  Ed.  Ernesti,  3  torn.  8vo,  Lipsise, 
178.3. 

Goetz  (J.  C.)  Catalog-US  Scriptorum  Stablii  et  Stahlianorum,  4to,  Korim- 
hers.  1729. 

Haller  (Albert,  von)  Bibliotheca  Botanica,  2  torn.  4to,  Lond.  1771. 
— —  Bibliotheca  Auatomica,  2  torn.  4to,  Tigur.  1774. 

 Bibliotheca  Medico-Practica,  3  torn.  4to,  Bern.  1776. 

Linnffius  (Car.)  Bibliotheca  Botanica,  12mo,  Amst.  1736. 

Ploucquet  (G.  G.)  Initia  Bibliothecae  Medico-Practicae  et  Chirurgicse, 

8  torn.  4to,  Tubing.  1793-97. 
  Supplementa  Initiorum  Bibliotliecse  Medico-Practicae,  2  torn.  4to, 

Tubing.  1799-1800. 

 Literatura  Medica  Digcsta,  4  torn.  4to,  Tubing.  1808-9. 

-—  Literature  Med.  Digest.  Supplementura  1.  4to,  Tubing.  1814. 


CATALOGUES,  LISTS,  &C. 


335 


Watt  (Robert)  Bibliotheca  Britannica,  or  General  Index  to  British  and 
Foreign  Literature,  4  vols.  4.to,  Edin.  1824. 

Young  (Tlios.)  Introduction  to  Medical  Literature  and  Practical  Noso- 
logy, 8vo,  Lond.  1813.  (2  copies.) 

 The  same  book,  2d  Edit.  1823. 


B.  CATALOGUES  OP  PARTICULAR  LIBRARIES. 


AcademicB  Jac.  VL  Edinensis,  Catalogus  Librorura  ad  Rem  Medicam 

spectantium  in  Bibliotheca,  8vo,  Edin.  1798. 
Advocates,  Faculty  of.  Catalogue  of  their  Library,  3  vols.  fol.  Edin. 

174.2-1807. 

Banks  (Sir  J.)  Catalogus  Bibliothecte  ejus  Historico-Naturalis,  a  Dryan- 
der,  4  torn.  8vo,  Lond.  1798. 

CoUegii  Reg.  Med.  Edinensis,  Catalogus  Bibliothecoe,  8vo,  Edin.  1793. 

Collegii  Reg.  Med.  Londinensis,  Catalogus  Bibliothecse,  8vo,  Lond.  1757. 

Institution,  Royal,  of  Great  Britain,  Catalogue  of  the  Library  of,  by  W. 
Harris,  8vo,  Lond.  1809. 

Society,  Medical,  of  Edinburgh,  Catalogue  of  its  Library,  8vo,Edin.  1832. 

 Catalogue  Raisonne  of  the  same,  Svo,  Edin.  1837. 

 Catalogue  of  Inaugural  Dissertations  in  the  Library  of,  arranged  ac- 
cording to  the  names  of  Authors,  4to,  MS. 

 Catalogus  Method.  Dissert,  ad  Rem  Medicam  spectantium  in  Bibl. 

Societ.  Med.  Edin.  MS.  auctore  J.  F.  M'Farlane. 


n.  CATALOGUES  OF  COLLECTIONS  OF  NATURAL 
HISTORY. 


Institution,  Royal,  of  Great  Britain,  Descriptive  Catalogue  of  British 
Specimens  in  its  Geological  Collection,  8vo,  Lond.  1816. 

Daubenton  (M.)  Description  du  Cabinet  du  Roi,  contenue  dans  I'Histoire 
Naturelle  de  Buffon,  25  torn.  12mo,  Paris,  1750-78. 

Raab  (M.  de)  Catalogue  Raisonne  de  la  Collection  des  Fossiles  de,  par 
Born,  2  torn,  Svo,  Vienne,  1790. 


336 


CATALOGUKS,  LISTS,  &C. 


III.  CATALOGUES  OF  COLLECTIONS  OF  ANATOMICAL 
PREPARATIONS, 


Army  Medical  Department,  Chatham,  Catalogue  of  the  Museum  of,  8vo, 
Lond.  1833. 

Bartholomeuo' s  Hospital,  London,  Catalogue  of  Preparations  in  the 

Museum  of,  4  to,  Lond.  1831. 
Bonn  (A.)  Descriptio  Thesauri  Ossium  Morbosorum  Hoviani,  fol.  Amste- 

lod.  N.  D. 

Guy^s  Hospital,  London,  Catalogue  of  Anatomical  Museum  of,  by  T. 

Hodgkin,  8vo,  Lond.  1829. 
Hunterian  Museum,  Glasgow,  Account  of,  by  J.  Laskey,  Svo,  Glasgow, 

1813. 

Hunterian  Collection  in  the  Musuem  of  the  Royal  College  of  Surgeons 
in  London,  Catalogue  of,  3  vols.  4to,  Lond.  1830-36. 

University  of  Edinburgh,  Catalogue  of  the  Anatomical  Museum  of,  Svo, 
Edin.  1831. 

Musei  Anatom,  Ruyschiani  Catalogus,  4to,  Amst.  1691,  ext.  in  Ruysch. 

Obs.  Anat.  Chirurg. 
Itoyal  College  of  Surgeons  of  Edinburgh,  Catalogue  of  their  Museum, 

Part  I.  Pathology,  Svo,  Edin.  1835. 
Worm  (Olaus)  Museum  Wormianum,  cura  Filii,  fol.  Lugd.  Bat.  1655. 


\ 


CHAPTER  V. 


JOURNALS,  REVIEWS,  &c. 


I.  MEDICINE. 


A.  MEDICAL  SCIENCE  GENEKALIiY. 


Aniiali  Universali  tli  Mediciua,  corapilati  da  Signer  Dottore  Omodei, 

Vol.  LXXVIII.-LXXIX.  8vo,  Milano,  1836. 
Annals  of  Medicine,  by  Drs.  Duncan,  Sen.  and  Jtm.  8  vols.  8vo,  Edin. 

1796-1804-. 

Annals  of  Medicine  and  Surgery,  Vols.  I.-II.  for  1816-17,  8vo,  Lend. 
1817-18, 

Archives  Generales  de  Medecine,  Tom.  I.-XXX.  8vo,  Paris,  1823-32. 

Le  meme  livre,  lime  Serie,  Tom.  I.-XI.  Bvo,  Paris,  1833-36. 
Bulletins  de  I'EcoIe  de  Medecine  de  Paris,  Tom.  I.-VI.  8vo,  Paris, 

1804-19. 

Commentaries,  Medical  and  Philosophical,  by  Dr.  A.  Duncan,  20  vols. 

8vo,  Edin.  1773-95. 
Dublin  Hospital  Rejmrts  and  Communications  in  Medicine  and  Surgery, 

Vol.  I.-V.  8vo,  Dublin,  1818-30. 
Ephemerides  Medicales  de  Montpellier,  Tom.  I.-IX.  8vo,  Montpellicr, 

1826-28. 

Guy's  Hospital  Reports,  No.  I.-III.  8vo,  Lond.  1836. 
Gazette  Salutaire,  ito,  Bouillon,  1780-83. 
Gazette  de  Sante',  4to,  Paris,  1780-81. 

Gazette,  the  London  Medical,  Vol.  I.— XVIII.  8vo,  Lond.  1827-36. 

2  U 


3^8 


JOURNALS,  KEVIKWS,  &C. 


Journal  the  Dublin,  of  Medical  and  Chemical  Science,  Vol.  I.-X.  8vo. 

Dublin,  1832-36.  ' 
Journal  Comphmentaire  du  Dictionnairc  des  Sciences  Medicalcs,  Tom. 

I.— XXXVII.  8vo,  Paris,  1818-30. 
Journal,  the  Edinburgh  31edical  and  Surgical,  Vol.  I.— XLVI.  8vo. 

Edin.  1805-3(3. 

Index  to  the  19  first  vols,  of,  8vo,  Edin.  1824. 
Journal,  the  Edinburgh,  of  Medical  Science,  8  vols.  8vo,  Edin.  182G-27. 
Journal,  the  Glasgow  3Iedical,  4-  vols.  8vo,  Glasg-ow,  1828-31. 
Journal,  the  London  Medical,  11  vols.  8vo,  Lond.  1781-90. 
Journal,  the  New  London  Medical,  2  vols.  8vo,  Lond.  1792-93. 
Journal,  the  London  Medical  and  Phusical,  Vol.  I.— LXII.  8vo.  Lond. 

1799-J829. 

Journal,  the  London  Medical  and  Surgical,  Vol.  I.— IIL  8vo.  Lond. 
1828-29. 

Journal,  ou  Recueil  Pe'riodique  d'Observations  de  Me'decine,  de  Chirur- 

gie,  et  de  Pharmacie,  par  Vandernionde,  Roux,  Dumangin,  et  Bacher, 

Tom.  1.— XXXV.  12mo,  Paris,  1745-71. 

Le  memelivre,  Tom.  LIII. — XCIL  12mo,  Paris,  1780-92. 
Journal  de  Medecine,  Chirurgie,  Pharmacie,  &c.  par  Corvisart,  Leroux, 

et  Boyer,  Tom.  L— XL.  12mo,  et  8vo,  Paris,  1803-17. 
Journal  Nouveau  de  Medecine,  Chirurgie,  Pharmacie,  &c.  par  Beclard, 

Chomel,  Cloquet,  Magendie,  Orfila,  et  Rostan,  Tom.  I. — XV.  8vo, 

Paris,  1818-22. 

Journal  des  Progres  des  Sciences  et  Institutions  Me'dicales  en  Europe 
et  Amerique,  &c.  Ire  Serie,  18  tom.  (relies  en  9),  8vo,  Paris, 
1827-29, 

Le  memo  livre,  lime  Serie,  Tom.  I. — III.  8vo,  Paris,  1830. 
Journal  and  Review,  the  Medico- Chirurgical,  by  Shearman,  Johnson, 
and  Palmer,  4  vols.  8vo,  Lond.  1816-17. 

The  same  book,  new  series,  by  Johnson,  2  vols.  8vo,  Lond.  1818-20. 

The  same  book,  analytical  series.  Vol.  I. — XIII.  8vo,  Lond.  1821-28. 

The  same  book,  Vol.  XIV.— XXV.  1829-36. 
Journal,  the  New  England,  of  Medicine  and  Surgery,  No.  II.  of  Vol.  V. 

8vo,  Boston,  1816. 
Journal,  the  Quarterly,  of  Foreign  Medicine  and  Surgery,  &c.  Vol.  I. 

II.  8vo,  Lond.  1818-20. 
Lancet,  The,  Vol.  1.— XXlX.Svo,  Lond.  1824-36. 

Magazin,  fiir  die  gesammte  Heilkunde,  von  Dr.  J.  N.  Rust,  Band 
XVL— XXVII.  8vo,  Berlin,  1824-29. 

Repertoire,  Generate  d'Anatomie  et  de  Physiologic  Patbologiques,  &c. 
Tom.  I.— VIIL  4to,  Paris,  1826-29. 

Repertorium,  Allgemeines  der  gesammten  Deutschen  Medizinisch-Chi- 
rurgischen  Journalistik,  herausgeg.  von  C.  F.  Kleinert,  Jahrgang 
II. — X.  1828-36,  mit  Supplement-Heft  fiir  1829, und  General  Regis- 
ter. Leipzig-. 

Extrablatt,  iiber  Cholera  Orientalis,  4  Hefte,  Leipzig,  1831-32. 
Repository,  London  Medical,  Vol.  I.— XX.  8vo,  Loud.  1814-23. 

The  same  book,  New  Series,  1824-25,  3  vols. 

The  same  book,  New  Series,  1825-28,  6  vols. 
Repository,  Medical  of  New  York,  Vol.  I.— IV.  2d  Edit.  8vo,  New  York, 

1800. 

Revieio,  Foreign  3Iedical,  Vol.  I.  8vo,  Lond.  1779. 
Revieio  and  Magazine,  London  Medical,  Vol.  I.— VIII.  8vo,  Lond.  1799- 
1802. 

Revieio,  London  Medical,  Vol.  L— V.  Svo,  Lond.  1808-12. 


JOURNALS,  REVIEWS,  &C. 


339 


Review,  Medical  and  Chintrgical,  Vol.  I.— III.  Svo,  LonJ.  1795-97. 
Rcvieiu,  Medico-  Clm~urgical,  Vid.  sujira  J ournal  and  Review,  the  Medico- 
Chirurgical. 

Review  and  Register,  Annual  Medical,  by  a  Society  of  Physicians,  Vol. 

I.-II.  Svo,  Lond.  1809-10. 
Revue  Medicale,  Historiqiie,  et  Philosophique,  Tom.  I. — VI.  Svo,  Paris, 

1820-21. 

Review,  British  and  Foreign  Medical,  Vol.  I. — II.  Svo,  Loud.  1835-36. 


B.   PARTICULAR  BRANCHES  OF  MEDICAL  SCIENCE. 


Journal  de  Physiologie,  par  Magendie,  Tom.  I. — X.  Svo,  Paris,  1821-30. 
Zeitsckrift  fiir  Physiologie,  vou  F.  Tiedemann,  Band  I. — V,  4to,  Heidelb. 

und  Leipzig,  1824-36. 
Journal  de  CJiirurgie,  par  Desault,  4  torn.  Svo,  Paris,  1791-92. 
Journal  de  Pharmacie  et  des  Sciences  Accessoires,  Tom.  I. — XXII.  Svo, 

Paris,  1815-36. 

Journal  du  Galvanisme,  de  la  Vaccine,  &c.  redig^  par  Nauclie',  Tom. 

1.— II.  Svo,  Paris,  1803. 
Gazette,  the  Cholera,  Nos.  I.— VI.  Svo,  Lond.  1832. 


II.  CHEMISTRY. 


Annales  de  Chimie,  Tom.  I._XCVL  Svo,  Paris,  17S9-1815. 

Table  ge'ue'rale  des  Matieres  et  des  Auteurs  dans  Ics  30  premiers 
volumes,  Svo,  1801. 

Annales  de  Chimie  et  de  Physique,  Tom.  I.— LXI.  Svo,  Paris, 
18 16-36. 

Journal,  the  Chemical,  by  Crell,  trans,  from  the  German,  Vol.  I.— III. 

Svo,  Lond.  1791-93. 
Journal  the  Dublin,  of  Medical  and  Chemical  Science,  Vol.  I.— X.  Svo 

Dublin,  1832-36.  ' 


HI.  MINING. 


Annales  des  Mines,  Tom.  I.— II.  Svo  Pmis  1817 

Journal  des  Mines,  Tom.  III.-XXXVllI.  8vo,  Paris,  1794-1815. 


340 


JOURNALS,  KEVIEAVS,  &C. 


IV.  NATURAL  HISTORY,  GENERAL  SCIENCE,  AND 
GEOGRAPHY. 


Ajinales  des  Sciences  Naturelles,  Tom.  I. — XXX.  8vo,  Paris,  1824-36. 

Le  meme  livre,  He  Serie,  Zoologie,  Tom.  I. — V.  8vo,  Paris,  I834<-36. 

 Botanique,  Tom.  L-V.  8vo,  Paris,  1834^-36. 

Annals  of  Philosophy,  by  Dr.  Thomson,  Vol.  I.— XVI.  8vo,  Lond. 
1813-20. 

New  Series,  by  R.  Philips,  Vol.  L— XII.  8vo,  Lond.  1821-26. 
Vid.  Philosophical  Magazine  infra. 
Journal,  the  American,  of  Science  and  Arts,  by  Silliman,  Vol.  XII. — 

XXX.  8vo,  New-Haven,  1827-36. 
Journal,  the  Dublin  Philosophical,  2  vols.  8vo,  Dublin,  1825-26. 
Journal,  the  Edinburgh,  of  Natural  and  Geographical  Science,  3  vols. 

8vo,  Ediu.  1830-31. 
Journal,  Edinburgh  Philosophical,  edited  by  Brewster  and  Jameson, 

14  vols.  8vo,  Edin.  1819-26. 
Journal,  Edinburgh  New  Philosophical,  edited  by  Jameson,  Vol.1 — XXI. 

8vo,  Edin.  1826—36. 
Journal,  the  Edinburgh  of  Science,  by  Brewster,  1st  Series,  10  vols.  8vo, 

Edin.  1824-29. 
New  Series,  6  vols.  8vo,  Edin.  1829-32. 
Journals  of  the  Royal  Institution  of  Great  Britain,  Vol.  I.  8vo,  Lond. 

1802. 

Journal  of  the  Royal  Institution,  Vol.  I.  8vo,  Lond.  1831. 
Journal,  Nicholson's,  of  Natural  Philosophy,  &c.  5  vols.  ito.  Lond. 
1797-1802. 

The  same  book.  New  Series,  36  vols.  8vo,  Lond.  1802-13. 
Magazine,  Philosophical,  by  Tilloch. 

Vol.  I.— LVIII.  8vo,  Lond.  1798-1821. 
Vol.  III.  1799. 

The  same  book,  New  Series,  or  Annals  of  Philosophy,  by  Taylor 

and  Philips,  Vol.  I.— X.  1827-31. 
The  same  book,  New  Series,  by  Brewster,  Taylor,  and  Philips, 
Vol.  I.— X.  8vo,  Lond.  1832-36. 
Naturalist's  Miscellany,  Vol.  I.— XXI.  8vo,  Lond.  1790. 


JOURNALS,  REVIEWS,  &C. 


341 


V.  GENERAL  LITERATURE. 


AthencBum,  by  Aitkin,  Vol.  IIL— IV,  8vo,  Loud.  1808. 
Bfemeridi  Litterarie  de  Roma,  No.  I.— XL  VI  I.  4to,  Roma,  1780. 
Journal,  the  Literary,  2d  Series,  Vol.  I. — II.  8vo,  Lond.  1806. 
Journal,  the  Phrenological,  Vol.  I. — X.  8vo,  Edin.  1824-36. 
Magazine,  Blackwood's  Edinburgh,  Vol.  I.  8vo,  Edin.  1817. 
Magazine,  Monthly,  or  British  Register,  Vol.  XXXVII. — XL.  8vo, 
Lond.  1814-15. 

Review,  American,  of  History  and  Politics,  Vol.  I. — III.  8vo,  Lond. 
1812. 

Review,  Analytical,  Vol.  I— XXVIII.  8vo,  Lond.  1788-98. 
Review,  Annual,  by  Aikin,  Vol.  I. — VII.  8?o,  Lond.  1803-9. 
Review,  Critical,  or  Annals  of  Literature. 

Vol.  XXXI.— XL.  8vo,  Lond.  1771-75. 

Vol.  XLIX.— LXX.  8vo,  Lond.  1780-90. 
The  same  book,  New  Series,  Vol.  I. — XLV.  8vo,  Lond.  1791-1805. 
Review,  the  Edinburgh,  Vol.  I. — LXIIL  8vo,  Edin.  1803-36. 

General  Index  to  above,  from  Commencement  to  the  end  of  Vol. 

XX.  8vo,  Edin.  1813. 
Review,  Edinburgh  Monthly,  for  January  1819. 
Revieiu,  English,  Vol.  IX.— XXVIII. 

Review,  Monthly,  or  Literary  Journal,  Vol.  XL IV. — LIV.  C^vantino- 
LIII.)  8vo,  Lond.  1771-70.  " 

Vol.  LXIL— LXXXI.  8vo,  Lond.  1780-89. 

Index  to  the  above,  3  vols.  8vo,  Lond.  1786-96. 

The  same  book,  New  Series,  Vol.  I.— LXXXIV.  Svo.  Lond. 
1790—1817. 

Review,  New  Monthly,  by  H.  Maty,  Vol.  III.— IX.  Svo,  Lond.  1783-85. 
Review,  Neio,  or  British  Critic,  Vol.  XI.— XII.  Svo,  Lond.  1798. 
Review,  North  American,  Vol.  VII.  Svo,  Boston,  1818. 
Review,  the  Quarterly,  Vol.  I.— LVIl.  Svo,  Lond.  1809-3C. 

Index  to  the  first  19  vols,  of  the  above. 
Review,  the  Foreign  Quarterly,  Vol.  I.— XVIIL  Svo,  Lond.  1827-36 
Zeitung,  AUgemeine  Literatur,  5  band.  4to,  Leipzig,  1802-3. 


342 


JOURNALS,  REVIEWS,  &C. 


VI.  MORE  THAN  ONE  OF  THE  ABOVE  SUBJECTS 
CONJOINED. 


JBibliotheque  Britannique, 

Agriculture,  Tom.  I.  et  III.  8vo,  Geneve,  1796-98. 

Litterature,  \z  tomes,  1796-99. 

Sciences  et  Arts,  12  tomes,  le  Xme  manq.  1796-98. 
JBibliotheque  Universelle. 

Sciences,  Arts,  et  Litterature,  Tom.  I. — VI.  8vo,  Geneve,  1816-17. 

Sciences  et  Arts,  Tom.  VII.— XLII.  1818-29. 

Agriculture,  Tom.  I.— XIV.  1816-29. 
Giomaleii  Fisica,  Chimica,  Storia  Naturale,  Medicina,  eel  Arti,  del  Con- 

figliachi  et  Brugnatelli,  decade  II.  Tom.  II. — III.  4to,  Pavia,  1819-20. 
Journal,  Quarterly,  of  Literature,  Science,  and  the  Arts,  edited  by  T. 
Brande,  22  vols.  8vo,  Loud.  1816-27. 

The  same  book.  New  Series,  7  vols.  8vo,  Lond.  1827-30. 
Journal  de  Physique,  de  Chimie,  et  d'Histoire  Naturelle. 

Observations  sur  la  Physique,  sur  I'Histoire  Naturelle,  et  sur  les 
Arts,  par  M.  I'Abbe'  Rozier,  Tom.  I.— 11,  1771-72,  4to,  Paris, 
1777. 

Observations  et  Memoires,  &c.  par  M.  I'Abbe  Rozier,  Tom.  L — IV. 

4to,  Paris,  1773-74. 
Tom.  XV. — XLIIL  par  Rozier,  Mongez,  et  Lame'therie,  4to,  Paris, 

1780-93. 

Tom.  XLIV.— LXXXIIL  (Journ.  de  Physique,  &c.)par  Lametherie, 
4to,  Paris,  1793-1816. 

Tom.  LXXXIV.  par  Lam^herie,  et  Ducrotay  de  Blainville,  1817. 
Journal  de  Physique. 

Obs.  et  Mem.  Tom.  LXXXV.— XCVI.  par  Ducrotay  de  Blain- 
ville, 1818-23. 

Table  generate  des  Articles  contenues  dans  les  26  tomes  depuis  1787 
jusqu'en  1802,  par  L.  Cotte,  4to. 
Journal  de  VEcole  Poly  technique,  6  torn.  4to,  Paris,  1793-1804. 
Register,  American,  Medical  and  Philosophical,  by  Hosack  and  Francis, 

2d  Edit.  4  vols.  8vo,  New  York,  1814.  . 
Revue  Medicale,  Historiqiie  et  Philosophique,  Tom.  I.— VI.  8vo,  Pans, 


1820-21. 


GLASCiOW 

UNIVERSITY 

LIBRARY 


( 


Li  u  IV.'  • '   


